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Not One—but EIGHT Reasons Why— 


the Improved Schlueter is “the Greatest of all Floor Surfacers”:—I1st, The 
Schlueter’s steel roller adjusts itself to floor irregularities (by a patented suspen- 
sion feature); 2nd, There are no weights to lift; 3rd, No levers to monkey 
with; 4th, The Schlueter surfaces right up to the quarter round; 5th, It has a 
long wearing link belt chain drive; 6th, Ventilated heavy duty motor (can't 
burn out) ; 7th, Positive suction gathers all dust; and 8th, It is guaranteed 
for Five Years. No other surfacer has all these features! 


Weight — Power — Guts 


The Improved Schlueter is not an undersized “portable” (although 
you ean take the motor off and carry the machine easily, if you wish). 
We make a portable flexible shaft sander for stairs and small jobs. 
But it takes the Weight, Power, and Guts, found only in a full size 
machine to eat away the surface of hard wood floors all day long, 
day after day—and do it right. 


Works for рни 


The Improved Schlueter is entirely automatic. Snap on the 
switch—and the machine does the work for you. If you’ve 
ever “juggled” an old type machine around all day, you'll 
appreciate an “automatic” surfacer. You can enjoy 
your evening after a day’s work with the Schlueter! 


There are 4 models of the Improved Schlueter. Tell 
us what work you do, and we'll recommend the model 
that will do your work right. MAIL COUPON TODAY 


FOR FULL DETAILS OF EASY PAYMENT PLAN 


Schlueter “Portable” ا‎ Shaft Lincolu-Schlueter Floor Mchy. Co. 
Sander for Stairs and Small jobs. and FREE TRIAL OFFER. (Devt. A4) 221 W. Grand Ave. 


ек or round base 


— cnet I'd like to have full 
details about the Improved Schlueter 


| LINCOLN~SCHLUETER | а a PREE TRL 
; FLOOR-MACHINERY CO. INC. OFFER. 
233 W. Grand Avenue 
CHICAGO 
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Sometimes a small 

garage has insuffi- 

cient space for Slide- 

° “ии lding doors. 

If your garage doors swing out EUR 
against packed ice and drifted j 2% S!dsidcquip- 
ment. The doors 


snow. .. if they warp and stick and slide around the | 
sag on their hinges .. . if there’s Өш ле >л. 
a center post in the opening... Ё 

Then it's no fun trying to get in and out of 
your garage, especially in the winter months. 
Perhaps you've tried it! 

But—if your doors slide inside on Slidetite 
equipment, leaving a full width unobstructed 
opening, that’s comfort, that’s convenience! 

Slidetite is made for every kind of garage 
door need—one, two or three cars—and to fit 
openings up to 30 feet in width without center 
posts. Smooth, silent, quick, easy operation is 
what you want and what you get with Slidetite. 
A child can open and close Slidetite doors. 
Write for Catalog No. 55 
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. . AURORA, ILLINOIS, U. S. AA. 


Chicago 

Boston Philadelphia Cleveland Cincinnati Indianapolis St. Louis New Orleans Des Moines 

Minneapolis Kansas City Atlanta Los Angeles San Francisco Omaha Seattle Detroit 
Montreal * RICHARDS-WILCOX CANADIAN CO., LTD., LONDON, ONT. + Winnipeg 
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history a garage door has been accorded the 
dignity of a great national advertising 
campaign. 

Before this nation-wide campaign was launched 
the “OVERHEAD DOOR,” by sheer merit, was 
forging rapidly to the front. Now, with the tre- 
mendous impetus it has received from advertis- 
ing, the “Overhead Door” has become a national 
institution. 

In the homes you build this season tie in with 
this national friendliness and consciousness for the 
“Overhead Door”! 

The modern home is not complete without a 
garage. No garage CAN be modern without an 
“OVERHEAD DOOR.” 


| tees THE FIRST TIME in merchandising 


Sweet's 
Architectural Catalogue 
B2342-B2343 


RH мы Duae ia Dorf. E 
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н, 
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The Buying Public 


and the 
„Overhead Door” 


A product nationally advertised must be 
consistently good. It must be of proven 
merit and worth. The buying public, com 
scious of these facts, is placing supreme 
confidence іп the scores of nationally adver 
tised products. It is demanding that these 
products be used in the construction and 
equipment of the present day homes. 

The public is being informed of the many 
merits of the “OVERHEAD DOOR 
through an extensive national advertising 
campaign. This MODERN garage door 
has taken its place alongside of the hur 
dreds of nationally recognized commodities 
of unquestioned reliability and worth. 


Since it is a vital part of the modern home, th 
garage will do its part in satisfying the prospective 
purchaser and in effecting a sale of the property it! 
is equipped with MODERN doors. The “Over 
Door" is the only TRULY MODERN garage door. 
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Demand 
Pair o — e 


Garage Door 


N the past the public has accepted as modern the prod- 

ucts of the garage door industry. But, with this 
acceptance of what the industry had to offer the public 
continued to long for a garage door which could be de- 
pended upon to render complete satisfaction and unin- 
terrupted service for years. 


The public's conception of what a truly worthwhile 
garage door should be was one which could be easily and 
quickly operated—one which could not sag, bind, or 
warp—one which would harmonize perfectly with any 
style of architecture—one which could not become disen- 
gaged from its track or hanger—one which could be locked 
and unlocked from either side. 


These exacting demands have been met by the *OVER- 
HEAD DOOR"'—the TRULY MODERN garage door. 


This modern door offers to the public still more. Its 
method of operation has revolutionized garage door engi- 
neering. The,“Overhead Door" opens up--OVERHEAD 
—COMPLETELY OUT OF THE WAY. 


Installed upon the inside of the building, it affords the — — 
full height and width of the opening and makes available БЕТ дер 
^ the use of every inch of floor and wall space within. —— 
slic The fact that a child can operate an “Overhead Door” 
bespeaks its ease of operation. The elements—wind or 
T rain, ice or snow—have no effect upon its smooth func- 
)T tioning. 


When closed, the “Overhead Door" fits tightly at top, 


oe sides and bottom; when open it rests in horizontal tracks 

con- OVERHEAD. 

Pc Each "Overhead Door" is engineered to the particular 

thes opening. Each door is furnished complete with woodwork, 

| and track, hardware and lock assembled in units. Upon deliv- 
ery the door is ready to install. 

OR The “Overhead Door” may be had in any size or in 

rising any design, so long as the design does not interfere with 

door the horizontal panel construction of the door. 
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HARTFORD CITY, INDIANA ~ ~ u. 
OVERHEAD DOOR CO. OF CANADA. LTO- TORONTO, ONTARIO - R 
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Wonder Worker 


The Economy Wood Worke: 


FOR ADVERTISERS’ INDEX SEE NEXT TO LAST PAGE 
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PRICES 


$19500 
апа Ор 


Complete 
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Factory 


bY с: 


я 

5 

A] 

1 
1 
4 

4 

i 

7 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


12 AMERICAN BUILDER (Covers the Entire Building Field) [April, 1929 


C he SELLING VALUE 


A wax-polished concrete floor needs no covering—otber 
than rugs—and is very easily kept spotlessly clean. 


G Ak * £ 
eL 
ә. , 


The concrete floor protects the fece of this 
living room from damage by basement fires. 


In this bedroom, the concrete floor is 
overlaid with cork floor tile. There 
will never be any creaking floor here! 


PORTLAND CEMENT]: 


CONCRETE FOR PERMANENCE 


FOR ADVERTISERS INDEX SEE NEXT TO LAST PAGE 
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E of Concrete FLOORS 


MMEDIATE interest is displayed by 
the prospective home buyer when 
you show him a house with a concrete 
floor. He feels that such a house must be 
well built. He likes the idea of greater 
safety from fire. He will, undoubtedly, 
be willing to pay more for a good house 
with trouble-proof concrete floors. 

The finest apartment houses, hotels, 
and large homes have concrete floors. 
Recently, they have 
been perfected for use 
in small homes, too. 

Concrete floors are 
rigid and strong, reduc- 
ing vibration caused 
by heavy traffic on 
streets nearby, or by 
the romping of 


children within the 


Placing tile and joist concrete first floor. 


ASSOCIATION (Chicago 


. AND FIRESAFETY 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


house. They will help to prevent settle- 
ment of interior partitions, sagging 
doors, and plaster cracking. Concrete 
floors retain the warmth of daylight 
hours during cold nights, and remain 
cool on a hot summer day. 

Many strong "selling points" exist 
for the house that has a concrete first 
floor. These have been attractively pre- 
sented in our book "The Key to Fire- 
safe Horhes." We would 
like to send you a copy 
free. And to any per- 
sons you know who 
plan to build homes, we 
will gladly mail a 
copy if you send us 
their names. 

Take advantage 


of this offer! 
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For Better Homes 
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Reproduction of 4 
color advertisement to 
pores during April in 
the Saturday Evening 
Post and other maga. 
zines and part of the 
American Radiator 
Company's $1,000.000 
advertising campaign 

for better homes. 


dn the Spring 
e fuller crimson 
Comes upon the 
rue bı rest; 


le the Spring 
the wanton kap- 

wing gots hima} 
another rros: 


ln the Spring 
a ебет iris 
changes on the 


fancy lightly 
turns to thought 
of hne. 
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E home of your dreams come true, a house is absolutely assured by a well placed 
home with a dry, clean basement designed radiator in every room. Such a home means 


for daily, practical use. The home | EE | health and a longer, happier life. 
accepts the andivided Such is the house of the home build- 


of your dreams come true, si 3 
home whose uniform tempera- mud commie чө cr who, today, answers the beau- 


ture of 70° throughout the entire — tiful, natural call to make а home. 


. AMERICAN RADIATOR COMPANY 


ÁO WEST 401TH Street, NEw YORK 
AND ALL PRINCIPAL CITIES 


My Name is... — — 2 — I am interested in receiving ... ` 
у 4 a of var сейде plan by which "heme may be 
My Address I» “2. A — 4 OA bad baca pi ATA a SA T ы. 
_ EE. particulars af the Ratiding end Loan Anaciation Searing plan. + РУ, 


ALL AMERICAN RADIATOR PRODUCTS 


AMERICAN IATO 


40 WEST 4079 ST. 
Branches 


FOR ADVERTISERS INDEX SEE NEXT TO LAST PAGE 
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and More Homes... 
One United Responsibility 


| B there is any one thing that more than anything else 
can make for uncomfortable, discontented home 
owners, it is poor heating. And uncomfortable, discontented 
home owners are anything but enthusiastic boosters of 
home ownership among their friends. In consequence the 
building industry suffers. 

The initial cost of an American Radiator Heating Plant 
is only slightly above the cost of an unmodern heating sys- — 
tem but— American Radiator Heating makes a house into a 
home where people like to live and bring their friends. And 
an American Radiator Plant lasts as long as the home itself, 
upholding and increasing its resale value. 

American Radiator Equipment makes homes—sells 
homes—sells more homes. 1t protects the investment of the 
home owner and home builder. 

Every part is designed to give perfect team-work and 
perfect heating. Recommend and install All-American 
Heating products. It pays. 


Many a sale is made in the 
cellar or wing of a home 
equipped with an American Ra- 
diator Boiler and Water Heater. 
So clean and attractive is this 
equipment that it virtually adds 
another livable room to the 
home. It pays to advertise that 
fact too. 


SA 


2 


ARE GUARANTEED PRODUCTS 


COMPANY 


NEW YORK CITY 
Everywhere 
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Build One Stone Job 
this Spring! 


An open invitation to builders from Indiana 
Limestone Company. Prove to yourself and to 
your community the remarkable opportunities 
afforded by sawed Indiana Limestone facing 


Group of stores, Indianapolis, Indiana. Faced with 
Sawed Variegated Indiana Limestone Random Ashlar. 
E. H. Dalby, Designer and Contractor. 


AME some of the construction projects you are 

going to be busy on this spring. What are 

they? А residence? Remodeling a store front? 
A school? Putting up a store and office building? 


No matter what type of construction you are par- 
ticularly interested in, there is a vital profit-story 
for you in Indiana Limestone Random Ashlar. 


Builders all over the country who have tried it 
are making substantial profits and building a repu- 
tation for themselves by using this beautiful, light- 
colored natural stone for wall facing. Indiana Lime- 
stone Random Ashlar is used as a veneer over stud 
frame or as facing over hollow tile, just as brick, 
stucco or wood is used. A house faced with Indiana 
Limestone costs only 5% to 6% more than when 
other materials are used. These pictures show you 
some of the results obtained by the use of this stone. 


After a shallow groove,litile 
more than a scratch,1s made 
on the face of stone, the strip 
is lur ned over and a tap with 
a mallet breaks it cleanly 
along the line of the groove. 
An ordinary hand saw may 
be used Uf desired. Опе man 
with an electric saw keeps 
six stonemasons or brick- 
layers busy оп the wall lay- 
ing up stone. 


In Random Ashlar construction, the stone is sawed 
into strips four inches thick and of various heights at 
our quarries. It is sawed on four sides: face, back, 
top and bottom. These strips are shipped to the job. 
There they are broken, jointed and laid up in the 
wall. An electric saw or an ordinary hand saw is 
used to cut a groove in the stone. Then a tap witha 
mallet breaks it along the line of the groove. A stone- 
mason or bricklayer does the laying up. No need for 
carefully prepared drawings. No cut stone required, 
unless used for trim. Even this may be omitted. 


INDIANA LIMESTONE COMPANY 


FOR ADVERTISERS’ INDEX SEE NEXT TO LAST PAGE 
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Residence, Marblehead, Mass., under construction. This house is being built of Old Gothic Indiana 
Limestone Random Ashlar with trim of Variegated Indiana Limestone. Wm. H. Quiner, Architect. 


Leading contractors in various parts of the country 
are now taking up this new way of using Indiana 
Limestone. We are ready and able to give you all 
possible assistance in undertaking construction of a 
residence or other building of our stone. Here is a 
profit opportunity that is unusual. Get the jump on 
your competitors in this new field. Just one Indiana 
Limestone house or building will advertise you as 
nothing you have been engaged in to date has done. 


Mail Coupon 


Just fill in your name and address below and we'll 
send you free booklet, together with full information 
about this new way of using Indiana Limestone. 


аъды 


Вох 757, Service Bureau, Indiana Limestone Company, 
Bedford, Indiana. 
Please send booklet and other information regarding 
Indiana Limestone Random Ashlar for residences. 


s tore front, Louisville, Ky. Faced with Sawed Indiana 
Limestone Random Ashlar in combination with deco- 


General Offices: Bedford, Indiana · Executive Offices: Tribune Tower, Chicago 
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SQUARE 


REGUS. PAT. OFF. 


These items can now be purchased under the 
4-Square label. Each carefully manufactured for 
the particular purpose for which it is intended. 


Finishing Lumber Ceiling and Partition 
Bevel Siding - Drop Siding Shelving 
Colonial Siding Stepping - Casing 
Softwood Flooring Base < Mouldings 


FOR ADVERTISERS’ INDEX SEE NEXT TO LAST PAGE 
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is what gels contracts and sales 


Build it by using Lumber of | 
) GUARANTEED QUALITY bought from 
a 4-SQUARE DEALER 


VER before has the reliable contractor 

and merchant builder had such an oppor- 
tunity as is offered by 4-Square Lumber, to 
prove his right to public confidence. 


Here, for the first time, is lumber of nation- 
ally known and identifiable quality and value. 
Every package carries the 4-Square Label. 
Every label has on it the species and grade. 

The reliable contractor can prove that he 

This sign of CONFIDENCE A 

identifies the 4-SQUARE DEALER delivers what he promises. He demonstrates 
that he has nothing to conceal by using the 
lumber that carries its own mark of value. 

4-Square Lumber is nationally advertised and is becoming rapidly 
known as the sign of a reliable contractor. You can readily see the 
advantage its use gives you in competitive bidding—how it can be 

made a selling force by the merchant builder. 
Progressive lumber dealers everywhere are hanging out the 4-Square 


sign. If your dealer is not yet ready to supply you, write us. 
4 | IBER 
( | L | [ 
| Species and Grade are Marked and Guaranteed 
TRIMMED SQUARE a: PACKAGED: READY TO USE.: GUARANTEED 


SOLD BY 


4. SQUARE DEALERS 


WEYERHAEUSER FOREST PRODUCTS 
ST. PAUL, MINNESOTA 


Weyerhaeuser Sales Co., Distributors, Spokane, Washington. District Offices: 
Minneapolis, Kansas City, Chicago, Toledo, Pittsburgh, Philadelphia, New York 
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MASTER 
(D BED коом 


GECOND FLOOR PLAN 


Durham & Irvine 
Philadelphia 


Sargent Hardware adds much to the beauty, A. 


SS урш зи‏ د ت 
f= „Тв‏ — — 


— эшти е 


. "T 77. . Sat 

the service, and the salability of all your building operations f yo 
oth 

YET IT COSTS LITTLE MORE THAN ORDINARY HARDWARE THAT an) 

er 

WILL NOT WEAR WELL mi 

, : , smi 

Номе owners, generally, wish the that will not prove satisfactory. of t 
details of their homes to express Complete equipment for the dwell- Thi 
their individual ideas of convenience ing shown is only about 2% of the doe 
and decoration. Many have been total building cost—varying some- any 
convinced of the importance of what, however, for different sections Cla 
hardware by experiences with of the country, and according to , san 
bothersome locks that do not work design and type of construction. of 
smoothly, and with rust-streaked Our illustrated booklet, Hard- cov 
woodwork. They are now most ware for Utility and Ornamenta- wor 


anxious to have their new home, 
whether they buy it or build it, 
equipped throughout with the best 
Sargent Hardware is 


hardware. 


Door Knob No. 1984, Key Plate No. 584; Door 
Knob No. 1822 FA, Key Plate No. 870FA. 


Door Knob No. 1825FA, Rosette No. 1FA; Door 
Knob No. 1913FD with Rose No. 175FD, Rosette 
No. 1FD. 


recognized for its excellent quality, 
and its smooth, certain operation. 
For the French-type dwelling 


pictured above, Sargent prescribes ` 


the hardware designs illustrated— 
each piece perfectly machined of 
solid brass or bronze, beautifully 
finished and non-rusting. Many 
Sargent designs offer a wealth of 
choice for every type of residence. 

Sargent Hardware of brass and 
bronze costs surprisingly little 
more than plated steel hardware 


tion,” will be sent you on request. 
You will find it interesting and 
instructive. Sargent & Company, 
51 Water Street, New Haven, Conn. 


Door Knob No. 1912FD with Rose No. 175FD, 
Key Plate 870FD, Lever Handle No. 1155FD. 


SARGENT 


LOCKS AND HARDWARE о 
FOR ADVERTISERS’ INDEX SEE NEXT TO LAST PAGE 
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The 


HAT Clarke says is abso- 
lutely guaranteed in writing. 
If the Clarke Vacuum Portable 
Sander doesn't do precisely that, 


INS you get your money back. No 
other sander ever built can give 
any such written guarantee of 
performance. Clarke does. Thou- 
sands of contractors— big builders, 
small builders in every section 
огу. of the country —own this sander. 
well- They’ve ound it does better work, 
f the does it faster, at lower cost than 
onie any machine at any price. The 
tions Clarke is utterly unlike any other 
g to.@ sander on the market. It's a piece | 
tion. of advanced engineering — years ahead and 
ard- covered by the basic Clarke Patents. No 
enta- wonder more Clarke sanders are bought 
uest, today than any other sanding machine 
and on the market. 
апу, 


onn. 


Faster and Better Work 


31 pounds complete is all this remarkable 
Clarke sander weighs. It licks the trans- 
portation problem—no truck needed to get 
the Clarke to or from work. 8 hours sands 
800 to 2,000 square feet of new floor. Per- 
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LARKE SANDS Them BET 
—In LESS TIME—At LOWER COST 


Without Varnish Remover 


FINE FINISH 


cee 


TER 


varnish remover and at the rate 
of 300 to 1,000 feet a day. Try 
and match that performance with 
any other machine. Only the 
Clarke will do it. 


Light Socket Operation 


The Clarke runs off a light socket. 
No extra power line needed. That’s 
more economy for you. It’s built 
tothe highest engineering standard 
ever conceived by a sander manu- 
facturer. Precision made—of the 
finest materials and workmanship 
throughout. As carefully balanced 
and assembled as a Rolls Royce. 


Get the Free Facts 


Get the facts about the most remarkable piece 
of sanding equipment ever built. No obliga- 
tion or cost of any kind. You'll profit if you 
act at once. Send coupon today. 


FULL FACTS 
FREE 


MAIL COUPON 


or Neutralizer, the 


Clarke Removes 


fect work, too—work you'll be proud of and 

can talk about in selling a house or landing 

a contract. 

For bench work it weighs but 22 pounds. 

And it does everything any sander can 

do, and does it fast, smooth, perfect ! 
“2 In remodeling work the Clarke is invalu- 
3555. able. It cuts through 2 or 20 coats of old 
varnish without the use of neutralizer or 
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2 Coats or 20 Coats 


Floor varnish Liquid wax 

Flat varnish Floor oil 
Gloss varnish paint 

Битан eo P 


Floor stain Dept. A-34, 3815 Cortland St., Chicago, Ill 
Floor wax etc. i 


Get This Book | 
Please send me, without obligation, 


full facts about the Clarke Vacuum 
Portable Sander. 


Clarke Sanding Machine Co. Р FIEL ne КОЖЕНТ. | 


Dept. A-34, 3815 Cortland St. 
Chicago, Ill. D ЗТАТЕ............. | 
Originators and, for 12 years, manufacturers of Portable Sanding Machines jn A 
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FOR EVERY ТҮРЕ OF HOME YOU BUILD 
THERE’S AN AMBLER ASBESTOS PRODUCT 


HETHER 
it be a new 
home or a remodel- 
ing job—country 
estate or tiny bunga- 
low—there is an Am- 
bler Asbestos Product 
at your service. 
No repair expense—no 
danger from fire—no 
wearing out—these are 
some of the advantages, 
These products combine the 
protection of asbestos with 
the long life of cement; actu- 
ally they improve with age. 


OU'LL find an 
Ambler Asbestos 

Product to fit any 
purse. Be it cottage or 
castle that's planned, 
you can quote with the 
knowledge that you're 
recommending the best. 

Fireproof Ambler As- 
bestos Shingles are made 
in three general styles and 
eight attractive colors 
Prices range from the low- 
cost serviceable“honeycomb” 
type to the distinctive "English 
Thatch" with its rough texture 
and deep delightful shadows. 

Colors include Green, Pearl 
Gray, Purple, Indian Red, Tuscan 
Red, Buff, Black and Newport 
Gray. We can recommend many 
charming combinations. 


Waltile 


ALTILE is the latest addi- 

tion to the Ambler Asbestos 

family. It has had a wonderful 

reception; advertising has brought 

in thousands of inquiries which you 
can turn into sales. 

Waltile is made of asbestos and ce- 
ment, with a highly glazed surface. It 
comes in sheets 32”х48”, i5" thick, 
scored every 4 inches for tile effect. It 
Iwill make the dreariest room cheery with 

its decorative tints, meeting the modern 

demand for color. Its colors include 
White, Cream, Pink, Smoke, Black, Apple 
Green and Nankin Blue. Let us tell you 
more about it. 


Linabestos 


INABESTOS is an ideal sheathing 
for interior or exterior use. It’s 
fireproof and extremely durable. Briefly, 
it’s a vermin-proof wall board that’s 
easily worked with saw and hammer. Be- 
ing less porous than cheaper wallboards, 
it may be painted readily without high cost. 
It can be sandpapered to a highly polished 
finish. An indented finish is available for 
bathrooms. 
Linabestos comes in sheets 48 "x48 ". or 48” 


by 96”, and 4", 34” and 14” thick. Corrugated Roofing and Siding 


_ ASBESTOS Corrugated is used 
extensively by industrial concerns for roof- 
ing and siding factory buildings and warehouses. 
Like the other Ambler products, its base is 
asbestos and cement. Every contractor doing 
industrial work should ask for our 1929 Engi- 
neers’ Data Sheets. 


Ambler Asbestos Lumber 


HIS is a heavier fireproof board used in 

industrial plants, schools, bath-houses, parti- 
tions and doors. It is sanitary, fireproof and ever- 
lasting; highly resistant to acid fumes and imper- 
vious to moisture. 


Address Inquiries to 


ASBESTOS 


SHINGLE, SLATE & SHEATHING 
COMPANY 
AMBLER - PENNA. 
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The problem that faces a builder should 
not be to sell a house, but to build a 
house that sells itself. 


Nationally advertised products that 
are established in quality recommend 
themselves. Any home owner likes to 
put his money in plumbing, heating 
or paint that he knows is better quality 
that will give him more satisfactory 
Service. 


To use Sherwin-Williams Finishes on 
the houses you build, and to make it 
known, is to create buyer-acceptance. 
Lass sixty years millions of home owners 

have preferred this famous old 
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Bid for “buyer-acceptance” 


quality“ line for its richer beauty and 
longer service. 


Sherwin-Williams Paints, both exterior 
and interior, will mean economy to 
you as well. Their greater covering 
power and easier application reduce 
both material and labor bills. 


See Sweet's Catalog for help in plan- 
ning your Sherwin-Williams specifica- 
tions. Our technical staff will also 
gladly assist you. 


THE SHERWIN-WILLIAMS Co. 


Largest Paint and Varnish Makers in the World 
Dept. 720—601 Canal Road, N. W. CLEVELAND, OHIO 


SHERWIN-WILLIAMS 


PAINTS 


ENAMELS 


VARNISHES 


OPEX LACQUERS 
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Absolutely | 
fret 


Most 
Popular Homes 


In America 
—VOLUME TWO” 


is a companion book to 
Volume One, which has 
had a phenomenal sale in 
the past year. Volume 
One has been repeatedly 
called the most beautiful 
and useful home design 
book ever printed. 

The new book, Volume Two”, 
is even more beautiful in ap- 
pearance and contains 20 more 
full color plates than Volume 
One. If you already have Vol - 
ume One, you will certainly be 
delighted with Volume Two. 
We have on hand only a limited 
number of this new book—they 
are going rapidly. If you want 
yours, send for it now, today, 
before the supply is exhausted. 


15 Sets of Complete Building Plans 


FIFTEEN of the home designs in this wonderful book 
have complete working drawings, scale one-eighth inch 
and larger. You can build direct from these drawings, thus 
giving you an architectural service worth a neat sum of 
money, yet we include them in this wonderful book and send 
it to you absolutely free of cost. 


ES. and Mail This — — ا ل‎ 


Enclosed find $2.00 for which ENTER, my subscription to The American Builder 
for one year and send me free and postpaid a copy of your book "MOST POPU- 


LAR HOMES IN AMERICA"— Vol. 2. 
оо i — ——————— e PTT RTT TIT, 
ADDRESS.............. eT TRC eT eT EET Te S Р Ср M 
/ ᷣ ͤo»V»d riper a sown бон 

My — is (Check Only One 
DL Dealer О Builder O Architect О Real = 


105 W. Adams St., Chicago, III., 


An 
wer аа 1929 | 


"s.c. 


These working drawings are only one of the many уаш” 
able rumen of this remarkable book. In addition, there 
are Twenty Pages of designs printed in four colors. 
Many pages of high-class half-tones reproduce actual pho- 
tographs of beautiful interiors, furnishings, modern home 
conveniences, etc., etc. 


Ho to Get Your Free Book 


eS re ee ae ae 
with a new or renewal subscription to 
—— Builder at the regular subscription rate, 
$2.00 for one year. $2.00 pays for the subscription 
—the book is a gift. 
The subscription may be new or renewal, or it can be 
an extension of present subscription, but in all cases 
must be sent direct to American Builder 
and be accompanied by check, money order 
or currency for $2.00. Subscriptions sent in any 
other way will not entitle sender to free book. 


OFFER GOOD IN U. S. AND CANADA 
Add $2.00 to Fereign Countries 


FOR ADVERTISERS' INDEX SEE NEXT TO LAST PAGE 
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MILLVILLE, N. J., home built by the 
Goodwin Brothers.“We have used Lam- 
inex doors in most of our ‘Better Built’ 
homes . .. a real saving," says Ray- 
mond Goodwin. “We find we never have 
to go back on the job to refit or rehang a 


Laminex door” 


|, Who goes back to fix doors 


^q 


we 


oT? оч 


Broo W^ 


nowadays? 


NOT the builders of these jobs... 
nor thousands of other contractors... 
nor will you do it again once 
you try Laminex 


"T RE old complaint The doors are 
sticking!" Or that other howl — 
"They've shrunk or warped or some- 
thing and won't latch." Do you still 
hear them—ever? 

If you do, read how a great many 
contractors today are avoiding those 
kicks. We quote several such builders 
on this page. We could tell you about 
thousands of others. 

Door trouble is the thing Laminex 
doors were specially designed to elim- 
inate. These doors don't stick because 
they are built so they will not swell. 
And they always latch 
because they neither 
shrink nor warp. We 
guarantee they won't. 


Wby a Laminex door won't 
warp: Tbis core of separate 
blocks withthe grain frequently 
broken makes warping impos- 
sible. And on all sides bulk- 
beads" of waterproof Laminex 
cement stop moisture, precent- 
ing sbrinking or swelling 


A boon to the contractor, Laminex 
doors are even more welcome to the 
owner. No more door troubles for him! 
Yet the extra cost of Laminex doors is 
practically nothing—perhaps three or 
four dollars more on a complete six- 
room job. 

Send the coupon below for the name 
of a local Laminex dealer, and further 
information including catalog on the 
beautiful, new Philippine Laminex doors 
and carton trim. Tear off the coupon 
now. 


LAMINEX DOORS 


Will not shrink, swell, or warp 
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SACRAMENTO, CALIF. home, Laminex 
equipped because Frank Maloney discovered 
“after having a great deal of trouble with ordi- 
nary doors, my problem has been solved with 
Laminex doors. I do not have to return to refit 
them, which reduces the cost of my jobs, re- 
duces the cost to the owner” 


CRISLER APTS., erected in California's 
capital by Geo. D. Hudnutt, Inc., who 
write, “Much difficulty is encountered here 
in fitting doors so that they fit from the hot 
midsummer to the damp midwinter—that 
ts, we DID encounter this difficulty until 
we found Laminex doors. They ‘stay put’ 
with almost the constancy that might be ex- 
pected of a metal door” 

The Wheeler, Osgood Company, 
Dept.E-49, Tacoma, Washington. 


Please tell me more about Laminex doors, and 
from whom they can be bought locally. 
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Build Goodwil 


| when you build a home. 


You can give all your 
clients an extra meas- 
ure of satisfaction with 


Residence, St. Louis, Mo. Architect: E. F. 


Christopber: 
Plasterer: H. Niebaus; Lathers: Hessing Construction Co, 


COP-R-LOY 


Reg. U. S. Pat. Off. 


THE COPPER ALLOYED SHEET STEEL 


This means an even better service 
from ARCH LATH—a durability far 
beyond all past records in plastering 
bases. It insures, too, that walls and 
ceilings shall be free from stain and 
give maximum protection against 
fire and cracking. 

The distinctive arch design makes 
this lath extremely economical—both 
of material and labor. And ideal ri- 
gidity permits better, faster work. 
Arch Lath is universally adaptable 


Wheeling 


FOR ADVERTISERS’ INDEX SEE NEXT TO LAST PAGE 


to any size home and gives success- 
ful results in any style of wall finish. 

The fact that Arch Lath is now 
available in COP-R-LOY is arousing 
an ever-increasing demand—with 
good results in satisfied builders all 
over the country. Write for free 
sample for inspection. 


WHEELING CORRUGATING COMPANY 
WHEELING, WEST VIRGINIA 


Branches: New York, Buffalo, Philadelphia, 
Chicago, Kansas City, St. Louis, Richmond, Chattanooga, 
Minneapolis, Des Moines, Columbus, Ohio 


Wheeling Sheet Steel 


The better and more durable steel, COP-R-LOY, 
is also available in building materials such as 
Spanish Metal Tile, Roofing Ternes, Diamond 
Lath, Corner Bead, Picture Mold, Base Screed, 


Wall Ties and other building essentials 
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One Sheet of Arch Lath (28x 
96) grips the plaster at 8064 
points; making the wall an 
integral unit of rigidity and 
strength, while minimizing 
possibility of cracking 
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AY and night nine Wonder Mixers and eight 
Wonder Pumps worked on this big job. They 

did their part in completing one of the world's 
largest Agricultural Machinery plants in record time. 
55,000 barrels of cement mixed by Wonders on this 


job. 
The Contractors on this project collected worth-while bonuses— 


the plant owners are cashing in on a huge increased demand for 
their products. Everybody is satisfied—happy—money ahead. 


But this is nothing unusual—the wise contractor works wonders 
when there is a lot at stake. 


Wonder Mixers are expected to produce more concrete—and 
they do. They are expected to stand up under continual operation} 
—24 hours a day—and they do. 2 
Their record for years on large and 
small jobs—their ability to handle 
any mix—their advanced improve- 
ments, place Wonders many steps 
ahead of the Mixer field. 


A Wonder 7 with 
loader and Won- 
derquick water 
tank, one of five 
identical units on 
this large pro- 
ject. 


A wonder Diaphragm 
Pump working 24 hours 
a day—one of eight on 
this job. 


103 


Construction Machinery Co., Waterloo, lowa 


Send Bulletins on the following equipment: 
(..) Wonder Tilting Mixers 

(..) Marsh-Capron Drum Type Mixers 

(..) Wonder Diaphragm Pumps 

(..) C. M. C. Hoists 

(..) Mechanical Hoeman Plaster Mixers 

(..) Power Sawyers 


ee 
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CONSTRUCTION MACHINERY CO. 
WATERLOO, IOWA Address 


“CONCEALED: PICTURE · MOULD: 
‘DIAMOND - КАМАЛАТ 
‘TROFF - KALMANLATH- 

cup KALMAN LATH* 


‘BASE: BEAD: 


* KALMANTRIM- 
FINISHING MEMBER: 


‘KALMAN’ STEEL’ 
* ANGLE * LINTEL” 


— RRO 
guards his 
reputation 


We believe every contractor is in- 
terested in approved fireproof build- 
ing products — products that help 
to build and help to guard his 
reputation with the architect and 
building owner. 


For this reason every Kalman prod- 
uct is designed from field experience 
—and every product is built on a 
quality basis to meet better the de- 
mands for more permanent con- 
struction. 


3 
“KALMAN STEEL 
· duc · · DEAD” 


Kalmantruss Rigid Bridging 
me Damper Wall Anchors 
Chimney Thimbles Beam Anchors 
Coal Chute Doors Masonry Bearing Plates 
Bridging Anchors 
Sleeper Anchors 
— Extension Rods 
Adjustable Floor Lath Clips 


Package Receivers 
8 


Ash Dumps 
Ash Pit and Flue 
Clean-Out Doors 

Basement Windows 


Lintel Angles Header 
Wall Plugs and Ties Pe ka — 
3-8” Rib Kalmanlath OM 
Diamond Mesh Kalmanlath owing SP 
Cup Kalmanlath Kalmantruss Reinforcement 

Troff Sheet Kalmanlath ire Fabric 

Flatrib Kalmanlath Expanded Metal 

3-4" Rib Kalmanlath . lab Spacers 


Kalmantruss Joists Cold Rolled Channels 


ALM 
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for the C Contractor 


‘SLEEPER,’ ANCHOR- 
*CORRUGATED · BARS 
‘PERMANENT’ STEEL- TILE? 
-YB ‘INCH’ RIB * KALMAN LATH’ 


KALMAN STEEL COMPANY 
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*CUP ^. KALMAN LATH’ 


KALMANTRIM: 
* FINISHING ° MEMBER: 
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“CORNER: DEAD» 
\ *KORNERITE- 
— 


! 
H UP KALMANLATH 


Id К 


|| Р ER 
VK ALMANLATH- 
МЫ. DOME DAMPER: 
UN-STEEL* BASEMENT: 
“WINDOW. 
wo. "ASH DUMP’ 
· coxl · CHUTE DOOR: 


«CHIMNEY -THIMBLE ” 


ASH- PIT’ AND. 
*FLUE + CLEANOUT: 


And to enable the contractor to use 
the best,from cellar to attic, Kalman 
offers a wide line of improved, high 
quality fireproof building products. 


In addition Kalman products offer 
distinctive advantages that mean 
faster erecting and direct savings in 
labor and materials. 


Information on any one or all of the 
products listed below will be sent 
upon request. Write us. 


Kalman’s Line of Products for Building 


Hot Rolled Channels Beam Chairs 


Stucco Reinforcement Rib Chairs 
Stucco Reinforcement Nails Bar Clips 
Expanded Metal Inserts 
— Metal Furring Screed Chairs 
nger Rods Bar Chairs 
Tie Wire Bar Mats 
Staples Center Strip 


Kalmantrim uard Fence 
Corner Bead Expansion Joint Filler 
Base Bead etalrut 
Concealed Picture Column Forms 
ou Removable Steel Tile 
High Chairs Permanent Steel Tilo 


ATH 


Atlanta Charlotte Detroit Minneapolis Niles St. Paul 
Baltimore Chicago Houston Newark Philadelphia Syracuse 

Boston Columbus Kansas City New York Pittsburgh oungstown } 
Buffalo Dayton Milwaukee (Export Office—New York) Washington, D. С, 
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LATH 


IM’ 
EMBER: 


MAN LATH 
: BEAD: 
RITE: 


IANLATH 
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OLD ROOFS 


PAY BIG 


START NOW: 


PROFITS 


Sell and Apply | 
MALLEABLE ASPHALT (MASTIC 


Roofing and Flooring Composition 


Malleable Asphalt (Mastic) is an unusual 
Mastic Composition different from other 
similar products in ingredients, method of 
manufacture and in results. 

Made in Beautiful Tile Red, Moss Green, as well as 
standard black, and in three consistencies: (Mastic) 
applied with Trowel; (Coating) applied with brush; 
(50-50 Mix) applied with either brush or trowel. Let 
us tell you more about this marvelous new material. 


Salesmen Wanted 


You can make big money selling and assisting Dealers and Contrac- 
tors to sell. We need men to act as District Sales Supervisors or local 
salesmen, Write at once for detailed information. Just say you are 


interested in our salesmen’s proposition. 


MALLEABLE ASPHALT CO. 


CHICAGO, ILLINOIS 


6355 Broadway 


DEALERS 


Every old roof and cement floor in your town is a prospect. 
Cut out the “fly-by-night” roof paint salesmen, put their big 
profits in your own pocket by letting a crew of our reliable 
salesmen canvass and make sales for you. Your investment 
of less than $100.00 turned over 50 to 100 times a year will 
earn 2000% to 5000% profit. Let us tell you about our 
unusual co-operative sales plan. We give exclusive sales 


Franchise, and are allotting valuable territories every day, so 
write at once. 


CONTRACTORS 


You can make a two-way profit—one on the sale and one 
on the application. Here is a wonderful opportunity for you 
to start a specialized business working in connection with 
your local dealer—or our salesmen will help you make sales 
and close deals. Let us tell you how we can help you make 
big money—write today. 

р == = ша шш аа ап та аз оп ий ап па аз эз ап єл эй аз аз аз а пл оп аз ап па ап оа * 
1 MALLEABLE ASPHALT СО. 
! 6355 Broadway, Chicago, Ш 

t Please send me free samples and complete information. 
- I am a Contractor I Dealer [j—Salesman [Г] 

a 

a 

i 

' 

i 
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Steelerete Diamond Flat Rib Lath 


RIBS FOR RIGIDITY — 


DIAMONDS FOR PERFECT BOND 


A Low Price Does Not Always 
Mean Low Cost 


T takes more than a low price on prevent plaster waste, serving as а 
1 lath to produce a low cost plastered 2 stop. The DIAMONDS insure perfect 
wall or ceiling. Cost of labor and Ss = bond. The rigidity of the sheets of 
material can make a low priced lath ! Lath not only speed up erection but 
the most expensive on the market. YN , assist rapid, efficient plastering. No 
Only the finished plastering cost can other lath on the market gives уой 
pive you a definite idea of what the ў the . advantages of two la 
Jath is costing you. : in one! j 

piani Ded Flat Rib n Whether you build on contra 
Lath is priced a trifle higher than ordinary lath but the or build to sell, this distinctive Steelcrete Lath enableg 
extra that you pay is more than offset by lower erection, you to produce a better reinforced plastered wall or ceil 
plastering and material costs. ing at lower cost. You can prove this on your next job, 

By test, Steelcrete Diamond Flat Rib Lath costs less Send for samples, pee and descriptive literature and 
to plaster than any other lath on the market. The RIBS later insist on Steelcrete Products. 


THE CONSOLIDATED EXPANDED METAL COMPANIES 
Steelcrete Building, Wheeling, West Virginia 
Boston Cleveland Philadelphia Pittsburgh Chicago New York Buffalo 


Less 


Hank Tie Wires for Lathers Steelcrete Sample Offer Steelcrete Stub Nails 


А : А Dealers eager to increase their business on Metal А А —" i 
An exclusive Steelcrete Product. Uniform high E uil ын 25 бча Hen — L уон! сап deive into Самурай with 
quality. Wrapped in sanitary packages, approxi- samples of the Steelcrete line. Write to us today eavily — er "Coes — 1000 3 the 
mately 25 Ibs. each. for samples. There is no pem You will be bag; also in 100 Ib. kegs. The ideal nail 
re dus pe ا سا‎ met د‎ МОН 63 securing corner beads, metal lath and h 
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JAEGER’S 
HANDY 


HALF- BAG 
TRAILER 


(only 179 with Rubber Tires) 


Look the whole market over and you won't find another “buy” like this one 
— a 31S all purpose mixer, all- steel with roller bearing wheels, Jaeger 
built and Jaeger serviced for along and profitable life! 
Has fast mixing “Flat-Spot’ Drum with 5 second discharge, good 
for 35 cu. yds. a day. The power is a 2 h. p. F. & J. engine with 
Wico magneto— fully housed. 
Nicely balanced. One man handles it, any car trails 
it. Choice of steel or rubber-tired disc wheels, all 
roller bearing. 


It takes the biggest mixer company in the bus- 
iness to put out the “Handy” Trailer at this 


i 
bed.rock price. Send for Jaeger price 
; list and catalog, all sizes up to 28 ft. 
Save time and use the cou- 


Well Balanced— pon, today! 
Man Can Lift It ) 


NON-TILTERS 
Un to 28 ft. Sizes 


TILTERS 
with loaders, 315, 5, 7, 
10, 14 ft. 
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This 


Heat Saver 
will help you sell the houses you build 


SOLD 


Consider heat saving when considering heat 
making. Select good heat - producing equipment 
for the houses you build, of course. Then make the 
heating jobs complete by installing Balsam-Wool 
blanketing in walls and roof to conserve heat. The 
Balsam-Wool certificate is then your proof of a 
heat-tight house—evidence that will help you sell. 


Balsam-W ool is true insulation. It is flexible and 
fits snugly between the framing in walls and roof 
It tucks into every nook and cranny. It seals every 
crack and crevice. It caulks every window and 
door frame. It does what no rigid insulation can do. 


And in your planning you can keep this fact 
before you—the saving of at least 25% in radiation 
is sufficient to pay all or at least a large part of 
the cost of the full inch Balsam-W ool blanketing. 


TH ROUGH RETAIL 


* 


[April, 19% 


Balsam-Woolisa guaranteed 
Weyerhaeuser product—a 
blanket of fluffy wood fibre 
that looks and actslike 
sheep's wool. Itis TRUE In- 
sulation—keeping the house 
warm in winter and cool in 
summer—because it is— 
FLEXIBLE-THICK. 
EFFICIENT 
WINDPROOF 
WATERPROOF 
FIRE RESISTANT 
VERMIN PROOF 
LIGHT WEIGHT 
PERMANENT 


The cost is absorbed. Maximum comfort is pro- 
vided. And you can assure your customer savings 
of from 25% to 40% in annual fuel bills. 
Before you select heating equipment, investigate 
Balsam-Wool and the advantages of certified in- 
sulation in making sales—making satisfied cus 
tomers who will recommend you to others. 
Ask your lumber dealer. If he is unable to supply 
you now, write for names of dealers who can 


-furnish Balsam-Wool. 


WOOD CONVERSION COMPANY 
CLOQUET, MINNESOTA 
Makers of Balsam-Wool, the Flexible Insulating 
Blanket. Also Makers of Nu-Wood —tbe All 
Wood Insulating Wall Board and Lath 
Sales Offices: New York, 101, Park Ave.—Detroit, 515 Stephenson 
Bidg.—Chicago, 360 N. Michigan Ave.—Minneapolis, Baker B 
Kansas City, 231 W. 47th St.—Seattle, 6659 White Bldg. 


LUMBER DEALERS 
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Andrew J. Thomas, Architect; Graham, Probst & White, Associate Architects; О. W. Rosenthal-Corneli Go., Builders 


4387 windows 


in the 


Marshall Field Apartments 
hung with ACCO No. & Sash Chain 


Durability—long life—economy of installation free- 
dom from maintenance expense. These are the advan- 
tages of Acco No. 8 Sash Chain which prompted 
its specification for this important building project. 


Acco No. 8 copper-bearing steel Sash Chain will 
outwear any other window suspension . . . Acco 
No. 8 Sash Chain will not гоё... will not stretch or 
shrink . . . will not fray or tear. 


Carpenters can work faster with Acco No. 8 Sash 
Chain because there are no knots to tie—and be- 
cause Acco No. 8 Sash Chain feeds over the pulley 
into the casing of its own weight, no carpenter’s 
mouse is needed. 


ACCO No. 8 Sash Chain 
operates perfectly over any cord pulley 


It is not necessary to specify special pulleys for use 
with Acco No. 8 Sash Chain. The chain is made 
to operate with mechanical perfection over regular 
semi-circular grooved pulleys. Write for prices and 
other particulars. 


AMERICAN CHAIN COMPANY, Inc. 
BRIDGEPORT, CONNECTICUT 
In Canada: Dominion Chain Company, Limited, Niagara Falls, Ontario 
District Sales Offices: 
Boston Chicago New York Philadelphia Pittsburgh San Francisco 


ACCO Nos 
SASH CHAIN 


25% material 
saving with 

ACCO No. 8 
Sash Chain 


Tying knots wastes from 4 to 5 feet of cord per 
window. 100 feet of Acco No. 8 Sash Chain 
will hang 2 more windows. 


A coil spring is slipped into the end of the chain 
and inserted into the bore of the sash. (For two 
hole sash the coil is inserted into the upper bore.) 


The weight is fastened with a strong hook, as 
shown in the illustration at the right. 


Both ends of the chain are thus an- 
chored securely and permanently, 
with no possibility of the connec- 
tions coming loose or breaking. 


a PRoeect OF tes 
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HEN YOU BUILD D OR ` REMODEL, INSULATE YOUR HOUSE WITH 


— d m— ũ — — cee — 
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FOR iiia years INSULITE has 
stood for good insulation in homes and 
buildings of all kinds. Its all-wood stur- 
diness and heat resisting qualities have 
performed. unceasingly a comfort-giving, 
money-saving service for people in man- 
sions and cottages, in commercial struc- 


tures of every variety. 

Winter cold loses its terrors. Summer heat is 
no source of dread. Locked against the elements 
is the house thus protected —and a sure means 
of economy in reducing fuel bills. 

* Humidity is no cause of annoyance; sounds that 
once echoed from room to room are softened; 
health is better protected; the building itself is 
greatly improved, because INSULITE is a dou- 
ble purpose building board structural strength 
and high insulating value in the one product. 

Builders—send for samples and information 
regarding the various uses of INSULITE in new 
and remodeled homes and other structures. 


F INSULITE is all тегт the fabricat- 
ing process which increases many times the 
natural insulating quality of wood fibers. 
| Wood thus fabricated not only possesses | 
great ability to resist heat, cold and noise, 
but has unusual strength and will with- 
stand the action of time over long periods. 


Tus INSULITE Lect 1202 BUILDER'S EXCHANGE, DEPT. 8, MINNEAPOLIS, MINN. а) 


| 
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SEE OTHER SIDE 
REGARDING 
GUARANTEE => 


FIRST CLASS 
PERMIT No 1644 
(Sec. 38434 P. L. & R.) 


CHICAGO, ILL. 


BUSINESS REPLY CARD 


2c-POSTAGE WILL BE PAID BY-2c. 


SKILSAW we. 


3310 ELSTON AVENUE 
CHICAGO, ILL. 


TIME-TESTED 
SKILSAW, Inc., is the originator of portable electric hand 
saws, and is the only manufacturer of portable electric 
hand saws that has a successful five year record of service 
to the building trade. 

PRACTICAL 
Naturally you want electric hand saws which have the 
practical features for your work, not those machines de- 
signed with “selling points." Why not buy the most 
powerful, fastest cutting, safest, and the most durable 
tool—SKILSAW combines these practical features and 
yet is light and compact. You will want the base to be 
vertically adjustable and also to quickly tilt for bevel cuts. 

RELIABLE 
You will be better satisfied when you know that a substan- 
tial company is back of that product and guarantees it. 

QUICKLY SERVICED 
You will want an electric hand saw with a reputation for 
nation wide service. There are SKILSAW service stations 
in all principal cities. 

GUARANTEED 
SKILSAW, Inc., definitely guarantees each model of 


SKILSAW to be: тре Safest Electric Hand Saw. 


2—The Fastest Cutting Electric 
Hand Saw Dollar for Dollar. 
3—The Most Powerful Electric 
3 Hand Saw Dollar for Dollar. 
[ne Lightest Electric Hand Saw 
Per Depth of Cut. 
PRICED RIGHT 
Standardization of product and mass production because 
of world-wide demand have made possible prices which 
are positively amazing! 
RECOGNIZED 
Successful carpenter builders, contractors by the thousands 
recognize these facts, that's why SKILSAW, the saw you 
see on most jobs, has nation wide preference. 
TRY IT 
Just one demonstration of SKILSAW will prove its supe- 
riority to other electric hand saws. Put it on your job. 
See it work!—''Get the feel of it." Use it to rip, cross-cut, 
groove, mitre and bevel. Just try it on rafters, joists, sheath- 
ing, floors, bridging, lintels, stair stringers, doors, and : 
interior trim. See it cut or score limestone, marble, cement, 
tile, in fact, any material. There are 4 important sizes 
from which to choose. You will be convinced that there is 
only one saw that meets all your requirements — all the 
tests of a real tool. Demand that it bear the trade name 


SKILSAW Ө. 


REG. О. S. РАТ. OFFICE апа 
gles 
IMPLY SIGN THIS CARD AND DROP ITIN THE MAIL BOX- We pay Uncle Sam 3h77 vinc 


CHECK WERE 22 Ё beau 


|_| Iwant a demonstration of SKILSAW on my job at_____ е add 


don 
perf 
roof 

Et 


| | | Send me one of your latest catalegues showing new and E D : 
improved SKILSAWS. This is for our file We have nowork К Г „ p == 


Gree 
Colo 
lutel 


m SKIL SAW now but may be interested. at a later date. 
rc c S FS ER N—. — E 


luste 


OCCUPATION. О Ы- 


; com 
The NEW WAY to cut and score STO! 

| right on the job. Don’t waste another 
CITY ute, another dollar picking away with а №2 
m mer and chisel. ILSAW does it IMP 


It is understood that lam under no obligation Whatever neater, more economically. Р 
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With standards of beauty and durability to please home 
owners—Eternits will help you sell your house 


EVERYONE has long conceded the 
fire-proof qualities, the durability, 
and the economy of asbestos shin- 
gles. But not every builder was con- 
vinced that asbestos shingles were 
beautiful—and accordingly, could 
add to the sale value of his house 

. until now—for Eternits have 
done away with any objection by 
perfecting an amazingly beautiful 
roofing! 

Eternit colors are soft and lustrous 
—and they stay that way. Emerald 
Green, Indian Red, Quarry Blue, 
Colonial Gray—every one is abso- 
lutely fade-proof, guaranteed not to 
bloom or fade out. Sun cannot 
scorch them; rain will not dull their 
luster. And the other colors—Au- 
tumn Bronze and Heatherblends (a 
combination of five special shades) 


actually increase in beauty as the 
years pass. . . . Eternit beauty means 
money for you! 

And Eternits have contributed 
more than beautiful colors to make 
asbestos roofs profitable for builders. 
Eternits are hard, tough, durable— 
made of a mixture of asbestos fiber 
and Portland cement. They will not 
rot. They won't crack. Or split. Or 
raise. They are easy to apply. There 
is an exclusive Eternit design—the 
Horizontal. And Eternits are eco- 
nomical—for an Eternit roof is the 
only covering any home will ever 
need. 
It is beauty in roofing that will sell 
home owners and architects. And 
Eternits, of all asbestos shingles, are 
beautiful. Write today for informa- 
tion, roofing directions and samples. 


— 
и o n 
U.S. PAT: OFF. 


ESO SHINGLES 4 


— 


Eternit, Inc., Riverview Drive, St. 
Louis. Offices and warehouses at 
Philadelphia, New Orleans, Hous- 
ton and Jacksonville. Also makers 
of Eternit Big-Seven Corrugated As- 
bestos Sbeets and Eternit Asbestos Flat 
Sbeets. 


ETERNIT, INC., Dept. C 
9215 Riverview Drive, St. Louis 


Please send me full details, roofing directions 
and samples. 


Dealer's Name 


FOR THE PROTECTION OF THE BUILDER, EVERY ETERNIT SHINGLE IS TRADE-MARKED; EVERY ETERNIT ROOF IS REGISTERED 
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SIANLEY LATCHES 


hs i 2 E A ; 
No. 1249 SEHER 


No. 1240 


: am 
— io 


small. Their smooth finish 


For large doors, small doors, 
eliminates the danger of 


thick doors or thin doors, 


— ae cim EV г. 
- 22 rj — 


a. 
2 


there is a Stanley Latch that 
just fits. 


Stanley Latches have a sturdi- 
ness, a comfortable grip and 
a security that appeals to 
everyone. They are shaped 
to fit the hand, be it large or 


scratching the hand that grips 
them. 


Stanley Catalog No. 41e illus- 
trates and describes the full 
line of popular designs. Send 
for a copy. The Stanley 
Works, New Britain, Conn. 


STANLEY HARDWARE 


MADE OF STANLEY STEEL 
LSTANLEY 
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Lupton STEEL WINDOWS 
STABILIZE YOUR BUILDING I NVESTMENT 


| 
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Lupton Residence Casements of steel are used in the Calumet Apartment House, New York City 
George F. Pelham, architect. Louis Cowan, contractor and owner 


More and more, buildings are being designed as per- 
manent investments. Lupton Steel Windows are a 
development of this modern trend. 

These modern windows help your building to main- 
tam its up-to-date characteristics through the years. 
In design, they represent the most advanced thought in 
window engineering. Architecturally correct, they are 
practical as well as ornamental. They operate easily 
and efficiently. They serve in all weathers, will not 
warp, stick or chatter, and 
save weather stripping. 

Standardized sizes permit | 4 ay d » 
economies in manufacture 


which bring their cost within line with even the smaller 
building operations. They are being used, today, in 
thousands of investment buildings, hotels, apartment 
houses, offices and other commercial buildings. They 
have come to be accepted by consumers as synonymous 
with the finest in fabricated steel. 

Let us show you how Lupton Steel Windows help 
insure investment value. Write for free literature. Men- 
tion the type of building you plan to erect, and we will 

send you the particular cat- 

Vm ww alogdesired. DavinLupron’s 

a 4 11 А Sons Co., 2203 E. Allegheny 
Avenue, Philadelphia, Pa. 


WHERE STEEL IS FUSED WITH SINCERITY 
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“How do doit 
OW do you do 1t, 
e 9" i 
Mr Mills?“ 


1337 bungalows built in 22 months. 
A unit of 350 now under construction 
for delivery during the first six months 
of 1929. In 28 months-a 245 acre 
prairie has been transformed into a 
city of 10,000 population, complete 
with all underground work, alleys, 
EB oo streets, landscaping, ornamental street 
^ lighting system, etc. | 


А 25 MILLION DOLLAR & 
CITY 


P * = T = 
2 PEOR ae ты ы 


кы ͥ A E 


WESTWOOD Elmwood Park — Illinois Reading left to right, Jack Mills, Jr., 
An outstanding home development project of Mills & Sons John Mills, Sr. (President), and L. H. Mills 
JOHN MILLS, President, tells how it | 
are our own contractors in all major items of | 
was done construction used in our building developments, 
Н } which means that a strict supervision is main- 
e e UR Success in closing out our developments so tap- tained by the three firm members, rather than 
idly is due to (1) Our 42 years experience has awarding contracts to various companies. (8) 
taught us the building business. (2) Acreage in 80% of our homes sold through recommenda- 
large — at low prices years in advance of tions of former purchasers. (9) Terms: Easy 
ques trend of population. (3) Quantity pro- аз rent. (10) SCHLAGE Button LOCKS used 
uction linked with buying power. (4) “Built- throughout. Their smooth lock spring action, | 
to-last-forever" construction — brick, steel and appearance, convenience, and ease of installation 
concrete. (5) Lieutenants supervising various are unquestionably strong selling points, and h 
trades of construction in our employ steadily from places them at the top of the list of "Fine Hard b 


15 to 35 years, giving us maximum service with 


М ware”. Out of 1337 bungalows in which th 
minimum cost. (6) Delivery of 


have been used, we have not found one whic 


complete homes in the true sense of has not been 100% perfect.” L 
the word, with all improvements in d 
and paid for by the sellers, with 

materials of the highest standard : 

known to the building trades. (7) We w 

4 Co p: 

PRESIDENT ве 

12 


P S “As further evidence of our faith © 
in your product, enclosed find 

copy of hardware contract on our present 

unit of 350 buildings now under construc- Bi 

tion, which list you will note specifies 


SCHLAGE Button LOCKS.” " 
Made by SCHLAGE LOCK CO., San Chicago, Illinois, 
ade a 
Francisco, Cal. Branches in principal cities February 6, 1929 NEW ` 
DETR 
The MODERN Hock for MODERN Buildings — 
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e 
ns of 
:: | Four-ton Jennie 
nain- 
than 
2 buck LOXIN/ 
enda: UCRS а 
Easy ЕЈ 
ниб OWERS Elephants аге known to every circus fan and here is a 
ation real photograph of the largest one bucking a Loxin. ... Апа LOXIN | | 3 
and holds! Power—husky power is packed in this Sebco product which the „ bee Pee as 
, in produ ere isn't one 
2 brute tug of elephants can’t budge. | ina allis Mat doens't dvite Jah, 
‘hich You can quickly judge how sure you are on jobs where you use Y" know Ivo sent out thousandsof 
LOXIN. This good leader of the 5-Point Star products is in mighty samples; ГЇЇ send you one if you'll 
demand by men who know their tools and do work that stays put. just ask me. Bolt 
The 5-point Star leaders are: SPRINGIN—the toggle with resilient ole (Qe 
wings; SCRUIN— the lead anchor that never fails; DRYVIN —the ex- 
^D pansion shield you hammer home; TAMPIN—the machine screw anchor 
set in place with tamping tool; and LOXIN—the all-steel, hot-galvan- 
ized machine bolt shield that locks in place. 
For Free Samples and Stuffers, mail this coupon 
«| STAR EXPANSION [zzz 
1 find 143 Cedar Street, New York 
resent Send me free the items checked. 
istruc- 
= | BOLT COMPAN Y = 


'TAMPIN 


143 Cedar Street Ne York 
A full stock is carried at these branches 

NEW YORK PHILADELPHIA BOSTON ATLA 

DETROIT SAN FRANCISCO 


SEATTLE LOS ANGELES 
GO ST. LOUI 
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Alpha Brass Pipe— properly installed — 


lasts indefinitely Good Brass Pipe K is immune to rust — but it’s 


not immune to faulty installation. Brass Pipe is easier to work than iron and steel . . . 


but in many respects it requires different tools and different methods to get the best 


results. These methods are fully explained in our new book, "Installing Brass Pipe." 


(See our book below). 


KR pha Brass Pipe is made from a special 
kind of Chase Brass which contains more 
copper. It is easier to work, cuts cleaner, 
sharper threads, makes leak-proof joints. The 
name "Alpha" stamped every twelve inches 
guarantees satisfactory quality. 


Chase Brass & Cop- 
per Co., Incorpor- 
ated, at Waterbury, 
Connecticut. And to 
assure speedy deliv- 
eries, Warehouse 
stocks in New York, 
Boston, Newark, 
Philadelphia, Balti- 
more, Cincinnati, 
Cleveland, Detroit, 
Chicago, St. Louis, 
New Orleans, Los An- 
geles, San Francisco. 


CHASE 


ALPHA BRASS PIPE 


Also Chase bronze screen cloth and Chase copper roof gutters and downspouts 


FOR ADVERTISERS’ INDEX SEE NEXT TO LAST PAGE 


SEND FOR 
THIS FREE BOOK 
This book explains the 
best methods of install- 
ing brass pipe. Send for 
it— we believe you will 
find it interesting and 
belpful. 


1929 
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Make sure! Genuine PEARL has 
2 Copper Wires in the Selvage 


Profit with Pearl NOW! 


Every Unscreened Porch—Every Rusted Porch and Every New 
Home is an opportunity for you to Make Money Screening Porches 


OW IS THE TIME to show your prospects how simply and economically Porch Screens 
can be installed. Send for our plan showing portable screen panel construction. It 


will aid you in securing more business. 


Clean, Sanitary, Easy on the Eyes, firmly 
woven so as to make no-bag, no sag screens, 
requiring no painting, PEARL is the most 
economical, as well as the most handsome, 
screen wire cloth on the market today. Out- 
wears Galvanized Wire Cloth several times. 


Home owners prefer PEARL wire cloth 
because of its beauty and durability. PEARL 
is highly rust-resisting—made so by a process 
exclusive with us. No competitor can use 
this process, consequently no imitation of 
PEARL сап be just as good. 


To assist you in pointing oul to your prospect the simplicity of construction and installation 
of screened porches, we have prepared a Blue Print of a Porch Plan which we will send free. 


We have а dealer in your town. See him or.write us if you are in- 
terested in permanently screening doors, windows or porches. Samples 
and literature FREE. 


Address Dept. “А” 


The Gilbert & Bennett Mfg. Co. 


New York Georgetown, Conn. Chicago Kansas City 


PEARL is made in Regular Grade 112 х 13 Mesh] and 15, 16, 18, 20, 
24 and 30 Mesh, also Extra Heavy Grade 114 Mesh only] 
The best hardware dealer in your city selis "PEARL" 


The Gilbert & Bennett Mfg. Co. 
Dept. '*A"—Box 760 
CHICAGO, ILL. 


Gentlemen: 


Please send complete in- 
formation on PEARL WIRE 
CLOTH and PLAN for screen- 


MAIL THIS COUPON 
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Attractive, practical and 


Good workmanship. Fur- 


ALL FROM ONE SOURCE OF 
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Make Your Bid Safe and 
Increase Your Profits with 


I RUSCON 


STEEL BUILDING PRODUCTS 


You save time and labor on the job by installing 
Truscon Steel Building Products. Your building is 
completed sooner, you can estimate more accurately 
and you secure all your products from one depend- 
able source. All these factors mean more profits and 
more satisfaction to you. 


At the same time, you are doing ajob that you know 
will stand up, that will greatly please the owner and 
that will build up your reputation for quality work. 
Truscon backs up its products with expert engineer- 
ing and estimating service and with timely deliveries 
from stock warehouses for commodity products 
located throughout the country. 


Let us help you make your bid safe! 
TRUSCON STEEL COMPANY, YOUNGSTOWN, OHIO 


THE SECRET 
Engineering and Sales Offices The Truscon Laboratories, Detroit, Foreign 
in all Principal Cities Trade Div., 90 West St., New York; 
Factories in Youngstown, Cleveland, 
Detroit, Los Angeles and Japan. 


The Trussed Concrete Steel Company of 
Canada, Ltd., Walkerville, Ont. 


OF SUCCESS 


STEEL CASEMENTS METAL LATH STEEL DOORS ; STEEL JOISTS 
— 1-A r- 9 For R Economical construction fet 
economical. Modern design. 2 bulge 8 — i fireproof floors. Self-suppert- 
F 
nished in single or combi- nerite, Corner Beads, ond t single Sor doubie 


Furnished in Open Trus 


types, 
Accessories. unite and Plate Girder Types. 
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Plants like this 


Men r^ th "sas 


are accomplishing lifetime ambitions for 
manufacturing independence through the ex- 
clusive Duntile franchise. Guarded against 
competition, starting with modest capital 
pauipped with automatic machinery, ed 
by national advertising, with a product far 
D the lead in beauty, quality and economy, 
tuni manufacturers are realizing oppor- 
— fida beyond parallel in the manufactur- 


= 
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CÎ 


P oney-Making Street 
with Duntile~-VOW 


ECAUSE it builds better buildings for less, Duntile is literally 
sweeping the country. Every day, new records are made. Perma- 
nent, masonry construction at cost of frame makes its own appeal. 

Builders appreciate it and respond to it in such volume that in 1928 Duntile 
plants consumed 785,992 barrels of cement—a 30% increase over 1927. 


Records Everywhere 


Duntile advantages are making remarkable accomplishments possible for Duntile 
manufacturers everywhere. The color effects appealed to a Pennsylvania oil 
company. They have done $90,000 worth of business with a local Duntile plant. 
The largest ramp garage in Canada and an enormous baseball stadium demanded 
super strength. Duntile was selected. Real estate men in St. Louis investigated 
Duntile savings. As a result, 125,000 Duntile went into one sub-division, 70,000 
in another and 40,000 into a group of industrial buildings—and Mr. Frauenfelder, 
holder of the St. Louis Duntile franchise, had a 1928 business of over $100,000. One 
manufacturer reports his Duntile displaced a half-million dollars worth of other 
construction last year. Another sends in photographs of whole blocks of 
homes in which Duntile was used. One plant reports its original investment 
multiplied thirty-three times. 


A Proven Industry 


By actual tests of time and use, Duntile proves itself the greatest development 
of today in building materials. And the prosperity and progress of Duntile 
plants shows Duntile manufacturing is a business opportunity without equal for 
the man with limited capital but broad ambitions. 


The whole story of Duntile opportunity today is told in plain words and clear 
figures in our book, Basic Facts.” You owe it to yourself to at least be 
familiar with what Duntile offers you. Use coupon below. Now. 


W. E. DUNN MFG. CO. 
415 West 23rd Street HOLLAND, MICHIGAN 


This Book Tells How ~ 


W. E. DUNN MFG. CO. - 4-29 
415 West 23rd Street Holland, Michigan 

0 Show me through your book, “Basic Facts,“ how I can win manufacturing 
independence by supplying Duntile in my community. Show me how I can 
manufacture Duntile in a plant of my own at a profit of 30 to 60 per cent. 
Г] Show me how I can build anent masonry walls at the cost of frame 
and make more money for myself. 
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RIGINALI TY 


non-fading because Winthrops are 
surfaced with crushed slate of natural 
and not artificial colors. 


When a customer wants originality in 
his roof, remember this picture of the 
filling station of Milani Bros. at Mt. 
Prospect, Illinois, which is roofed with Winthrops do not curl. They can 
Winthrop Tapered Asphalt Shingles. not rot, rust, split or crack. They bear 
With the many ways in which you can lay Win- the Class C Label of Underwriters’ Laboratories. 
throps with theirtwenty colors— solid orblended —you 
can put on thousands of individual and original roofs. Samp les Free 1 
Here the Greenfield Blend was used by the archi- Most good lumber dealers carry Winthrops, but we 
tects, Zook & McCaughey. Some of the shingles believe you can use one or more full size samples. 
are cut in odd sizes. Occasionally afew are bunched Write us, stating, please, what color you wish or 


up—thus emphasizing the effect naturally created by whether you'd prefer that we send y ЧИ oue of our 
the thick butts of Winthrops. popular blends. Mention, too, please, if you could 


use a sample of Argotex Building Felt, noted for its 
insulating value. f 


Thick at 
the Butt — ил Tep 


Permanency is here along with originality. The 
thick butts of Winthrops double the thickness of 


the exposed portions. The colors of Winthrops are BECKMAN-DAWSON ROOFING COMPANY 
1032 Brooks Building, 223 W. Jackson Boulevard, Chicago, Illinois 
Factories at Chicago, Detroit and Lockport, N. Y. 


м. Asphalt Shingles 


Argotile (slate surfaced) Roofing, течи (mica surfaced) Roofing, Wearproof (tale surfaced) Roofing, Argotex Insulation 


ew 
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Above All — BEAUTIFUL 


—the first requisite of the purpose they must serve. 
Yet combined with beauty are practical, time-tested 
Kawneer principles of construction that offer ease 
of installation and protection to the plate glass. 
The demand for Kawneer construction has grown 
steadily year after year, proving that here is a 
growing field of contracting that offers a big oppor- 
tunity for specialization. 


MAKE A NAME FOR YOURSELF 
AS A STORE FRONT SPECIALIST 


You'll find plenty of merchants in your city ready 
to welcome your advice. You'll find many ready and 
willing now to improve the efficiency of their win- 
dow display facilities. Mail the coupon below for 
more information about this big opportunity. 


Kawneer 


STORE FRONTS 


THE KAWNEER COMPANY 
1326 FRONT ST., NILES, MICHIGAN 


Send more ———— about the 
opportunity. of store front s 
ization. I'm interested. 
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\ BUILDINGS 
ARE BUILT, 


REPUTATIONS 


ARE BUILT 
‘ PROFITS 


ARE BUILT 


Variegate 


WITH STRUCTURAL CLAY TILE 
ccc 


11 construction adds to the reputation 

of the builder. Reputation brings business. But 
profits can result only when reputation-making con- 
struction is secured with economy. 


For permanent buildings of all kinds, Structural Clay 
Tile offers convenience and flexibility—qualities 
essential to economical construction. 


It will pay you to take advantage of the full possibilities 
of Structural Clay Tile. This Association will gladly 


answer specific questions or send general information. Sitch ma 

Its service is given without charge. how the 
ished, 
sketch fr 

STRUCTURAL CLAY TILE ASSOCIATION к" 


Formerly Hollow Building Tile Association 
1406 ENGINEERING BUILDING CHICAGO, ILLINOIS 


“SHIELDS: 
“SHELTERS: 
*PERPETUATES: 
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For 
New Homes 


Bridgeport, Conn. 
designed and built by 
Carl Anderson. Sidewalls 
of WEATHERBEST in three 
shades of Gray with wide 
exposure; Roof of 18-in. 


. Give Your Clients New Values 
in Lasting Colors 


WEATHERBEST Stained Shingles for sidewalls and roofs assure better color 
values because of the special WEATHERBEST process of staining 100% edge 


Ad 


For grain red cedar. Thorough laboratory tests prove the value of the pigments 
Ju" and oils . . . time and exposure tests prove durability and lasting colors 
M odernizing there is seventeen years' experience behind the WEATHERBEST policy 


"NOT TO CHEAPEN MATERIALS OR PROCESS TO MEET PRICE 
COMPETITION." 


WEATHERBEST advertisements in national magazines in full color are repro- 
duced from actual finished homes and show true values. Let us send you 
Portfolio of color Photogravures to show your clients. 


Try Our Free Sketch Service for Modernizing Work 


Secure a picture of a home growing old from the owner or kodak it 
yourself. Attach this to a WEATHERBEST Modernizing Service Blank 
properly filled out and send it to our Modernizing Service Dept. Take 
the sketch which we will send you free and use it as the basis of your 
sales talk. There is big money in modernizing work that can be done in 
your community. The WrATHERBEST $3,000 Prize Contest for 1929 should 
interest you and your clients. WEATHERBEST STAINED SHINGLE Co., Inc., 
2 сон و‎ mn 149 Main St., North Tonawanda, №. Ү. Western Plant—St. Paul, Minn. 
you. New Home Distributing Warehouses in Leading Centers. 


Меде 


STAINED SHINGLES 


Fon Roots and Siwe Wa 


WzarHERBEST Service 
Sketch made from pic- 
ture above show 

how the new home 
would look when fin- 
ished. Let us make a 


WEATHERBEST STAINED SHINGLE Co., Inc., 
149 Main St, North Tonawanda, N. Y. 
О Send WrarHERBEST Modernizing Service Dept. blanks and full details 
and suggestions for developing a modernizing: business. 
[] Send Sample Color Pad and Literature for new work. 
Г] Send enrollment blanks and details of $3,000 1929 Modernizing Contest. 


— ᷑ о озо ә ө е э э ө ө ө p ө е э © ® Өө э ө ® ө е ө е ө ө ө ө э э э ө е э ө э е ® э е ө э о э ө е э ө э э э е э 


ů——U]— / c ˖ 0 RF— R 1 өе оэ о эө ө е ө ө е ео э ө е ө ө ө ө ө е ө е ө э эъ ® э ө © © э ө э е ® э ө ® э э ъ ® ө ө ө ө 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


Building Developer 
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Would you like К 


edited pages BUILDING DEVELOPER 
yearly takes its readers on an “extended 
tour" of the country. 

Important developments everywhere are de- 
scribed thoroughly—from the financing to the 
sale of the homes. 

All steps, Engineering, Landscaping, selecting 
Materials and Plans, Building, Advertising 
Methods and Sales Methods are taken up in detail. 


Teste its well illustrated and clearly 


Being in close contact with the field the 
Editors are able to present the latest in Construc- 
tion Methods—new ideas developed in various 
sections. 


Experts on all the numerous speculative build- 
ing and development problems are interviewed. 
The reports appear in the publication in readily 
understandable articles. 


Where Can You Find This Information Except] in 


BUILDING DEVELOPER? 


Why Did This Crowd Come? 


of a developer’s Model Home. 


How They Draw the Crowds Is Told 
in Every Issue of Building Developer 


FOR ADVERTISERS INDEX SEE NEXT TO LAST PAGE 


120 West 42nd St., New York, N. Y. 


[April, M 


Scenes like this are found all over the cour 
bi Pie vs of hundreds and even thousand! 
home hunters assemble to see the opening 


BUILD 
120 W 


Iam d 
DEVEL 
If you 
Name. 


Addres 
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In just one year the Editors of BUILDING DEVELOPER covered important developments 
in all the above cities. 

Enjoy this year’s trip. See the successful projects, learn what put them over —ideas worth 
hundreds of dollars to every Building Contractor interested in Speculative Building whether 
he builds for re-sale one or a thousand homes a year. { 

BUILDING DEVELOPER tells What to Build and How to Sell, so forming a valuable 
supplement to the AMERICAN BUILDER, which tells How to Build. 


Send the Coupon—“Hop On and Ride!” 


BUILDING DEVELOPER 


120 West 42nd Street, New York : я 
Fill out ij you please 


I am doing Speculative Building, so send me BUILDING IN 1928 I BUILT 
ROPER for One Year for $2.—enclosed (3 years for $5. FOR RE-SALE 
pia каз.) IN 1929 I EXPECT TO 
BUILD FOR SALE 
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“Color and Style in Bathroom Fi urnishing and Decoration" 


— 


| 
| 
| 


— аира 


м ee 
m. 2 4 4 
em DAP E Hi Е I 
XVn BF A 4 of 


ͤV—»ZömↄꝛZZ—A—ꝛ—ꝛͤ lc uos oco 


Why does the bathroom exerta deci- 


sive influence in the buying of a home? 
Simply because the buyer has no voice 
in the decoration of the room or the 
selection of the plumbing fixtures. There they are, built- 
in. And there they must stay. You are responsible for 
their design and color and background. Hi they are not 
all that the buyer expects and wants you will very likely 
find it more difficult to close the sale— you may even 
lose it. So it is only good business for you, and every 
builder, to keep well posted on the trend in bathroom 
furnishing and decoration. 

What does the home-buyer look for in bathroom fur- 
nishing and decoration, in this day of color and improved 
design? The answer to that question is so important that 
you should write at once for acopy of the new book Color 
and Style in Bathroom F urnishing and Decoration.” 

This book is the first authoritative statement of the 
new and advanced ideas in bathroom architecture, equip- 
ment and decoration. It illustrates the latest plumbing 
fixture designs in the newest and most beautiful colors— 


PLUMBING FIXTURES 


“Standard” 


Ming Green, St. Porchaire Brown, 
Roy al Copenhagen Blue, Rose du 
Barry, Meissen White, Tonian Black, 
Clair de Lune Blue, Ivoire de Medici, 
T’ang Red, and Orchid of Vincennes. Complete plumb- 


ing installations in these new colors are pictured in bath- 
rooms that are advanced in design, in decoration, and 


in color harmony. 


Words are not used to describe colors in this book. In 


every case the actual colors for the plumbing fixtures, the 
walls, ceiling, floor covering, floor, furniture and draperies 
are shown. Two complete color schemes are illustrated for 
each bathroom design. These color schemes were origi- 
nated by eminent artists and interior decorators, recognized 
authorities in the use of color. Consequently the book 
will be an invaluable guide to you in the use of color in 
the bathroom — whether you build $8,500 or $85,000 
homes to sell. A copy of "Color and Style in Bathroom 
Furnishing and Decoration vill be mailed to youon request, 
and because the edition is limited it is suggested that you 
write at once, using your business letterhead. 


Standard Sanitary Mfg. Со. Pir Ts BURCH 


MEDICINE CABINETS 


Dor Every Style Dathroo 


—Á— —MMM——— 


The “Venetian,” Panitie 
Venetian" and “Georgian” 
Models, illustrated above, are 
especially recommended to 
those who wish to add a touch 
of unusual distinction to the 
bathroom. They have all. 
mirror doors, artistically 
etched,which completely con- 
ceal the cabinet. Many exclu- 
sive features of construction. 


Morton Medicine Cabi- 
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„Out of the carton into the wall.“ Ine 
stalled in a few minutes. No upkeep. 
Made to last as long as the building. 


Tu Morton Line of Steel Bathroom Cabinets is complete! Regardless 
of the type of bathroom, be it in a modest residence or a preten- 
tious mansion, a hotel, apartment or club, there is a Morton Cabinet to 
satisfy every requirement. 

There are 11 models from which the architect, builder, realtor and 
owner may choose the exact cabinet to fit any decorative scheme. 
Made to recess or hang on wall. Ideal for new or old bathrooms. All 
cabinets made of steel, electrically welded, finished in white enamel per- 
manently baked on. Special color finishes at nominal extra charge. Send 
for 24-page illustrated catalog, which includes installation detai 


ORTON ((\V))ANUFACTURING (COMPANY 


5190 WEST LAKE STREET-CHICAGO,ILL, U.S.A. 


nets are nationally ad- MORTON MANUFACTURING CO., 5190 West Lake St., Chicago, Ill. 


vertised im 
Saturday Evening Post 
Literary Digest 
American Magazine 
Good Housekeeping 
House and Garden TRACE MARA 


Architect... 


ire e obligation, please send me a catalog of the MORTON Line of Steel Bathroom 
inets. 


— — 
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Please check business or profession: J 
Builder Contractor .. Realtor... Home Builder 
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This is the Saw You’ve Waited for 


In 2 Sizes: No. 3 and No. 5 
Tilting Table 

Straight-Line Cut-Off 
Cut-Under Frame 
Radiator-Cooled Engine 
Engine Under Table 
Efficient Saw-Guards 

Hand or Foot Operation 
Easily Adjustable Gauges 
Adjustable Arbor Shaft 
Self-Oiling Arbor Bearings 


It makes Hand Labor Expensive 
on Practically any Cutting 


Either of the two new Rex Portable Saws make cut- 
ting so easy, fast, and cheap that hand labor is out. 


For these Rex Saws handle cuts ordinary rigs 
can’t manage: dadoing, mitering, and double- 
mitering. And the exclusive Straight-Line Cut- 
Off cuts larger pieces of lumber, ranging up to 
5" x 10", 4" x 12”, and 2” x 14" —and handles 


all cuts far faster. 


Check these and other important details with 
the Rex Saw Catalog—if you are interested in 
getting faster, cheaper lumber cutting than 
ordinary rigs or hand labor can give you. 

Coupon brings the book. 


| Just fill in and send this coupon if you’re inter- | CHAIN BELT COMPANY 
| 


ested in cutting costs on any job— 721 Park Street, Milwaukee, Wisc. 


The Rex Saw is made in 
two sizes — No. 3 and 
No. 5 — the former for 
lighter work such as 
home building — the 
latter for heavy work 
wherelargecuts are com- 
mon—both Saws with 
either gas or electric 
power. No. 3 is only 
28" wide for easy 


passage through any 
standard door. 


je Address | 


ies K INO | 


(Reg. U. S. Pat. Office) 
| Send to Chain Belt Company 
|" 721 Park Street, Milwaukee, Wisconsin 
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$n BOSTON 


The Motor Mart Garage con. 
tains 30 


35. 
tect, 

H. . Builder, 
Chase and Gilbert. 


HE following letter to the байуу Sales Corporation tells 
what the use of Solvay Calcium Chloride accomplished for 


the contractors on this job. 


We take this opportune moment to let you know the very satisfactory 
results obtained in connection with the stone work for the Motor Mart 
Garage. Boston, by using Calcium Chloride in our mix. 


This building includes approximately thirty thousand cubic feet of 
stone. We started this job in July and it was completed in November. 
The entire job was completed by the general contractor approximately 
two months ahead of schedule and our ability to give them the stone 
as quickly as we did assisted them in doing this. 


Yours very truly, 
CAMBRIDGE CEMENT STONE COMPANY 
(Signed) E. A. Bosso 


Write today for information regarding сн use of Solvay Calcium 
Chloride in Concrete Construction. Ask for booklet 1753 


SOLVAY SALES CORPORATION 


Alkalies and Chemical Products Manufactured by 
The Solvay Process Company 


40 Rector Street, New York 


SOLVAY 


Calcium Chloride 


Flake 77%—80% 


Manufactured under United States Patents No. 1,527,121 and No. 1,592,971 


THE IDEAL CONCRETE CURING AGENT AND ACCELERATOR 
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Good Information— Easily Found 


standing and unique features of the AMERICAN 
BuiLpER's Annual Issues. 

It is of great value to the buyers of the industry 
because it gathers together into one list all of the 
important names and addresses. It classifies all of the 
products of the AMERICAN BUILDER advertisers, group- 
ing each item under its proper heading. Then the 
headings are cross-indexed so that you can easily 
find the group you are interested in. 

Printing this directory on the distinctive green paper 
makes it easy to locate. 

This April Directory is 
the only classified directory 
of the year in the AMERI- 
CAN BUILDER. When we 
do a job we believe in doing 
it well and thoroughly. A 
complete directory, includ- 
ing all information and 
worked out with cross ref- 
erences is more useful, it 
seems to us, presented once 
a year than to try to give 
a small partial directory 
monthly. 


Ts Green Paper Directory is one of the out- 


A directory, to be valu- 
able, should be as complete 
as possible. Our April 
Green Paper Classified Di- 
rectory and Buyers’ Guide 
covers every product made 
and sold by the firms advertising in this issue. 

And besides the Directory Section there is also the 
INDEX OF TRADE NAMES. These trade names 
are arranged alphabetically, each being followed by the 
name and address of the manufacturer. 

Often specifications call for items by trade name 
without giving the manufacturer's name also. Some 
of these trade names are not so well known and con- 


Our Front Cover 


OLLOWING the style of our Annual 
Reference Numbers for five years 
past, Our Front Cover this year is in 
four colors and gold, and presents an alle- 
gorical or imaginative scene—the Fairy 
Godmother of Construction opening this 
Directory and Reference Issue to the pro- 


fessional men and leaders of the Build- 
ing Industry, for their study and use. 
Each trade and profession is represented 
in the throng of elves shown in the paint- 
ing as crowding forward to heed her call 
and examine the book. - 

In these pages we have endeavored to 
gather information useful to all, and we 

. offer it now for your approval. 


tractors are at a loss to know just where to get the 
necessary information. Reference to our Index of 
Trade Names in this April issue will usually put you 
on the right track. 


These unusual directory features, together with the 
large amount of valuable editorial matter and popular 
building designs presented in this issue, will cause this 
book to be kept close at hand—on the desk, drafting 
board, or in the sales room—where it can be easily 
referred to and used all through the year. 

The advertising announcements in this issue are of 
particular interest. New 
ideas, new models, and new 
services are being brought 
out all the time by the pro- 
gressive manufacturers 
serving the Building Indus- 
try. Many of these new 
things are being announced 
for the first time in this 
April Reference Number. 
New uses and new values 
for old-time standard ma- 
terials are also made plain 
in the advertising. 

The wise builder keeps 
in touch with all of these 
developments. Write to our 
advertisers and look into 
these matters. You will 
find them eager to serve 
you. 

A few extra copies of this big Reference and 
Directory Number are available if any of your friends 
would like to subscribe. For a limited period we 
will be able to start new subscriptions with this April 
issue. The friendly assistance of our present sub- 
scribers in calling this issue to the attention of their 
friends will be appreciated. 


EDITOR, AMERICAN BUILDER. 
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BERNARD L. JOHNSON, Editor 
105 West Adams St., Chicago—30 Church St., New York City 


February Construction Totals 


1 construction contracts awarded in the 37 
states east of the Rocky Mountains show a decline 
from January and from the preceding February, according 
to F. W. Dodge Corporation. Last month's total, $361,- 
273,900 in amount, was 12 per cent less than the January, 
1929, record and it was 22 per cent below the total for 
February of last year. The decreases mentioned above 
may be partly attributed to the fact that last month had 
four business days less than the preceding month and one 
business day less than the corresponding month of a 
year ago. 

Two districts made new high totals for the month of 
February, the new records being reached by New England 
and Texas. Two other districts, the Middle Atlantic States 
and the Pittsburgh District, reached totals which were next 
to the highest ever recorded for February. 

The February building and engineering total included 
the following items of importance: $129,486,400, or 36 per cent 
of all construction, for residential buildings; $68,265,500, or 
19 per cent, for commercial buildings; $57,593,000, or 16 per 
per cent, for public works and utilities; and $56,092,100, or 
16 per cent, for industrial projects. 

Last month’s contract total brought the amount of new 
construction started in the 37 Eastern States since the first 
of this year up to $771,241,800, as compared with $892,500,- 
000 for new construction started during the first two 
months of last year, the decrease being 14 per cent. 

New contemplated projects reported during February 
reached a total of $772,621,600. This figure was six per 
cent less than the amount reported during January of this 
year and it was 18 per cent below the amount reported 
during February of last year. 

i 


To Vouch for Ladder Safety 


HE Ladder Manufacturers’ Association of America has 

indicated its obligation to the purchasers of the products 
made by its members by formulating a code for the con- 
struction of safe ladders. It is reported that many months 
of actual investigation and testing preceded the final adop- 
tion of this code, which sets out in unmistakable terms 
the materials, dimensions and construction details of ladders 
which may be considered safe from the construction stand- 
point. 

Individual ladder manufacturers are being licensed to 
use the "Safe Ladder" label for the purpose of indicating 
ladders which conform to this safety code. The label con- 
tains a picture of a ladder being tested under a heavy 
weight on which is lettered the words, "A Safe Ladder." 
This illustration is the trademark by which safe ladders 
may be known. In conjunction with it appear the words, 
"Manufactured under inspection of and approved by the 
Ladder Manufacturers’ Association of America.” 

Each manufacturer licensed places on his own safe lad- 


ders a label license number which makes it possible for 
inspectors of the association to select ladders directly out 
of stock and submit them to association tests. Any manu- 
facturer who may be found placing the safe ladder label 
on ladders which do not conform to association standards 
will have his license revoked. 


+ 
Building Surveys Being Made 


HE National Association of Real Estate Boards regards 

city surveys by local boards as an invaluable aid in 
preventing an overbuilt market and showing the local 
building needs. The association regards the survey as the 
only method yet devised to provide a true inventory of 
the market. Carrying out the survey plan the associa- 
tion has fostered, the Cincinnati, Ohio, board has recently 
undertaken such a survey. It is the third member board 
of the association to undertake such a survey since the 
first of the year. 

The Dallas, Texas, board has just completed its fourth 
semi-annual survey. This survey was made by 71 realtors 
and covered wholesale and retail districts, single homes of 
all values and apartments and duplexes. The Des Moines, 
Iowa, board has completed its 1929 survey and tabulated 
the results so that the situation in the city for this year 
may be accurately compared with 1927 and 1928 when simi- 
lar surveys were made. 
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Codes Cover Welded Construction 


1 municipalities in the Pacific Coast 
and Southern states have building codes covering the 
electric welding of buildings. These cities are now operating 
under the regulations laid down by the Unifotm Building 
Code by which it is now legal for the commissioner of 
buildings in each place to grant, in the same manner as for 
riveted frames, permits for the erection of electrically welded 
steel building frames also. The section authorizing the 
use of welding sets forth the essential elements needed by 
engineers and architects in working out the designs for 
welded joints in steel beams and columns used in building 
construction. 

The Pacific Coast Building Conference is an organization 
whose members are the building inspectors and commission- 
ers of buildings, banded together to secure the adoption of 
a uniform building code. As a result, engineers and archi- 
tects who design buildings, and contractors who build them, 
may have but one type of code to conform to instead of 
a different code in each place. 

In addition to the 38 cities mentioned, there are many 
cities in which the code is either now being adopted or 
the ordinances of adoption are being prepared. In the 
eastern section of the country various organizations have 
been at work for some time on a building code incorporating 
a section covering welding. 
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for durable concrete, you 
сап secure in 3 days strong- 
er concrete than is commonly 
obtained in 28 days. 

High-Early-Strength 
Universal concrete, as shown 
in the graph, not only has & 
high 3-day strength but also 
is permanently stronger, 
denser and more durable than 
ordinary concrete. 
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early-strength 
concrete with 
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can now be used to measure tomorrow. Many of what 

we thought were proved principles no longer command 
respect. Dozens of rules that appeared to be infallible 
have been cast into the discard. The trend of security 
prices has been so violently upward that the careful investor 
is finding it difficult to maintain a proper perspective. 
Among the speculative fraternity the conclusion has grown 
that it is a waste of energy to give consideration to intrinsic 
values or to try and establish a relationship between stock 
prices and earnings. 

Humanity is steadily climbing upward, but life as a whole 
remains a jumble of wisdom and folly. Truth and justice 
continue to march along the same road with superstition 
and prejudice. Recently the Japanese spent $2,000,000 in 
burying their Emperor to the accompaniment of sacred 
oxen and all the absurd rites of ancient dynasties. At the 
same time they were putting into operation a new subway 
with coin-in-the-slot turnstiles and, on the walls, advertising 
placards done in the latest New York manner. 

Education in America has reached a comparatively high 
level, and yet a lot of people go in for the interpretation of 
dreams. Many place faith in pocket pieces and dozens of 
aviators wear a talisman. We cling to age-old beliefs about 
black cats, broken mirrors, pearls, opals, ladders and a 
rabbit’s foot. The superstition about 
the ground hog’s shadow still persists 
and the traveler at the Pullman win- 
dow finds that the last seat to be sold 
is number 13. 

The average mind still desires to 
reach quick conclusions—to accept 
lazily broad general solutions of prob- 
lems, rather than go to the mental 
labor of working out more logical 
answers. Knowing the earth as we do, 
we laugh at the writings of Pliny and 
the other eminent scientists of old 
who told of races of people having 
but one foot each, and mouthless 
tribes who lived entirely on the scent 
of flowers and fruit. 

But who can say that the absurd 
stories of sea horses and fire-breathing 
dragons which people believed 20 cen- 
turies ago will be regarded in the future 
as more ridiculous than our present 
conception of gravity, the fourth 
dimension, the vortex theory of mat- 
ter, and the forces of interstellar space. 


I: seems that very few of the yardsticks of yesterday 


EVERYBODY S 


Watch Your Step! 


By Floyd W. Parsons 


It is only our egotism that causes us to believe that Divine 
wisdom has suddenly descended upon our generation, 

We feel contempt for the stupidity of yesterday and yet 
go on being victimized in wholesale fashion by the same 
old fakes dressed up in different clothes. The old-time 
crook worked single-handed and his winnings were limited. 
The modern cheat surrounds himself with the smartest of 
lawyers who are paid handsomely to keep him out of jail. 
So-called "sucker" lists with 15,000,000 names are now 
available to the faker who has a plan to fleece trusting 
individuals seeking to get rich quick. Hundreds of "tipster 
sheets" are still being used to market great quantities of 
worthless securities. Like most everything else stock swin- 
dling is being conducted at present on a mass-production 
basis. 

While business morals are on a higher plane than 
ever before, the pitfalls as well as the opportunities for 
the venturesome dollar have increased tremendously. The 
benefits to humanity from recent advances in true science 
are beyond calculation, but these gains have been counter- 
balanced to a considerable extent by endless quackeries in 
the field of pseudo-science. Shrewd and avaricious people 
have been quick to take advantage of the public's ignorance 
of technology. 
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and practice offers a new opportunity for the faker to 
capitalize human gullibility. Fraudulent enterprises by the 
hundred have been built up on the misapplication of well 
known scientific theories. We are surrounded by methods 
and devices that put iron into our blood, cure numberless ills 
by means of ultra-violet irradiations, insure our business 
success by utilizing a variety of vibrations to render us 
“harmonious with unseen omnipotence,” and that recharge 
us with power through the application of an electric warm- 
ing pad which we buy at ten times its actual cost. A 
multitude of fantastic cults solicit our attention and a great 
army of amateur psychologists blare forth a scientific 
phraseology that sounds impressive but is mostly bunk. 

Electrons and protons, being no more than convenient 
assumptions even to the scientist, become useful tools 
in the hands of the swindlers. They prattle about "solar 
biology,” “cosmic symbolism,” “esoteric psychology,” 
“spiritual alchemy” and “atomic relationships.” For a fixed 
fee we are offered an interpretation of secret messages 
from occult powers. Gland extracts are advertised to multi- 
ply our sex appeal and enable us to withstand the ravages 
of age. Mysterious applications of color and sound are 
guaranteed to restore the vigor of youth, and to be irresisti- 
ble in love, it is only necessary to adjust respiration to a 
meter that entails slow and rhythmic breathing. 

How nonsensical! And yet the public falls for it. So it 
has been and will be as long as pseudo-science is permitted 
to graft itself upon the tree of knowledge. Honest adver- 
tising has greatly increased its defensive, but the crook 
has also increased his offensive and now employs methods 
that are far more subtle than those — * 
of the past. Current propaganda is * à * * 
so cleverly constructed that even the E. dg cw 
worldly-wise find it difficult to identify = E 
the plots that are filled with deceit 3 
and intended to entrap. 


Even in the field of big business, it 
is hard to distinguish between the 
good and the bad. Contacts with the 
public are so skillfully directed by ex- 
perts that very little is left to chance. 
Modern management does not guess at 
the state of public opinion—it demands 
to know the precise nature of favor- 
able impressions and ungrounded 
prejudices. It bases corporation pol- 
icies on programs that create the 
day’s news as well as the circum- 
stances, and these programs are 
shaped to fit periods of years, not 
merely to produce a sensational bang 
that startles the world today and is 
forgotten tomorrow. 


Propaganda touches our senses 
each minute of every waking hour. 
The immediate outcome of any slack- 
ening of trade is a flood of words to 
make us conscious of heretofore un- 
appreciated opportunities and bene- 
fits. We learn of new economic and 
dietetic values by the hundred, dis- 
cover that skirts should be longer, 
the atmosphere cleaner, distracting 
noises eliminated, and that destruc- 
tive fires might be prevented. In this 
Way our every-day problems are illu- 
minated and as a result we improve 
public health and reduce waste. Inci- 
dentally, there is an increase in the 
sale of foods, textiles, smokeless fuel 
and electric welding machines. Life 
and property are conserved and great 
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Giant Pineapple 


que largest pineapple in the world 
greets the Hawaiian visitor's eye as 
his boat approaches the dock at Hono- 
It is mounted atop of the Hawai- 
Company's 
office and warehouse building and is a 
100,000 gallon water tank especially 
to advertise 
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insurance companies multiply their earnings. 

Progress and self-interest cannot be separated. Educa- 
tional forces cannot be restricted to the use of the purely 
philanthropic. But we can learn the value of caution 
and discrimination in accepting statements of opinion. The 
editor can reject material that is ethically doubtful that has 
no mark of responsible origin, and that does not stand out 
in the news of the day. The radio listener can tune out 
and the motion-picture patron can effectively express dislike 
for insidious propaganda. 

So it is true that the remedy for dishonesty in education 
is more education. Even the Governments of the world 
have discovered this fact. What they learned about pub- 
licity during the World War is now being applied to state- 
craft with all the force and ingenuity that clever minds can 
muster. Uncle Sam is now establishing his own official 
press agents at the great capitals to help combat the effects 
of mistaken notions on the part of peoples overseas. De- 
sirable federal undertakings will be simple when adequate 
machinery is available to keep the public properly informed. 

We are now riding the crest of a great tidal wave of 
self-improvement. But it is still a long way to the end 
of our present adventure with rascals who trade in deceit. 
Even the conclusions and recommendations of well-meaning 
enthusiasts today may bring an aftermath of distress if 
one does not practice caution and restraint. The stories 
of huge fortunes made quickly in the stock market have 
caused a great many people to decide that speculation is 
a more profitable vocation than legitimate business. 

In the end it will be disclosed that the best policy is 
one that demands reasonable interest 
and utmost safety for the greater 
part of one’s funds. Time will show 
that values do have a direct relation 
to price movements; that often the 
most expensive money a person can 
make is by winning on a chance shot 
in the stock market; that a bond 
is a corporation debt and a stock is 
not; that responsible bankers knew 
what they were about when they set 
out to guide credit into business 
rather than speculative channels; and 
that the law of action and reaction is 
still operative. 


In the last eight weeks we have 
witnessed the organization of addi- 
tional investment trusts having a cap- 
italization of more than half a billion 
dollars. All the investment trusts 
in the United States 18 months ago 
did not have a total capitalization 
that great. Only 29 investment trust 
companies were organized in the 
United States prior to 1925, while 
the number now in existence is esti- 
mated to be more than 200. 

Like many other new things the 
worth of the investment trust idea 
must be proved. 

The present is no time to take 
things for granted. Developments 
are coming so fast that the slightest 
relaxation of vigilance is likely to turn 
success to failure. Current accom- 
plishments are so highly favorable 
that we may well regard the future 
with hope and optimism. But let us 
not forget that we are using new ma- 
chinery and handling strange forces 
that may suddenly cut up in a most 
unexpected manner. Business must 
watch its step. 
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tition is not always the best home to build. It 
depends a good deal on who did the judging—and 


who sponsored the competition. 
* However, when the Detroit Free Press“ invited home 


Т HE home design that wins the architectural compe- 


DINING оси 
wea w-e 


(April, 192 


designers to compete for six five hundred dollar prizes they 
undertook to create a group of better home plans that 
would be popular and practical as well as artistic. The 
cost was to range from $9,000.00 to $16,000.00; and no 
limitation was placed on the materials to be employed. 
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irst-Prize S bmitted by David D. Demmy, Harrisburg, Pa., Shows a 
sr s Tudor Design to Be Built of Cinder Concrete. 


One hundred eighty-eight architects 
and draftsmen from eleven states re 
sponded to the invitation and submitted 
drawings. The six which the jury 
placed first are presented herewith. 

What do you think of them for use 
in the territory where you operate? 
Would they be popular sellers?—a good 
investment for the merchant-builder, 
building for sale? Or do they con- 
tain valuable suggestions and fes 
tures you can incorporate into home 
you specially plan and build on 
contract? 

A decided trend toward the design- 
ing of homes for exterior wall con- 
struction with combinations of mate 
rials—with a majority of designs call- 
ing for masonry construction—was eri- 
denced by these 188 designs. Brick 
and stucco used architecturally in com- 
bination seemed to have preference 
among the designers. Exterior treat- 
ment also showed a decided inclina 
tion toward English rural and French 
influence, with comparatively few Eng- 
lish Colonial or Dutch Colonial ot 
Spanish mission, which a year or two 
ago were so popular. 


For the builder who is constructing 
homes for sale, results of this current 
competition as to present popularity 
of design and style may supply уай 
able information. Architects and drafts 
men submitting designs in the Detroit 
“Free Press” competition—most all 
of them young men who have small 
house designs on their drafting boards 
as commissions from individual or spe 
ulative home builder clients—are likely 
to have their fingers on the pulse @ 
current demand as to choice of mate 
rials and architecture. 


As a sequel to this competition tbt 
first six prize winning designs hav 
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How Would th ey 
Rate with YOU’? 


Too Large? Study Them; They M. ay Be Just Right 


been constructed by Detroit builders for demonstration to 
the public in Detroit as model homes, under the auspices 
The of the “Free Press," with the co-operation of the Home 
Owners' Institute. 


1 9 The jury consisted of three Detroit architects: John W. 
nitects Case, Marcus M. Burrowes, and Wil- 
es re liam B. Stratton. 
mitted Four of the first prize winners were 
jury Detroit men: Amedeo Leone, Milton 
th. E. Proutt, Kurt Steinbach, and Russell 
or ute E. Yates. Alfred Kastner and John 
erate? Donald Tuttle, of New York City, and 
a good David D. Demmy, of Harrisburg, Pa., 
wilder, were the two other prize winners. Six 
con honorary mentions were awarded the 
| fer following designers: Livingstone H. 
homes Elder, LeRoy E. Kiefer, J. W. Lein- 
d о weber, and Amedeo Leone, of Detroit; 
' C. E. Shaw, of New York City, and 
lesign- Walter J. Thies, of Dayton, Ohio. 
| con Mr. Leone, who won both a first 
mate- prize and an honorary mention, a year 
s call- ago won first prize in the architectural 
as evi- competition for small houses conducted 
Brick by the Common Brick Manufacturers’ 
1 com- Association, and in 1927 won second 
erence prize in a similar competition con- 
treat- ducted by the Chicago “Tribune.” 
nclina- Among the twelve designs singled 
French out by the Jury of Award one was of 
y Eng frame. The eleven others were de- 
ial or signed for combinations of materials, 
or two with brick and stucco specified in all 


but two of these. Two called for frame 
-ucting siding above the first floor walls. One 


штей of the first prize designs was a two- 

ularity family type, drawn by Messrs. Kastner 

„ value & Tuttle, of New York City. The 

drafts others were all six room designs, with 

Detroit garages, and the majority called for a 

st al lavatory on the ground floor in addi- 

— tion to the bathroom on the second 

b oardi floor. 

г spec 

lk B 2 | | 
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One of the rules of the competition was that the designs 
should be within a construction cost range of between 
$9,000.00 and $16,000.00. The Free Press” has made the 
plans of the prize winning architects available to public 
at low cost. 
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Submitted by Kurt Steinbach, Detroit, Shows a Colonial 
Second Story, Bracketed Out to Protect Entrance. 
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lines to be constructed of cinder blocks (or Indiana limestone veneer) and slate roof. Six rooms and bath and 
attached garage are provided. The cubic capacity of this house figures 21,342 cubic feet. The designer reco 
that the interior walls should be plastered sand finish in the living room and dining room, and putty coat on the rest dl 
the house. Oak floors to be used throughout, except for lavatory and bath, which would be tiled, and the kitchen, wich 
would be linoleum cemented down,to felt over softwood flooring. 


A FIRST-PRIZE design submitted by Milton E. Proutt, West Lafayette Blvd., Detroit, illustrates a home of massive 


Detroit Model Homes 


FIRST-PRIZE design submitted by Russell E. Yates, Marquette Building, Detroit, illustrates a home of 
design to be constructed of common brick with roof of slate, clay tile, cement tile, or asbestos shingles in 
` cotta red color. An exceptional amount of glass is used in cio dan nga Боша of great cheerfulness. 
аге six mair, rooms besides a sun room, breakfast room and reception on th t floor, dressing room an 
in the second floor. The cubic capacity of this house figures 24,059 cubic feet. The color scheme suggested by the 
tect for the exterior is to stain the brick light and the window trim, including shutters, painted green. The rough 
timbers supporting the porch would be oak stained gray. 
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FIRST-PRIZE design submitted by Amedeo Leone, Marquette Building, Detroit, has a decided French atmos 

phere. For this bit of New Orleans or the North of France, the materials suggested by the architect are wi 

washed brick for the exterior, wrought iron work painted green, and roof of brown shingles. Six rooms, bath, 
lavatory, breakfast alcove, reception hall and stone flagged private porch are provided in this interesting design. Cubic 
— en aane cubic feet. The interior woodwork should be painted; the entire fireplace end of the living room 
pane in w 


Detroit Model Homes 
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RIRST-PRIZE duplex residence—submitted by Alfred Kastner and John Donald Tuttle, East 46th 
— > 2 c ty, presents a delightful solution of the two-family home for the high-grade residential 
gives two beautiful apartments upstairs and down, each con 
really Mors H. since the big alcove in the living room accommodates the dining table. 
closets are included for each of the apartments. Such a building placed on a fifty foot lot and with proper attention 
to ping would make a beautiful home, a credit to any neighborhood and an investment that would be self-supporting. 


E are in an age of style— and style, or 

y the lack of it, today spells success or fail- 

ure in many lines of business which for- 
merly were considered outside of or above 
such vagaries. 

The wide-awake builder is studying style, for 
he knows that it is the home or business building 
of style that sells. Smartness and distinction are 
not easy to secure; yet buildings of good design 
really cost little more than those of commonplace 
or awkward proportions. 

In selecting the designs for our “Exhibit ọf Good 
Buildings” for this April Reference Number, our 
Architectural Editor has had in mind a wide range 
of requirements. There are included here a mod- 
ern city apartment building divided into units of 
small size but large efficiency. There is a retail 
shop or store building and a page of ornamental 
garden structures, besides the collection of six 
homes of style. These six include three designs 
of fairly large size, one medium size, and two small 
homes. Two of these designs are arranged with 
house and garage attached—a very popular and 
practical arrangement in line with modern living. 
Two of the houses have stucco exterior, one is 
brick and three are with wood exterior, either 
shingled or with wide siding. One design is a com- 
bination brick, stucco, English half-timber, and 
shingles. The designs include the Mediterranean, 
Elizabethan, New England Colonial, Dutch Colo- 
nial and Modern French. 

In all of these designs close attention has been 
paid to present-day requirements in labor-saving 
equipment, and the specialties and appointments 
which mean so much in the home that is truly 
modern. These specialties are listed in connection 
with these designs, and the wide-awake builder 
will naturally want to be thoroughly familiar with 
what the market offers. 


EXHIBIT 


OF GOOD 
BUILDINGS 
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We present these designs here in the editorial 
pages of the AMERICAN BUILDER; but the specifico 
tions for executing and completing these designs 
should be drawn from the advertising pages. Man- 
ufacturers have developed and perfected all of these 
items, and are eager to work with architects and 
builders, furnishing all information as desired 
Write for their catalogs and handbooks and make 
a study of each class of equipment so that you will 
feel perfectly familiar with it and competent to 
advise with your clients and others concerned with 
modern building improvements. 


Free Information Service for Home 
Planners and Home Builders 


The building designs presented in AMERICAN 
BUILDER have many special points of excellence of 
particular interest to those who are planning to 
build. 

We illustrate these designs and show the floor 
arrangements, but our space for description is lim- 
ited, so that we are not able to cover all details. 
We know that there is much additional informa 
tion which our subscribers about.to build would 
like to have. We have all data pertaining to these 
designs on file in our Architectural Department and 
are glad to offer our readers a free service of 
information pertaining to these designs, whether 
questions relate to the estimated cost, method of 
construction, suitable materials to use, special 
equipment or features, or any other information 
whatsoever. 

Limited space in the magazine prevents publish 
ing all of this information, but if you will writt 
the American Builder Home Planning Service, 105 
West Adams Street, Chicago, we will be very glad 
to give you direct by mail any information desired. 
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Automatic Cellar Drainer 
Radiator Covers or Furniture 
Disappearing Attic Stairs 
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Double Garage a Feature of This 


Impressive Home 
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Key to Recommended Specialties of Equip 
ment 


The small numbered circles on the plans represent the followig 
1—Ventilating Fan 8—Telephone Outlet 
2—Kitchen Case 9—Fireplace Throat & Dampe 
3—Range 10—Built-In Mail Box 
4—Incinerator 11—Shower Bath 
5—Refrigerator 12—Linen Cabinet 

6—Broom Closet 13—Moth Proof Closet 
7—Thermostat 14—Medicine Cabinet 


In addition to the above many items of modern equipment mum k 

considered: 

Lighting Fixtures Water Supply System 

Convenience Outlets Radiant Gas Heaters 

Electric Panel Electric Wall Type Heaters 

Washing Machine Casement Windows 

Ironing Machine Dishwashing Sink 
Automatic Cellar Drainer 
Radiator Covers or Furniture 
Disappearing Attic Stairs 
Hot Water Supply 
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Lincoln Park Manor Apartments, Chicago 


Improve a Triangular Site 
OLSEN & URBAIN, Architects 


[o 2 т) 

| e L a * 

| . G. A ра 22 
LE. 


N TYPICAL - FLOOR -PLAN 


— 


AMERICAN BUILDER’S EXHIBIT OF GOOD BUILDINGS 


Ornamental Third Gable at the Front 
Emphasizes This Dutch Colonial 


Key to Recommended Specialties of Equipment 


The small numbered circles on the plans represent the following: 
1—Ironing Board 9—Fireplace Throat & Damper 
2—Kitchen Case 10—Window Seat 
3—Refrigerator 11—Mirror Door 
Н 4—Breakfast Alcove 12—Linen Case 
B-R. К ( 5—Range 13— Disappearing Stair 
136100 6—Thermostat 14—Medicine Case 
{р 7—China Case 15—Tub Shower Bath 
8—Broom Closet 


In addition to the above many items of modern equipment must be considered: 


B. R. А Weatherstrips Convenience Outlets 
17-OxIZ-6 : Storm Sash Electric Panel 

E Screens Washing Machine 
Lighting Fixtures Ironing Machine 
Clothes Dryer 
Coal Chute 
Heating Plant 
Oil Burner 
Incinerator 
Water Supply System 
Hot Water Supply 
Water Softener 
Radiant Gas H.aters 
Electric Wall Type Heaters 
Casement Windows 
Dishwashing Sink 
Automatic Cellar Drainer 
Radiator Covers or Furniture 


Duero RUP AER d. 
— m i 
= RA 
У M 


сз 


+. ^ — X t" 
2 Loa 


Sketch to right—Glimpse of sun 
porch. 


AMERICAN BUILDER’S EXHIBIT OF GOOD BUILDINGS 
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To is the day of the small home artistically designed, conveniently 
arranged and the acme of perfection in modern appointments and 
labor saving equipment. These small houses are modern palaces in 
miniature. They are not cheap by any means, although there is 
nothing about their design or construction that is extravagant. They 
would grace any neighborhood and prove a joy to any small family. 


Study the floor plan diagrams and see how carefully planned these 
little homes are. The Dutch Colonial above contains six rooms, bath 
and breakfast nook, the New England Colonial home below, five 
rooms and bath and attached garage. 


AMERICAN BUILDER’S EXHIBIT OF GOOD BUILDINGS 


Impressive Design With High Living Room, 
Sheltered Garden and Attached Garage 
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Key to Recommended Specialties of Equipment pa 

ouse 

The small numbered circles on the plans represent the following: Th 

1—Ironing Board 6—Book Shelves 11—Medicine Cabinet helpfi 
2— Kitchen Case 7—Built-in Mail Box 12- Mirror Door 

3— Range 8—Fireplace Throat & Damper 13—Linen Closet е Th 

4— Refrigerator 9—Overhead Garage Doors 14— Incinerator in Ne 

$— Thermostat 10—Shower Bath Engli: 


In addition to the above many items of modern equip 
ment must be considered: 


Weatherstrips Incinerator 

1 Storm Sash Water Supply System 
т Screens Hot Water Supply 
» Lighting Fixtures Water Softener 
lh Convenience Outlets Electric Wall Type Heat 
| # Electric Panel Radiant Gas Heaters 
Е Washing Machine Casement Windows 

F Ironing Machine Dishwashing Sink 

1 Clothes Dryer Automatic Cellar Drainet 
pu. Coal Chute Radiator Covers or Fum 
| Heating Plant ture 


Oil Burner Disappearing Attic Stain 
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AMERICAN BUILDER’S EXHIBIT OF GOOD BUILDINGS 


A Retail Shop That Is “Different” 


A Spanish Atmosphere Pervades This Los Angeles Gift Shop 
MARSHALL WILKENSON, Architect 


RUM thriving community today has its gift shop, sometimes 


known as Ye Olde Antique Shoppe. Quaintness of line has >, AMT, 
marked these salesrooms and their charm has influenced all ‘retail f SS See ч 
establishments until today we find book stores, haberdashery shops, 77 M ж: 
women's ready-to-wear and many other lines of retail business M d x v Ste 
housed behind divided light show windows. ; 967% 


There is an air of exclusiveness and quality that is distinctly 
i helpful to these lines of merchandising. 


/ 
4 Ve 


/ 


The southern Pacific Coast naturally favors the Spanish, while 
in New England we find the same ideas carried out in the early 
English, Dutch or Colonial style. 


In equip 
e Heaten 
Drainet 
or Fumi ‚г? 
Stain FLOOR-PLAN 


This salesroom is 34. by 48 feet 
with natural lighting front and 
rear. 


Ornamental Garden Shructures 


Trellises, rose ar- 
bors, arched gateways 
and ornamental fenc 
ing extend the de’ 
lights of the home out 
into the garden. 


The Merchant-builder has utilized only half his sales ammunition if 
he fails to develop and make attractive the grounds surrounding the 
new house. 


The beautiful pergola to the 
right is on the estate of Mrs. 
Herman Oelrichs, Newport, R. 
І The columns are of pressed 


metal. 
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с | Me ALLFEATURE “Home 


COMPLETE WORKING PLANS ofthe MONTHS 


Modern Equipment is the Distinctive Feature Which 
Makes the Modern Home Readily Salable 


tive to the prospective purchasers and satisfac- 

tory to them after they have become the owners is 
the most profitable product of the builder. Such a house 
overcomes sales resistance and builds up goodwill which has 
a definite cash value. In offering the All-Feature Home 
to the readers of AMERICAN BUILDER who are actually 
engaged in building houses, we are offering a house which 
meets these requirements in every respect. 

One glance at the photograph reproduced on this page 
is sufficient to convince one of the attractive appearance this 
house presents. Reference to the plans, reproduced to scale 
on the four pages following, shows that modern equipment 
has been the keynote in this design. Many oí the specialties 
which distinguish the up-to-date home are clearly indicated 
on these plans. These include: 

Complete electric wiring, fixtures and convenience outlets, 
an extra lavatory on the first floor, built-in kitchen cabinets, 
modern sink, cooking range and refrigerator in the kitchen, 
a linen cabinet in the bathroom, built-in laundry tubs, clothes 


\ HOUSE designed and equipped to make it attrac- 


This Attractive All-Feature Home if Built from Plans as Shown on the Next Four Pages Will Provide for All Those 
Specialties Which Are Today Considered an Essential Part of Any Really Desirable Home. 


washer, mangle, clothes drier, modern heating plant, and 
water softener in the basement, an attached garage with 
modern garage door hardware. 

With this list as a guide, together with a reference to the 
advertising pages in this issue, the builder will be able to 
produce, from these plans, a house which he can easily sell 

a good profit and which will, because of the satisfaction 
it gives to the owner, bring him additional customers for 
his future homes. 

The builder should also consider: weatherstrips, storm 
sash, screens, casement windows, radiator covers and con- 
cealed radiators, disappearing attic stairs, thermostat heat 
control, built-in telephone cabinets and telephone outlets, 
built-in mail box, fireplace throat and damper, a dishwashing 
sink, kitchen ventilating fan, mothproof closets, space 
saving closet equipment, tub shower bath and. shower 
enclosures, modern bathroom fixtures, medicine cabinets, 
radiant heaters both gas and electric, water supply systems, 
oil burners, gas and electric water heaters, automatic cellar 
drains, incinerators, electric panels and coal chutes. 
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Many of the Features of Modern Equipment Used in the All-Feature Home Are Indicated on These Floor Plans Whilei In th 
More Complete List Is Given on the Preceding Page. 


The All-Feature Home 
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nile a ME In the Basement of the Modern Home Will Be Found Some of the Most Important Items of Equipment, While Other 
Specialties Enter Into the General Construction as Indicated in the Wall Section. 
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The Elements of Good Design, Which Produce a House of Attractive Appearance, Are Evident in These Elevatiot 
Views of the All-Feature Home. & 
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„tion Salability, the First Eesential Feature of Any House, from the Builder’s Point of View, Is a Characteristic of the 
à All-Feature Home. 
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For Better Concrete Use 


The Water— 


According to this Specification Prepared 


roughly as follows: 

“The strength of concrete is inversely proportional 
to the amount of water per sack of cement used for mixing, 
provided that the mix is a plastic, workable one, and that 
the aggregates are clean and hard." 

From this it follows that the strength of concrete is con- 
trolled by fixing the amount of water used in mixing, and 
not by proportioning the cement, sand and stone. In order 
to apply this law, specifications which give the propor- 
tions of cement and aggregates, but ignore the ratio of 
water to cement, must be superseded by modern ones in 
which the number of gallons of water to be used with 
each sack of cement are definitely stated. 

The following specification for concrete shows how the 
water-cement ratio strength law can be embodied in a 
group of directions to the contractor: 


Water Cement Ratio 


Concrete fot structural members shall be proportioned 
to give the necessary workability without exceeding the 
following quantities of mixing water for the strength indi- 
cated. 


T water-cement ratio strength law may be stated 


Strength of Concrete U. S. Gallons 
of — lb. per Square Water per 
Inch Shown Sack (94 lbs.) 
on the Plans. of Cement 
3,000 6 
2,500 634 
2,000 7% 
1,500 8% 


These water-cement ratios are the maximum permissible. 
The mixes shall be proportioned for somewhat lower ratios 
so that with the normal fluctuations from batch-to-batch 
these ratios will not be exceeded. Moisture held by the 
aggregate must be included in computing the water-cement 
ratios. Water absorbed by the aggregate in a period of 
30 minutes may be deducted in computing the water- 
cement ratio. 

The water-cement ratio specified shall not be changed 
except by the engineer. In the event that the engineer 
finds it necessary to change the water-cement ratios from 
those specified, adjustment covering amount of cement 
and aggregates affected will be made as an extra or a 
credit under the provisions of the contract. 


Measuring Moisture in the Aggregate 


Moisture in the aggregate shall be measured by a method 
satisfactory to the engineer, which will give results within 
1 pound for each 100 pounds of aggregate. 


Concrete Proportions and Consistency 


The proportions of aggregate to cement for concrete of 
the water-cement ratios specified shall be such as to pro- 
duce concrete that can be puddled readily into the corners 
and angles of the form and around the reinforcement with- 
out excessive spading and without segregation or undue 


Controlling the 


accumulation of water or laitance on the surface. In no 
case shall concrete be placed which shows a slump outside 
of the following limits: 


Part of Structure 
Slump— [Inches 


Part of Structure: Minimum Maximum 


а РСР S tn wane cones А 1 4 
Heavy walls, slabs, beams........... 3 7 
Thin walls and columns............. 4 8 


The proportion of fine and coarse aggregate shall be 
such that the ratio of the coarse to the fine shall not be less 
than —* nor more than —* nor shall the ‘amount of 
coarse material be such as to produce harshness in plac- 
ing or honeycombing in the structure. When forms are 
removed, the surface and corners of the members shall be 
smooth and sound throughout. 
he following limits in the proportion of coarse to fine aggregate 


are suggested: 


Maximum Size of Ratio of Coarse to Fine Aggregate 


Coarse Aggregate on Basis of Dry and Rodded Volumes 
Inches Minimum Maximum 
35% 0.4 * 
34 0.6 1.5 
1 and over 1.0 2.0 


It Has Been Found That Concrete Can Be Poured, with 
Proper Safeguards Against Freezing, Nearly as Chea 


in Winter as in Summer and, by 23 the Old Seasonal 
Slump, Winter Building Pays. 
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Cement 


Strength of Concrete 


CES 


In Buildings of This Sort the 


the Result of Stronger, More Uniform Concrete. 


Control of Proportions 


The methods of measuring materials shall be such that 
the proportion of water to cement can be closely controlled 
during the progress of the work and easily checked at any 
time by the engineer or his representative. 

To avoid unnecessary or haphazard changes in consist- 
ency, the aggregates shall be obtained from a source which 
will insure uniform quality and grading during any single 
day's operation, and they shall be delivered to the work 
and handled in such a manner that variations in moisture 
content will not interfere with the steady production of 
concrete of a reasonable degree of uniformity. 


Tests of Concrete 
Frequent tests may be made by the engineer throughout 
the work to determine the quality of concrete. These tests 
will be made at the expense of the owner, and will, in 
general, be made on 6 by 12-inch concrete cylinders loaded 
in compression at seven and 28 days, in accordange with 
the Standard Method of Making and Storing Specimens of 
Concrete in the Field (Serial Degisnation: C31-21) of the 

American Society for Testing Materials. 
The contractor shall co-operate in every way to the 
end that concrete of the desired quality be obtained. He 
shall provide, at cost, such housing as may be required 


by the Portland Cement Association for 


v * 
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Water-Cement Ratio Method of Mixing 
Concrete Has Superseded the Less Scientific Methods of a Few Years Ago with 


Ratio 


for testing equipment and storage of 
test specimens; such cost to include 
only labor and materials actually used. 


Portland Cement 


Portland cement shall conform to the 
Standard Specifications and Tests for 
Portland Cement of the American 
Society for Testing Materials (Serial 
Designation: C9-26). 


Fine Aggregates 


Fine aggregate shall consist of natu- 
ral sand having clean, hard, strong, 
durable, uncoated grains, free from in- 
jurious amounts of dust, lumps, soft or 
flaky particles, shale, alkali, organic 
matter, loam, or other deleterious sub- 
stances. The sand shall be of such 
sizes that it shall pass a 3$-inch sieve, 
at least 15 per cent shall be retained 
on the No. 8 sieve, and the fineness 
modulus shall not exceed 3.20. 


Coarse Aggregate 


Coarse aggregate shall consist of 
gravel, crushed stone, crushed air- 
cooled blast-furnace slag weighing not 
less than 70 pounds per cubic foot or 
other approved inert materials, having 
clean, hard, strong, durable, uncoated particles free from 
irjurious amounts of soft, friable, thin elongated or lami- 
nated pieces, alkali, organic or other deleterious matter. 
Coarse aggregate shall not have more than 10 per cent 
finer than the No. 4 sieve and the maximum size shall 
not exceed ——. 


Storage of Aggregates 


Aggregates shall be stored so as to avoid inclusion of 
foreign materials. Frozen aggregate or aggregate contain- 
ing lumps of frozen materials shall be thawed before using. 


Water 
Water for concrete shall be from the city water supply 
or other approved source. 


Mixing Concrete 
The concrete shall be thoroughly mixed in a batch mixer 
of approved type. The mixer shall be equipped with suit- 
able charging hopper. A water-storage and water-measur- 


ing device shall be provided. The mixing of each batch 

shall continue for at least one minute after all the materials 

are in the mixer during which time the mixer shall rotate 

at a peripheral speed of approximately 200 feet per minute. 
(Continued to page 210) 


What Is the Effect? 


of the Quantity Survey System on the 


Business of the Contractor? 
By Oscar Euphrat 


President of the American Institute of Quantity Surveyors 


a: HERE are probably not many 
architects or contractors 
today, especially in the larger 
cities, who are not familiar with the 
quantity system. Most architects 
and many contractors are in sym- 
pathy with the movement, although 
there are still some who oppose it. 

Briefly, the theory underlying the 
system is, that the owner furnish 
the bidder a list, or survey, of quan- 
tities required for any construction 
operation based on plans and speci- 
fications prepared by his architect 
or engineer. Any variation from 
this survey developing during con- 
struction, whether it be addition or 
omission, is subject to adjustment 
under the agreed terms of contract. 

It will be seen that instead of the 
numerous quantity surveys made by 
general and sub-contractors there 
will be only one, that made at the 
owner's expense and used by all bid- 
ders. The saving in money will be 
at once apparent and is conserva- 
tively estimated at from three to five 
per cent of the total cost of the operation. 

This saving is shared by all concerned, owner, architect 
and contractor, and because the saving to the contractor 
is direct and more apparent to him than to the others, it is 
natural that he should be the first to attempt to apply it. 
Incidentally, it is a significant fact that it was through the 
contractor that the system was established in England, 
where it is the universal construction procedure. 

The recommendation, therefore, of the Associated Gen- 
eral Contractors and the National Association of Builders’ 
Exchanges that their respective constituent bodies organ- 
ize quantity survey bureaus is evidence of the contractor's 
thought in the matter and his conception of the best 
method of approach. 

The contractor who today opposes the introduction of 
the quantity system usually gives as the reason his opinion 
that competition would increase, that there would be more 
bidders on each job, and that many men would enter the 
construction business who otherwise would hesitate, or even 
be deterred entirely. Of course, our contractor believes 
these things would happen simply because the owner made 
and furnished a quantity survey instead of having each con- 
tractor make his own, and assumes that his competitor is 
incapable of making one or hiring some one to do it for him. 


We believe this contractor's fears are unfounded and 


in answer would invite him to consider what his position 


is today in relation to his competitor and to his customer. 


Every bid he makes has in it three elements of competi- 
tion: Quantity, quality and price. The first is intangible 


Oscar Euphrat, Who Explains Here Just 
How the Contractor Would Profit by the 
Adoption of the Quantity Survey System. 


to the customer, unknown, but real; 
the second more tangible than the 
first, although obscure in the cus. 
tomer's mind; and the third, a real 
and important consideration. Let us 
suggest here that our contractor 
bear constantly in mind that under 
the quantity system competition in 
quantity is entirely eliminated, and 
when competition is limited to qual- 
ity and price in the construction 
business, as in any other business, 
it will reflect to the benefit of the 
high class contractor with his eff- 
cient organization. 

To illustrate, suppose our con- 
tractor is in the concrete business 
and on any given operation figures 
1,000 cubic yards of concrete at 
$30.00 per yard and his competitor 
figures 900 cubic yards at $27.00 per 
yard. Here is a spread between bids 
of about 20 per cent and we submit 
that our contractor would find it 
difficult to sell the job at his price 
on the basis of quality, and convince 
the owner that there could be such 
a difference in quality. Under the quantity system, on 
the other hand, all bidders would figure 1,000 cubic yards 
and the spread between the bids would be considerably less 
and a sales talk by our contractor, again based on quality, 
would at least sound more plausible, and might even become 
convincing as the spread between bids becomes less. 

Our illustration shows the low bidder to be 10 per cent 
low, both in quantity and price. Our contractor from his 
experience can visualize an endless variety of similar com- 
binations, but let us suggest only one. Suppose in our 
illustration the low bidder is 10 per cent low in quantity 
and one per cent high in price and let our contractor set 
the difference in his position under the present system and 
under the quantity system. 

Whether our contractor, instead of being in the concrete 
business, is in the lumber, steel, stone, plumbing or any 
other line of construction work makes no difference. 

Another illustration: 
eral contractor who confidently bids on and executes СОЙ 
tracts in the neighborhood of $500,000 and let us say for 
convenience he is in the $500,000 class. 

He may at one time have been in the $50,000 class and 
hopes perhaps some time to be in the $3,000,000 class 
What keeps him out of the three million dollar class today? 
Is it his inability to make a quantity survey on such a job 
or is it something else? We are sure he will agree that 
it is something else. Now change the $500,000 to $15,000 
and the other figures in proportion and you haven't changed 
the situation in the least. Now change the general con- 
tractor to a sub-contractor and the situation is still the same 


(Continued to page 91) 
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The Economy of the Power Saw 


Is 
Proved 


177 
Actual 
Construction 
Work 


NE of the manufacturers of power 
О sawing equipment has been gather- 

ing data, from actual construction 
jobs, to find out exactly what is accom- 
plished by the use of its saw. The experiences and figures 
given here are a few selected from the facts obtained by 
this company and prove, beyond question of doubt, that 
the use of well selected equipment means economy and 
hence greater profits for the builder. 

From 50 to 60 per cent of all. carpenter work, in resi- 
dence construction has been done, in the past, with the 
hand saw. This company’s saw, used to capacity, cutting 
continuously, will keep from 12 to 15 men busy nailing up. 
In the average residence construction, between 10 and 15 
per cent of the selling price of a house represents car- 
penter labor costs. In a house selling for $5,000.00, this 
would make the carpenter labor cost about $500.00. Through 
the use of this saw the builder should save at least 20 per 
cent of his carpenter labor cost or $100.00 on every $5,000.00 
house. 

In addition to this, such a saw saves material. Short 
length lumber is usually cheaper than long length lumber. 
Often second grade lumber can be used where there is 
a suitable saw for cutting first grade material out of the 
second grade material. Short ends, odds and ends, all the 
lumber on the job can be utilized when there is a power 
saw to shape it quickly and cheaply. 


Here Dawson Bros., Ardmore, Pa., Contractors, Are 
sing a Power Saw to Turn Out 200,000 Feet of Lumber 
on an Apartment Job. 


A Power Saw in Use on the Construction of a $200,000 High School 
in Calgary, Canada, by the Bennett & White Co., Ltd., One of the Con- 
tracting Companies Which Contributed Data Used in This Article. 


In accuracy alone the use of such a saw means quicker 
fiting and a better job. Where ends of material are cut 
square they will set square and the house will not settle 
later because of poor fitting. All this means that the 
builder using ample power sawing equipment will save on 
labor, he will save on material, he will do better work, he 
will do more work and make larger profits. 

These are the conclusions from the data received from 
contractors who are actually using this equipment out on 
the job. Some examples of what these contractors state 
will show how these conclusions have been reached. For 
example: ` 

W. Н. Eberhardt, of Dallas, Texas, says that оп опе јо 
he saved $300.00 worth of labor and materials. “Seventy- 
five to 80 per cent of all my sawing for building residences 
and apartment houses is done on this power saw. It does 
all my studs, roofs, bridging, trimmers, headers, storm 
sheathing and shiplap between the openings. Selecting all 
my window jambs from No. 2 material, I have then sized, 
straightened, ploughed, dadoed and mortised for pulleys 
and a put a backbone mould on my casing and base, I 
have made all my cabinet doors, panel doors, glass doors 
and screens; cut out and nosed stair treads; routed out 
the stringers; rabbetted my door jambs and sized them. 
Besides this the machine cuts hundreds of blocks that 
go into every good sized building.” 

The Nason Construction Co., of Swampscott, Mass., 
states that it saves five men’s labor by using this machine 
and advances the completion of each job by 25 per cent 
from what it would be without such equipment. In cutting 
rafters, Mr. Gordon, of Yeadon, Pa., with the assistance of 
a laborer, cut 85, two by six by 16 rafters, three cuts to 
each rafter, one miter cut for the peak and two plumb cuts, 
in 35 minues. Mr. McMacklin, of Bryn Mawr, Pa., dadoed 
600 base, for eight rooms, in three hours. This was dadoing 
on both ends. 

In framing a seven-room, stuccoed residence, J. A. Quack- 
enbuch, of Buttonwood, N. J., states that two men put up 
the entire framing, including the gable studs, in 614 hours. 
This was made possible by first laying out all his cuts on 
his plans and numbering them before proceeding with the 
cutting. While this required two days’ planning he saved 
several days’ carpenter labor and he figured his lumber 
so Closely that he had hardly any waste. 


(Continued to page 89) 
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Modern Warehouse 
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A Warehouse Designed with the Thought That It Should be not Only Convenient and Firesafe, but Also in 
Keeping with the Architectural Scheme of the Neighborhood in Which It Is Located Is a Real and Permanent Addition 


to the Community. 


N keeping with the pronounced present day trend 
I toward more beautiful warehouses, the new $350,000 

warehouse, which Coakley Brothers recently put into 
operation in the heart of one of the mose exclusive resi- 
dential and outlying business districts in Milwaukee, is a 
monument of architectural beauty and utility. 

Located at the corner of North Avenue and Prospect 
Street, two heavily traveled arterial highways, the adver- 
tising value of this site is without doubt one of the best 
in Milwaukee. In view of the fact that a warehouseman 
has no commodity to sell and cannot make a window dis- 
play as in the case of the merchant, it is highly important 
that his warehouse be as attractive as possible and promi- 
nently situated. This was the thought that prompted 
Coakley Brothers to select this site for their new warehouse, 
and in their instructions to the architect, George S. Kings- 
ley, of New York, a specialist in warehouse construction. 

“We decided on this location for our new warehouse,” 
said C. H. Coakley, president of the Coakley Brothers 
Company, “because ave saw the need of a modern ware- 
house conveniently situated in this section of the city, 
which is populated by a class of people who frequently 
make use of storage facilities such as our new warehouse 
affords. 

"We realized, too, in selecting this site, that we would 
have to build a warehouse that would not only be a source 
of convenience, but that would likewise be in keeping with 
the beauty of the neighborhood. So in making our plans 
for the new building we secured the services of George 
Kingsley, New York, architect, who specializes in the de- 
sign and construction of warehouses, and instructed him 


to go the limit to make the warehouse fit in with the 
architectural scheme of the neghborhood." 

The Coakley warehouse, which is one of the outstanding 
buildings in Milwaukee, embodies every feature contained 
in the very best warehouses in the United States. In 
addition to being a convenience to the residents of the sec- 
tion in which it stands, the new structure harmonizes per- 
fectly with the architectural scheme of the neighborhood. 

The building is six stories high and the exterior is a 
facing of white glazed terra-cotta, which is an everlasting 
surface that is not affected by dirt or smoke and can be 
kept clean with soap and water. The clock tower with 
its three dials, each of which is eight feet in diameter, 
is the crowning feature of the exterior and will draw 
attention to the building as no other feature could. The 
name “Coakley Bros.” in bold letters supplants the 
numerical figures on the dials of the clock tower, and 
can be seen for a great distance not only during the day, 
but at night as well when the tower is illuminated from 
within. 

In designing the exterior of the building the interior 
arrangement and construction of the building was in no 
way sacrificed, or the efficiency of the warehouse inter- 
fered with. In fact, every available foot of storage space 
is utilized to the very best advantage. The building has 
a total storage space of 58,000 square feet. All the re 
quirements of the National Board of Fire Underwriters 
have been fully met in the construction, and the building 
is fireproof from clock tower to basement. This feature 
enables Coakley Brothers to offer the lowest insurance 
rates on household goods in America. 
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The skeleton type flat slab system of 
reinforced concrete was used, with 12-inch 
brick enclosing walls faced with imper- 
vious pressed brick laid in water proofed 
mortar to insure against dampness. The 
roof is insulated against frost and heat 
and a specification roof covers the entire 
puilding. All the floors in the building 
are painted so as to eliminate the accu- 
mulation of dust. The entire building is 
heated with a vapor vacuum system of 
steam heat. 

Modern facilities are available for the 
storage of household goods, furniture, 
pianos, automobiles and silverware. The 
various upper floors are divided into small 
fireproof compartments for the storage of 
household goods, each room being 
equipped with a steel door bearing the 
underwriters’ label. There is also a large 
space on the top floor given over to open 
storage purposes. 

Fire and burglar proof rug and trunk 
vaults, with reinforced concrete walls, 
vault doors and enameled iron racks, are 
located on the second floor. The racks 
are adjustable for the accommodation oí 
rugs and trunks of various sizes. The 
rug vault is 30 by 30 feet and has a capacity for the 
storage of more than 500 rugs, the trunk vault is 20 by 30 
feet and will hold 500 trunks. A large piano room, which 
is kept at an even temperature throughout the year, is 
also located on the second floor and is especially designed 
for the storage of*fine pianos. Nearly 500 pianos can be 
stored in this section. 

The main floor of the warehouse is arranged for ad- 
ministrative purposes and the shipping department. The 
general office is conveniently located in the front portion 
of the first floor and is entered through an attractive vesti- 
bule. The walls of the office are of imported Caen stone, 
and the floors are of art metal. The counter in the office 
is of Belgian black marble. 

The lighting effects are unique, being of the indirect 
type, which is the nearest artificial light to daylight. A 
virtually impregnable silver vault, the only one to be found 
in any Milwaukee warehouse, is located in the office. A 
massive vault door of heavy four inch steel, a steel day 
gate and an inner door of similar material separates the 
vault from the office. The interior of the silver vault 
is lined with enamelled iron racks. 

The shipping department with the loading platform, van 
room, and freight elevator is located in the rear of the 
first floor and adjacent to the general office. The moving 
vans enter directly into the building so that all loading 
and unloading of household furniture is done under cover. 
The three large rolling doors at the entrance of the ship- 
Ping room are electrically operated which means a saving 
in time and loss of heat. 

In addition to the warehouse office the first floor is 
occupied by the offices and display rooms of the Marmon 
and Studebaker automobile companies, and the office of 
the Green Insurance Agency. These attractive offices 
and display rooms, which face an North and Prospect, re- 
spectively, greatly enhance the appearance of the main floor 
of the building, and provide a valuable source of revenue 
to Coakley Brothers. 

The basement is devoted to boiler and coal rooms, and 
о the packing room in which furniture is crated for 
shipment to other cities or for storage. Besides this 
à portion of the basement is reserved for the storage of 


A Modern Warehouse 


Heavily Reinforced Concrete Was Used, Not Only in the Construction 
ої : Practically Impregnable Silver Vault, but Also Throughout the 
uilding. 


automobiles. Automobiles can be stored in this room 
for any period of time at a rate cheaper than the average 
storage rate. There is room for the storage of more than 
50 automobiles. 

In addition to the large freight elevator a push button 


passenger elevator operates from the office to every story. 
Wis. T. N. B. 
x 


Economy of the Power Saw | 
(Continued to page 87) 


In cutting sheathing, John Mercadante, of Chester, Pa., 
kept six men nailing 7$ by 12-inch roof sheathing, оп 
18 houses. He also cut 206, two by four studs per hour 
on these houses and kept eight men nailing. Wm. P. Jones, 
a carpenter and builder of Dover, N. J., states that he is 
certain his machine paid for itself on one three-story brick 
job he is just completing. Mr. Burleigh, of Sharon Hill, Pa., 
cut the jack rafters for two brick houses in two hours, a 
job which would ordinarily require a full day and the 
cuts would not be as accurate. 

Mr. Adrien, a builder in Philadelphia, states that his 
machine is worth five men to him with the decided advan- 
tage that, when the work on hand is completed, it is not 
necessary to find something else for that many men to do 
or lay them off. All he has to do is to turn off the current. 
He has come to the place where he will not start a job 
unless he has two machines right with him. Не says he 
would rather hold up a job for a day or two than start 
without the machines. 

In cutting studding, Geo. J. Gehring, Drexel Hill, Pa., cut 
and squared 4,000 two by four studs in one day, for a 
16-house development. In cutting stair horses, Whittaker 
Bros., of Merchantville, Pa., cut a pair with 13 risers out 
of two-inch plank, in 20 minutes. Chas. P. Witsil, Wil- 
mington, Del., cut four pairs of stair horses while a man 
with a hand saw was cutting one pair. In cutting studding 
one man with a machine kept 12 men nailing. 

And so it goes through a long list of statements made 
by contractors who are actually using this sort of equip- 
ment on all kinds of construction work. 
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Lodge Building Is Impressive 


Architectural 


William М. Bowman & Со., 
Architects 


HE new home of the Colorado Consistory Number 
| Опе, А. & А. $. Е., located in Denver, Colorado, 
sets a standard which may well be taken as a model 
by those who are planning buildings of a similar nature. 
The design of such a building should be such that it will 
become a permanent ornament to the community and will 
maintain its beauty for many years after attraction of new- 
ness has disappeared. Such qualifications are well met by 
this building which possesses not only the air of perma- 
nence but a particularly satisfying effect which is indis- 
putable evidence of excellence in design. 

The building is of solid masonry worked along lines that 
suggest massive strength but a delicacy of detail precludes 
any heaviness or severity in spite of this and the strictly 
limited ornamentation. It is a square structure except for 
the corners which are cut away in rounded bays. The roof 
forms a graceful dome above the Cathedral Room which 
occupies most of the interior above the basement floor. 
The exterior is distinctly classic and the entrance is flanked 
by columns in the pure Greek style. 

From the entrance the visitor enters a lobby from which 
he may either pass on into the foyer of the Cathedral Room 
or down a flight of steps to the basement where is found a 
large room used both as a dining room and ball room. 
Spaced about this large hall are the requisite coat rooms 


of the А 


Consistory Number One, A. & А. S. R., Denver, Colorado, Was Designed by Wil 
of Denver, and Represents the Type of Building Which Is a Permanent Addition 
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Main Floor Plan Showing the Floor Level of the Cathe. 
dral Room with the Blue Lodges, at the Sides, Under the 
Upper Tiers of Seats. 
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and similar accessories including the kitchen while at the 
rear are the boiler, coal, fan and boiler rooms and stor- 
age space. 

On the main floor there is a lobby at the front entrance 
with a foyer leading into the Cathedral Room back of it 
and with lounges and anterooms at either side. The 
remainder of the space is occupied by the Cathedral Room 
and stage with a Blue Lodge or Class Room at each side, 
beneath the upper tiers of seats. These upper tier seats 
begin at the level of another floor which, at the front of 
the building is completed and contains a hall, secretary's 
room, lounge, projection room and, at the rear corners a 
dressing room, ladies' room and choir balcony. 

Still above this there is another floor level containing at 
the front a billiard room and locker rooms and at the rear 
corners additional locker rooms. The dome of the Cathe- 
dral Room extends upward in the center, the entire height 
of the building, to the domed roof, and contains a grille 
at the top. 
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This Plan Shows the Upper Portion of the Cathedral 


Room and a Gallery Floor at What Would Be a Second 
Floor Level, at the Ceiling Level of the Blue Lodges 


did 


At What Would Be Called a Third Floor Level, Is a 
Second Gallery Floor Providing for a Billiard Room and 
er Rooms in the Corners of the Building. 


An Impressive Lodge Building 
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The Basement of This Building Contains, in Addition to 
the Heating Equipment, a Combination Dining and Ball 
Room and the Accompanying Coat Rooms. 
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Quantity Survey System 
(Continued to page 86) 

Our contractor has in his employ quantity surveyors, 
superintendents and foremen, all of them necessarily capa- 
ble of reading and taking quantities off plans. One or more 
of these or a combination of them may or may not go into 
the construction business some day. What keeps them out 
of the business today? 

Is it their inability to make a quantity survey or is it 
something else? "We think it is something else such as 
initiative, capital, business training, etc. 

If we are correct in the assumptions we have made, how, 
then, will competition be increased? 

Our contractor knows that he himself would not figure 
jobs above or out of his class simply because he is fur- 
nished a quantity survey, but believes, however, that every 
other contractor would do so, which, of course, is not logi- 
cal. Again, if there are to be more bidders on any job 
they must be invited by owner or architect and there are 
those who will say "that's impossible." 

Now, it is possible that the careless, reckless fellow will 
bid more and larger jobs than he can handle properly, but 
isn't that exactly what he is doing today? Isn't he the 
fellow who causes much of the grief in the business, and 
would he not be less harmful if he were never too low 
in quantity? 

Suppose, for the sake of argument, we assume (we do 
not admit) that there would be 10 bidders where there are 
now two. Under the present system, one of the two bidders, 
or both, might be too low in quantity or out of 10 bidders 
one or 10 might be too low in quantity; whereas under 
the quantity system none could be too low in quantity 
or too high either for that matter and competition in 
quantity would cease. 

With only two bidders there might easily be a difference 
of 20 per cent between high and low bid, on account of 
difference in quantity when both bidders are using the same 
unit price. With 10 bidders all using the same quantity 


there would have to be a difference of 20 per cent between 
high and low bidder to create a similar condition. 


“How Much Must I Get?" 


OW many times do we all sit back in our chairs, 
H run our fingers through our hair and ask our- 

selves the question, “How much must I get for 
this job?” The answer is, “A great deal more than 
I should.” In other words, every time we put this ques- 
tion to ourselves we admit that we are guessing as to 
the outcome. 

I am willing to admit that there are certain types of 
jobs which are pretty hard to figure successfully, so that 
we must, at times, do a little tall guessing. Under such 
conditions the question is excusable but not otherwise. 
If we analyze our estimate; know the conditions under 
which the work must be 
done; know our overhead 
and how much profit we 
desire to make on the job, 
there should be no question 


as to the price to be asked. 
owned 


Every estimate resolves 
, . Light and power 


itself into five main items: 
1. Cost of material. 
2. Cost of labor. 
3. Sub-contractors. 
4. Overhead. 
5. Profit. 


Now the cost of mate- 
rial is an easy one to han- 
dle as it requires merely 
the mechanical knowledge 
required to list off the ma- 
terials which will be needed 
on the work. After the bill 
of material is made up it is 
a simple operation to put 
in the prices or obtain a 
bid from the material 
dealers. 

The cost of labor is.à real problem as it is a tough 
proposition to figure how much work a mechanic will do 
under the conditions which exist today, but if a proper 
system of cost cards, or records, has been kept it is a 
fairly easy operation to obtain an average labor cost for 
the various items of work. Of course the actual labor 
costs must be adjusted to the conditions surrounding the 
work in hand, but with an average cost to start with 
this adjustment should not be difficult. The old "system" 
of using a percentage of the cost of material as the cost 
of labor is only a haphazard guess at best, so that our 
labor records, and estimate, should show items for fram- 
ing; porchwork; cornice work; doors; windows; base; 
finish floors; cabinet work; roofing, etc., etc. Do not be 
afraid to sub-divide your labor items too much, the more 
the better. 

The item of sub-contracts needs little explanation as 
it merely requires that all sub-contracts be listed up with 
the price on each. A small percentage is then added for 
our trouble in handling the accounts. The only precaution 
necessary is to be sure that everything is included and 
that no two contractors have included the same items in 
their bids. 

A real question arises with the subject of "Overhead." 
This item is either ignored altogether or guessed at more 
than all other items combined. There are probably not 
more than 10 per cent of the small building and jobbing 
contractors who know what the item includes or what 
it really stands for, so in order to clarify the item we 


. Telephone 
. Postage 


. Depreciation of plant 

. Owner's salary 

. Superintendent's salary 

. Estimator’s salary 

. Book-keeper’s salary 
etc. 


. Advertising 


to each job 


Schedule of Overhead Expense Items 
That Must be Figured into Costs 


. Rent, or interest on investment if property is 


. Maintenance of autos and trucks 


. Office expense, stationary, printing, equipment, 
. Insurance fire, liability, compensation, etc 


. Miscellaneous items which cannot be charged 


Total monthly overhead 


[April, 1929 


will consider the approximate overhead of the smaller 
contractor with his own little mill. Of course the figures 
are purely arbitrary and each contractor must fill in his own 
amounts in order to arrive at his own overhead expense, 

From the schedule we see that the business must bring in 
the sum of $1,330.00 per month before there can be any 
thought of profit. Now, in order to put each job's share oí 
the overhead where it belongs, we must know approximately 
how much is done each month on an average, this business 
to be based on the prime cost of the work without adding 
overhead or profit. 

Now, if our yearly business is estimated at $100,000.00 
it means that our average 
monthly business amounts 
to $8,333.00, to which must 
be added 16 per cent for 
overhead—in other words, 
we add 16 per cent to all 
estimates to care for the 
item of overhead. The per- 
centage to be added to the 
prime cost is obtained by 
dividing the amount of the 
monthly overhead by the 
volume of monthly busi- 
ness or, in this case, by 
dividing $1,330.00 by 
$8,333.00. Of course if the 
volume of business is larger 
the percentage of overhead 
is smaller, while if the 
amount of business is 
smaller the percentage oí 
overhead is larger. 


Our prime cost ol 
$8,333.00 per month plus 
16 per cent overhead now 
becomes a cost of $9,666.00 and whatever sum we have over 
this last amount is profit. Now, as all of our expense has 
been included in our items of overhead expense our rate 
or percentage of profit should mean a clear earning and 
consequently should not be excessive—say about 10 per cent, 
so that our month's business would look like this: 

Prime cost of labor and material................. $ 8,333.00 


Overhead, 16 per cent of prime cost............. 1,330.00 
Profit, 10 per cent of prime cost plus overhead.... 966.00 
Total monthly business....... ANTT EON NR = $10,629.00 


The item of profit and loss has not been seriously con- 
sidered here as with consistent figuring the excess profit 
on a few jobs should more than care for the small losses 
which may occur on a few others so that the 10 per cent 
profit will average through. | 

From these figures it сап be readily seen why so тай 
of the smaller contractors work their hearts out year ait 
year and have nothing to show for their year's work В 
a few gray hairs. It makes no difference how small 
organization is it simply must have some overhead, 
cannot be dodged, and if an item of 10 per cent “profit 
is added to his prime cost it is not making a profit at all 
and, more than likely, is not even making overhead and, @ 
his volume of business is small, his overhead is high 
I have never known a small contractor of this kind who 
overhead did not run at least 10 per cent, although | 
of them have tried to convince me that they simply di 
not have any overhead. Grorce M. PETERSON 
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Cheek-Neal Coffee Factory 
Attractively Designed 


A. Epstein, Structural Engineer 


page is shown a perspective draw- 

ing of the Cheek-Neal Company's 
new factory in the Central Manufactur- 
ing District, Chicago. At the right, an 
airplane view of the completed building, 
shows its advantageous site on Persh- 
ing Road adjoining the United States 
Army Headquarters for the Sixth 
Corps Area and the Chicago Quarter- 
master’s Depot. 

The new Check-Neal Building is 
architecturally worthy of its surround- 
ings, across the street from McKinley 
Park and but a short distance from 
Western Boulevard. This latter street 
has many industrial buildings of good 
architectural lines and fine finish, set 
far enough back from the boulevard 
for grass and flowers to furnish attrac- 
tive settings. 

Pershing Road itself now ranks as 
one of the city’s most important thor- 
oughfares, 108 feet in width, eleven 
miles in length and extending from 
Lake Michigan to the Forest Preserve. 

The designer of this building has 
provided a design which is harmonious 
and pleasing and yet appropriate to the 
character and purposes of the struc- 


I: the lower left hand corner of this 


Drawing 


Perspectve 
New Cheek-Neal Coffee Factory on Pershing 


street is McKinley Park and adjoining 


- 


.Airplane View Showing the Site of the Completed Cheek-Neal Factory 
Building, Which Is the Smaller of the Buildings in the Foreground. Across the 


the new building are the U. S. Army 


Commissary and headquarters of the Sixth Corps area. 


Road 


Which Shows the Excellent Architectural Lines of the 


in the Central Manufacturing 


of Chicago, from Whom the Site Was Acquired. The building is six 


stories high and measures 110 by 140 feet, ground area. 


ture. The building is 110 by 140 feet, 
is constructed of concrete, brick and 
steel and ornamented with artistic trim 
of terra cotta. 

The facilities for service include ship- 
ping platforms from which six large 
trucks and three freight cars can be 
loaded or unloaded at the same time. 
An enclosed garage is built into the 
building on the ground floor. The 
interior of the building is equipped 
with all machinery necessary for clean- 
ing, roasting, blending and packing the 
well-known brand of Maxwell House 
coffee. Other plants of the company 
are located at Nashville, Houston, 
Jacksonville, Richmond and Brooklyn. 

The Maxwell House, of Nashville, 
was probably the most famous hotel of 
the old South, being equally famous with 


- the old Palmer House, of Chicago, the 


Galt House and the Old South, of 
St. Louis. During the Civil war, the 


Maxwell House had served as hospital 
and barracks, commanded by General 
Zollerback. When first built by Mr. 
Overton, it was known as "Overton's 
Folly,” because he put such a magnifi- 
cent structure in such a small city. 
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“The Highlands” 


A Popular Priced 
Co-operative 
Apartment 


OME distinctive features mark the construction and 
S financing of “The Highlands," a co-operative apartment 
building at Highland Park, Detroit's exclusive suburb, 
placed on the market by the Woodward Highlands 
Company. 
"The Highlands" was the first unit of 10 similar ones 
of a $4,000,000 development, consisting of five buildings on 
each side of a landscaped court 42 feet wide. 


Each building contains 48 four and five room apartments. 


22-0'x 12-0" 


A Typical Four-Room Apartment, One of 48 Apartments 
in This First Unit of a 10-Unit Development. 
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“The "NE ” Detroit, Mich., Built by the Woodward Highlands Co 
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The Entrance Court of “The Highlands” Contains û 
Charming Fountain. 


Each of four separate entrances serves but three apart. 
ments per floor or 12 in all. For each of these there is an 
additional service entrance and stairway at the rear, some. 
thing unusual in a popular priced apartment house. 

The arrangement is such that every apartment has 
windows on at least two sides of the building, thus provid- 
ing for two great essentials, cross ventilation and suff. 
cient light. 

Other features are two large completely furnished and 
heated recreation rooms for the children to romp and play 
in during bad weather, and a beautifully decorated audite 
rium for adults, suitable for dancing, parties, and other 
social features, private storage rooms, four incinerators wilh 
chutes on each floor, and eight sets of laundry tubs in 
the basement, each with hot plate and individual clothe 
dryers. Each kitchen has a complete set of cabinets and 
mechanical refrigeration. 

There are eight different layouts of four and five room 
each, ranging in price from $7,400 to $9,400. They am 
sold on a down payment of 15 per cent and one per cent 
a month. This one per cent covers the installments on the 
purchase price and interest, together with all operating 
expenses. Н. L. Spoonm 
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Is One of 10 Similar Units, Five on тә 


Side of a Wide Courtyard, and Is a Popular-Priced Co-operative Development. 
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< The Knickerbocker 
Hotel, Chicago 


Rissman & Hirschfeld, Architects 


An interesting example of the modern 
standard arrangement of hotel rooms, 
each with bath 
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Among Residential and Transient Hotels, the Knickerbocker, at 163 E. Walton Place, Chicago, Holds High Rank. 
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A Glossary of Building Terms 


Defining Many Technical Terms Which 
Should Be Understood By Every Builder 


with building construction that are greatly misunder- 

stood not only by the average homebuilder but also 
by a great many building mechanics. To aid those engaged 
in building construction in mastering the fundamentals of 
building terminology, a condensed glossary of building terms 
has been prepared. The study of these terms in connection 
with the accompanying drawing, showing a typical modern 
home, will be of great value to carpenters and builders since 
it will give them the knowledge of the function of the vari- 
ous structural units and will enable them to employ correct 
building terms when discussing plans with architects and 
contractors. 

Aprow—A plain or moulded piece of finish below the stool 
of a window, put on to cover the rough edge of the plas- 
tering. 

Astragal—A small semi-circular moulding, sometimes plain 
and sometimes ornamented. 

Baluster—Small spindles or columns usually forming the 
body part of a railing. 

Barge-Board—The board under the verge of gables. Also 
called Verge Board. 

Base Moulding—The mouldings immediately above the plinth 
of a wall, pillar or pedestal. 

Base—A board running around a room next to the floor 
to properly finish between floor and plaster. Same as Base- 
board. 

Batten—Small scantlings or small strips of boards used for 
various purposes. Small strips put over the joints of sheath- 
ing to keep out the weather. 

Batter—A term used by bricklayers, carpenters, etc., to 
signify a wall, piece of timber or other material, which does 
not stand upright but inclines from you when you stand before 
it. When on the contrary, it leans forward, toward you, it is 
said to overhang. 

Beam A piece of timber, iron or other material, placed 
horizontally to support a load over an opening, or from post 
to post. 

Brace—In carpentry an inclined piece of timber used in 
trussed partitions or in framed roofs in order to form a 
triangle, and thereby stiffen the framing. When a brace is 
used by way of support to a rafter, it is called a strut. 

Bridging—A method of stiffening floor joists and partition 
studs by cutting pieces in between. 

Butt-Joint—Where the ends of two pieces of timber or 
moulding butt together. 

Casement—A glass frame which is made to open by turn- 
ing on hinges affixed to its vertical edges. 

Conduit—A channel that conveys water or fluids, a drain 
or sewer. In electric work, for carrying wires as a protection 
and for safety. 

Cornice—The upper division of the entablature of a column, 
the highest projecture; that which crowns a wall. 

Dormer—A window belonging to a room in a roof which 
consequently projects from it with a valley on each side. 

Eaves—The margin or lower part of the roof hanging 
over the wall. 

. Facade—The whole exterior side of a building that can be 
seen at one view. The principal front. 


Tw: are many technical terms used in connection 


Fascia—A flat broad member in the entablature of columns 
or other parts of buildings, but of small projection. 

Flashings—Pieces of lead, tin or copper, let into the joint 
of a wall so as to lap over gutters. Also pieces worked 
around dormers, chimneys and any rising part to preven 
leaking. 

Framing—The rough timber work of a house, including the 
flooring, roofing, partitioning, ceiling and beams thereof, 

Furring—Nailing on thin strips of board to level a surfag 
for lathing, boarding, or to form an air space. 

Gain—Cutting the joist to receive a timber, or cutting th 
joist to notch on top of the girder. 

Grounds—Pieces of wood imbedded in the plastering of 
walls to which skirting and other joiners’ work is attached 


They are also used to stop the plastering around door and 


window openings. 

Gutter—The channel for carrying off rain water. 

Hanging Stile—Of a door, is that to which the hinges are 
fixed. 

Headers—In carpentry, the large beam into which the com 
mon joists are framed, in framing openings, for stairs, chim 
neys, etc. 

Headway—Clear space or height under an arch or over i 
stairway, and the like. 

Hip Roof—A roof which rises by equally inclined plant 
from all four sides of the building. 

Hips—The exterior corners of a roof where two slopes, at 
right angles with each other, come together. 

Jamb—The side-post or lining of a doorway or other aper 
ture. 

Joist—Timber to which the boards of a floor or the laths 
of a ceiling are nailed. It rests on the wall or on girders. 

Lattice—Any work of wood or metal made by crossing 
laths, rods or bars and forming a network. 

Lean-to-Roof—A roof with only one set of rafters, falling 
from a higher to a lower wall. 

Light—A division or space in a sash for a single pane ol 
glass; also a pane of glass. 

Lintel—Horizontal piece over a door or window opening 
of any material, used for appearance or support of wall above 
or both. 

Miter—To join two pieces at an angle. 

Muntins—Small divisions separating panes of glass ini 
window. 

Newels—The upright posts at the start of the stairway 
usually receiving the stair rail. On landings and top d 
staircase for the same purpose. 

Plan—A horizontal section of the walls of a building; # 
indications on a horizontal plane, of the relative positions 0 
the walls and partitions with the various openings, such & 
windows and doors, recesses and projections. 

Purlins—Those pieces of timber which support the rafters 
to prevent them from sinking. i 

Plate—A piece of timber on top of a wall giving support 
and bearing to the ends of rafters. 

Plinth—The block that receives the casings and base of: 
door opening. In a wall the term plinth is applied to tk 
projecting base or water table, generally at the level of the 
first floor. 
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Rail—The horizontal board іп any piece of framing or 
paneling, 
| Ribbon—The term usually applied to a small strip notched 
into the studding to support the second floor joist. 

Ridge Board—The highest horizontal timber in a roof to 
which the rafters are framed. 

Roof Pitch—The proportion obtained by dividing the span 
by the height. 

Scarfing—The joining and bolting of two pieces of timber 
together transversely so that the two appear as one. 

Screeds—Long, narrow strips of wood put on horizontally 


along a wall and carefully faced out of wind, to serve as 
guides for plastering the wide intervals between them. 

Scribing—Fitted woodwork to an irregular surface. 

Shoe—The lowest member of a baseboard making the finish 
against floor. 

Sills—Are the timbers on the ground which support the 
posts and superstructure. 

Soffit—The lower horizontal face of anything, as, for 
example, of an entablature resting on and lying open between 
the columns, or the underface of an arch where the thickness 


is seen. (Continued to page 110) 
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Rafters and Pitches 


By L. 


uniformity in the understanding of the various 
terms used in connection with roof framing, such 
as: pitches, rafter lengths, rise and run. 

It is the purpose of this article to give a clear idea of 
what the above terms really mean and the accompanying 
table, in addition to the diagrams illustrating rafters and 
roof pitches, also contains the lengths of common rafters 
and gable areas for the three principal pitches. 

Span. The span of a roof is the total width of the 
building over the wall plates. Thus, if a 
building is 24 feet wide—the span of the 
roof equals 24 feet. 

Run. The run of a common rafter is the 
horizontal distance from the center line 
of the roof to the outer edge of the plates 
on which the rafters rest. The run, there- 
fore, equals half of the span. Thus the 
run of a roof having a 24-foot span will be 
24 divided by 2, equals 12 feet. 

Rise. The rise of a roof is the vertical 
distance from the top of the plates to the 
top of the ridge, measuring along the 
center line of the roof. In figuring rafters, 
the rise is taken as the vertical distance 
from the top of the wall plates to the upper 
end of the measuring line. 

Measuring Line. This is the line on 
which the length of the rafter is measured 
and is parallel to the edge of the rafter. 
This line should always be drawn on the 
rafter as it simplifies the laying out and 
helps to avoid mistakes. 

Pitch. The pitch of a roof is the slant 
or angle of inclination that the roof makes 
with the horizontal plane on the level of 
the wall plates. Roof pitches may be 
expressed in three ways: 

1. In terms of the ratio that the total 
rise bears to the whole width of the 
building or span. Thus one-third pitch 
means that the height of the roof from the 
plates to the ridge equals one-third of its 
span. If a building is 24 feet wide, the 
height of the roof from the plates to the 
ridge equals one-third of its span. If a 
building is 24 feet wide, the height of a 
one-third pitch roof will be 24 divided 
by 3 equals 8 feet. 

2. It may be expressed in terms of its 
vertical rise to each foot of horizontal run. 
Thus we may say that the pitch of a roof 
has an 8-inch rise to 1 foot run. Using 
the above figures, the run of a roof 24 
feet wide is 12 feet. Since the roof rises 
8 inches to each foot of run, the total rise 
will be equal to 12 times 8 which equals 
96 inches or 8 feet, which is the same as 
one-third pitch. 

3. The pitch may also be shown by the 
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plane expressed in degrees and minutes. Rafters and the Roof Pitches in the Steel Square with, Below, a Table 
Thus, if the angle formed by the rafters of Roof Pitches. 
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Perth 


and the plane on the level of the wall plates equals 33 
degrees and 41 minutes, that roof is of one-third pitch, 

The lengths of rafters given in the table were computed 
by the following rule: 

“To obtain the length of a common rafter multiply the 
span by: 

.559 for one-fourth pitch; 

.6 for one-third pitch; 

71 for one-half pitch." 

By the application of this rule the lengths of rafters for 
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any span not given in the table may be 
easily obtained. These lengths, however, 
do not contain the “tail” or eave projection, 
which must be added to the length of the 
rafter when estimating. 

Lean-to Rafters. To obtain the lengths 
of rafters for one-way roof, the following 
rule should be followed: 

“Find the length of the common rafter 
in the table for the corresponding span 
and pitch, and multiply this length by two.” 

This is clearly illustrated in Figure 3, 
where the length of a rafter for a “lean- 
to” roof for one-fourth pitch and having 
a 24-foot span is required. Referring to 
the table in the column under the heading 
“Fourth pitch,” we find that the length of 
a common rafter for a foot span is 13 feet 
5 inches. Thirteen feet 5 inches multiplied 
by 2 equals 26 feet 10 inches. In other 
words, a lean-to-rafter is twice as long as a 
common rafter for the same span and pitch, 
which is plainly demonstrated in the diagram 
by taking the imaginary common rafter 
“B” and swinging it into position “CD.” 

Rafter Lengths. Referring to the column “Rafter length” 
in the table, it should be clearly understood that these 
lengths, while being accurate enough for estimating pur- 
poses, should not be used for actual work, since in many 
instances the figures given in this column vary from the 
correct length of the rafter by a small fraction of an inch. 

In laying out rafters for erecting purposes a steel square 
should be used and particular care should be exercised 


Fig. 3. 
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Showing the Method of Measuring Rafters for a Lean-to-Roof 


of One-Fourth Pitch. 


that the relations between the pitch, run and rise are 
correctly established. As is shown in Figure 1, the actual 
length of a rafter is measured along the measuring line, 
which is the hypotenuse, or longest side of a right angle 
triangle, the other two sides being the run and the rise. 

Gable Areas. To the areas of gables given in the table 
allowances should be added for waste and laps. The gable 
areas are expressed in square feet. 


A Gothic Roof Problem 


By John T. Neufeld 


roof problem. We believe it is worth passing on. 

The problem is to lay out the valley or hip rafters 
for a Gothic roof. Note: the hip and valley would be the 
same as far as outline is concerned. To make the problem 
more interesting and instructive we have assumed that the 
addition is narrower than the main building but is to have 
the same height. This makes it a little more difficult than 
if the two parts were of the same width. 

First we should note that the radius of the main rafter 
is given and the problem is to lay out rafters number 2 and 3 
(page 102). For convenience the dotted lines are numbered 
and the same lettering is used for corresponding points on 
all lines. 

The roof plan should be laid out to any convenient scale 
say let 1 inch equal one foot. Then draw the center line 
number 10 through both parts of the plan. The center 
lines will intersect at the point “B.” A line drawn from 
“x” to “b” will be the base line of the valley rafter, and 
may be called the run of the valley rafter. The next step 
is to draw lines from “a” to the base line of the valley 
(these must be parallel to the edge line). These lines 


O" of our readers has sent in an interesting Gothic 


can be any distance apart, but should be rather close 
together near the edge of the building. From the points 
“b” that is the intersection of these lines with the base of 


bln ’I 


the valley draw further lines to the points “c. 

We now have a number of points on the base lines of 
all three rafters. These points are points of equal distance 
from the edge of the roof, therefore the roof above these 
points must be of equal height. Thus the point “e” must 
be just as high as the point “d”; also point "f" must be as 
high as point "d." All points equal distance from the edge 
of the roof must also be of equal height. All measurements 
must be taken from the arch number “1” for which the 
radius was given. The lines "b-e" are made equal to 
“a-d” and the lines “c-f” also of the same length. А line 
drawn through all the points "e" will describe the outline 
of the valley rafter; also a line through the points "f" 
will describe rafter number “3.” (The upper illustration 
is given to show the reasoning for these steps.) 

All the work up to this point can be on paper. To get 
the outline on the lumber material for the raíters the barn 
floor will be convenient. 

Draw on the floor a straight line for the base of the 
valley rafter. Note that an inch on the drawing that you 
have made is one foot on the drawing made on the floor. 
Next lay out the points "b" on the base line; then draw 
the lines “b-e” of length indicated by your drawing made 
on paper. This gives the points through which the arch 
is drawn. Proceed in the same way for rafter number "3" : 
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PROBLEM 

To layout The Rafters ofaGothic Roof With an addition -The Main Part is 40-0" 
Wide and The Radius is 28-0". The Point of Radius is on The Base Line. 

The. Addition is 52:0" Wide, But The Height is The Same. 


SOLUTION ; [4l Lay ovt Aech*1 with 

(1) Lay out a Plan of the Root 21:0" Radius 

(2) Draw o Line thro the center of each (5) Draw Lines from'atob 
Part. and from b toc. 

(3) The center Lines (19 intersectat"b (6) Make ‘Line  b-e'and cf 
Д Line from X. to b is the base equal to a-d” 


Line of the Valley Rafter. =o" (7) Draw the arch thru These 
Points 


Here Is Illustrated the Solution of a Problem in гасне Gothic Roof, as Discussed оп Page 100. The upper drawing 
shows the reasoning for the steps shown below. 
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S there IS money for you in recom- 

mending and installing Sun-Red 
Edge Wire Cloth for screening doors, 
windows and porches. 


Sun-Red Edge AluminA answers 
your demand for “something different — 
and better in screen wire cloth.”’ It is 
perfectly woven of heaviest standard 
wire, with square mesh insuring 100% 
insect protection. It gives double service 
because it will last twice as long as ordi- 
nary galvanized screen cloth. It lays per- 
fectly flat, and will stretch on your 
frames like a sheet of paper. 
It is furnished only in one- 
piece rolls of perfect cloth. 


When you use Sun-Red 
Edge Screen Cloth you 
have the only Self-Mea- 
sured and trade-marked 


screening made (measure marks every six 
inches), bearing the manufacturer’s guar- 
antee of quality—the Sun-Red Edge. 
This Red enamel Edge also gives dou- 
ble protection against moisture which 
collects under nailing strips. 


Sun-Red Edge is made up to a 
standard and not down to a price— 
furnished in AluminA, Black Painted 
and Copper-Bronze. 


There is money for you in recommend- 
ing the kind of screen cloth that makes 
satisfied customers, saves time and labor 
in installing and replac- 
ing. Sun-Red Edge will 
do this for you. 

Look for the Sun-Red 
ends on every roll. 


Distributed by Leading 
Hardware Jobbers. 


REYNOLDS WIRE CO., Dixon, Ill. 


SUN RED EDGE 


Screen Wire Cloth 
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HOW DAN DOES IT 


A Department for Passing Life Savers" along to other Builders 


For Handling Wallboard 


WHEN you are called upon to finish off a room with 
wallboard on an upper floor and the stairway is too 
narrow or too winding to allow the large sheets to be 
carried up, try this method. Place an extension ladder 
against the house, beside a convenient window. Attach to 
it a chute, as shown in the sketch, made of two boards 
and a two by four. This should be clamped or nailed to 


Dotted lines indicate T 
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Carrier fo assist in Carryin 
48° Sheets of Wall Board. 
This Carrier and Chute Are Simple to Make, but Very 
Useful in Getting Large Sheets of Wallboard Into Upstairs 
Rooms. 


the ladder. Make a carrier, also shown in the sketch, of 
heavy wire or band iron. With this carrier it is a com- 
paratively easy matter to handle the sheets, taking them 
up the ladder and placing them in the chute. Once in the 
chute it is easy to slide the sheets through the window, into 
the room where they are to be installed. 

L. W. Pike, 17 Brattle St., Brattleboro, Vt. 


of 
A Tool for Removing Shingles 


SUPPOSE that every carpenter has, at some time, 
taken home skinned knuckles and a bad humor after 
doing the most aggravating job that falls to his lot, that is, 


$2 for an Idea 


Dan is an ingenious cuss. Nothing ever stumps him. He always knows the way out when he 
runs into a tough problem out on the job or in the office. 
will pay $2.00 each for every good idea he can use here to show and tell other builders “how to do it.” 
Send him a rough sketch and a short description of what the tough job was and how you handled it, 


Address Dan-Do-It, care of American Builder, 105 W. Adams St., Chicago, Ill. 


Dan is editor of this Department and 


tearing out and replacing old shingled valleys or patch- 
ing shingled roofs in general. It was one of these jobs 
that caused me to design the tool shown in the sketch, 
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An Old Buggy Spring Worked Into This Shape Is Useful 
E og Shingles and Saves Damage to Ones 
nuckles. 


It has proven its worth for 15 or 20 years and perhaps 
some others would be glad to hear of it. 

This tool was made of a thin leaf from a buggy spring. 
The thin end was ground sharp and the sides were notched 
as shown. It was then offset about 134 inches to keep 
the knuckles clear in working. It makes a convenient tool 
for ripping off shingles, cutting off nails. By driving it 
against them or by engaging with the side notches and 
striking the offset with a hammer the most unyielding 
may be cut off or torn out. 

L. M. Honce, 4039 Edenhurst Ave., Los Angeles, Cal. 
T 


When Working Alone 


T is sometimes necessary to put on a long trim board or 
other unwieldy piece when there is no one around to 
give you a hand. This can be done more easily if you 


This Stich holds your board while you 
A length or nail it on 


A Small Stick Tacked to the Center of a Long Piece 
z Trim Takes the Place of a Helper When Working 
one. 


will tack a stick onto the board, at about its center. Have 
this stick of a length very nearly the same as the height 
at which the board is to be nailed. The stick will hold the 
board up sufficiently so you can do the nailing. 


WERNER GRAATZ, General Delivery, Tuckahoe, М. Y. 
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Could you sell the " House that Jack Built"? 


Reputations sell bouses and tbat includes tbe materials tbat go into them 


HO “Jack,” of the famous Mother 

Goose jingle was, nobody knows. 
But what we do know about the house 
he built and the rat that ate the malt 
stored in it, makes us believe he was 
without much reputation as a builder. 


Your local reputation is one of your 
greatest assets. And it is easy to back up 
your own standing, by using nationally 
famous materials in the houses you sell. 


Johns-Manville Asbestos Shingles on 
à home are a talking point that has 


WM Johns-Manville |: 


RIGID ASBESTOS SHINGLES 


closed many a sale. The use of such ad- 
vertised roofing in itself suggests quality 
construction to your prospect. He knows 
the name, and knows that it stands for 
superior roofing. 


No builder can afford to overlook the 
importance of exterior construction spe- 
cialties. The roof is something which 
any prospect will regard as of the great- 
est importance. When you can tell the 
home seeker that the house has a roof 
which will never burn, rot, rust, corrode 
or wear out you have gone far toward a 


New York 


sale. Johns-Manville Asbestos Shingles 
provide such a roof. And because of 
their varied colors, sizes and shapes, 
they afford you the opportunity for va- 
riety, so desirable in building groups 
of houses. 

It PAYS to associate yourself with na- 
tionally known and accepted products. 


We are always glad to discuss the use 
of J-M Asbestos Shingles on houses 
built for re-sale. Use the convenient 
coupon or write to us in detail about 
your plans. 


JOHNS-MANVILLE CORPORATION 
Chicago Cleveland San Francisco 
(Branches in all large cities) 


Toronto 


I should like complete information about J-M Asbestos Shingles. 


Company. 
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To Keep Glass Clean 


ERE are a couple of ideas which I have found handy 
in working. When I have occasion to set small panes 
of glass, as in cabinets or French doors, where the sash 
or frames will need several coats of paint, I cut sections 
of paper the size of the panes of glass and place them on the 
glass as I insert it in the opening. Paper can be used on 
both sides of the glass. When the painting is finished I 
take a sharp 
knife and cut the 
paper out, leav- 
ing a clean cut 
edge and clean 
glass. 

Often there is 
amisunderstand- 
ing among build- 
ers and others as 
to exactly what 
is meant in stat- 
ing the hand of 
locks. The fol- 

. lowing rules, 
based on the 
adoptions of the 
Bureau of Stand- 
ards and the 

manufacturers of building hardware, make this clear. The 
hand of a lock is determined from the outside of the door 
to which it is applied. In the case of a cupboard or closet 
door or bookcase, the outside is the room side. If standing 
outside of a door the butts are on the right, the door 
requires a right hand lock; if on the left, a left hand lock. 

If standing outside the door opens from you, it takes a 

lock with a regular bevel latch bolt; if opening toward you, 
it takes lock with a reverse bevel latch. 
J. PauL Ровтеооѕ, 235 W. Moody Ave., New Castle, Ра. 


t 
To Plane Warped Boards 


i is a very difficult matter to plane and sand warped 
boards which have a width of around 10 inches. Mate- 
rial to be used for shelving and similar purposes should 
be planed and sanded in order to take off the dirt, dust 
and machine marks, but often this is not done because of 


Wand to be planed 
Bene. 
Piece of axr Chey 
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ОО Жома oun Бе Сой Зо Pha Benti Тыз 
Manner for Planing with Good Results. 


Paper Over Glass Panes Keeps the 
Glass Clean While Painting and Is Then 
Cut Away. 
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the fact that the material is warped and it cannot be planeg 
evenly. Here is a method which makes it possible to plane 
such material, however. Place the warped board on g 
solid bench and place a good strong, straight piece of 
two by four across one end or the middle, as near ag 
possible to the part that is to be planed. Place a Piece 
of material of the same thickness as the board to be planed 
under the end of the two by four as shown in the sketch 
Then clamp the two by four to the bench at each end 
This will press the board down flat so that it can be plane | 
evenly and be used instead of going to waste. 1 


Owen STACEY, Box 45, care Carpenter Shop, 
Mount Hermon, Mass 


ef 
A Counter Balanced Door 


qus accompanying sketches show a method of hanging 
a door, with ordinary butt hinges, in a cellar way 
having an inclined ceiling because of the stairs above, [| 
is a simple solution of a problem made difficult by crowded 
space. 

The door is fastened by 
hinges at the top and is 
opened by pushing with 
the foot at the bottom of 
the door. It is balanced 
with a weight, weighing 
exactly the same amount 
as the door. The rope, 
or sash cord, to which 
the weight is attached is 
fastened to the bottom of 
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The Door to a Basement Stair Under Another Stair Can Be 
Hung in This Manner for Greater Convenience. 


the door and from there is run through two pulleys at 
the side of the stairway where the weight is attached 
A kick plate is placed at the bottom of the door to prevent 
marring. Instead of the regular door lock a bolt that can 
be operated from both sides is used to fasten the doof 
I have used this combination and found that it works vef 
well. Where a number of doors lead from a hall, as й 
the plan view, with some of the doors opening into Ж 
hall, it is a real nuisance, but this layout takes care 
the situation. 
]о$ЕРН P. Schurz, Rt. 2, No. 19, Dubuque, lows 
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Genasco roofs help 
to sell your homes! 


An attractive colorful roof gives the finishing touch 
that sets off the home to advantage, that makes 
a definite impression on prospective purchasers, that 
leads to easier sales for you. And that is why 
Genasco Sealbac Shingles are such an asset to 
builders everywhere. 


Genasco Sealbac Shingles—Individual and Strip— 
are made in four beautiful non-fading colors—red, 
green, blue-black and Mix-Tone. There is still a wider 
choice of color in Genasco Sealbac Extra-Heavy Indi- 
vidual Shingles. Besides the four colors mentioned 
above, there are five additional colors—Chinese Red, 
Sea Green, Nut Brown, Heather Purple, and Blended 
Buff—nine attractive colors in all. They offer a de- 
lightful choice of color, and wonderful combination 
effects. 

Genasco Sealbac Shingles are also noted for their 
unusual durability. They are made with tough, long- 
fibred, asphalt-saturated rag felt which is coated on 
both sides with Trinidad Lake Asphalt Cement. This 
cement is produced from nature’s own waterproofer, 


Trinidad Lake Asphalt, which contains all the life- 
giving, weather-resisting properties built into it by 
nature—and nothing has been extracted. 


Trinidad Lake Asphalt Cement—used only in Gen- 
asco Shingles—seals the saturant in the shingles, pre- 
vents deterioration and insures long service. The un- 
dercoating of Trinidad Lake Asphalt Cement—known 
as the “Sealbac”—tends to cause the shingles to ad- 
here together on the roof—an exclusive feature. 


Not only are Genasco Sealbac Shingles durable, but 
they are fire-safe as well. They are on the approved 
list of the Underwriters Laboratories, Inc., and are 
classed as “fire safe” by municipalities having most 
stringent fire-safety building laws. 


Write to us for full information regarding Genasco 
Sealbac Shingles. They mean much to you as a 
builder. They help you solve your roofing problems 
to the best advantage, make for attractive appearance, 
and result in easier sales. Don’t put the matter off— 
fill in the coupon now—and mail it today! 


The Barber Asphalt Company 


New York 


Philadelphia 


Chicago 


St. Louis Kansas City San Francisco 


Genasco Sealbac 


Strip Shingles Individual Shingles 


p----------- 


Pittsburgh 
Oneasco r 
Philadelphia 


Reg US. Pet orf. Please have your representative 
call and tell us about Gen as co 


Sealbac Shingles — 
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Genasco Sealbac Extra 
Heavy Strip Shingles 
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Standard Register Practice 


Modern and Old Methods of Installing 
Metal Registers in Warm Air Heating 


By R. C. Nason, Heating Expert 


cold air registers in heating is tightness. Next in 
importance is stream line design of intermediate 
pieces, usually known as boxes. 

Dirt streaks about registers are directly traceable to 
cracks outside the borders. Either the aperture has been 
inaccurately cut or the connection slovenly made. Failure 
of certain rooms to heat often may be charged to crude 
design of boots and boxes wherein obstruction to warm 
air flow is offered, with consequent reduction of the 
quantity of warmth supplied. 

With reference to 
sheet metal register 
boxes, the general 
rules are that the 
throats of the duct 
openings must at 
least equal the warm 
air leaders to which 
they are connected, 
be free from sharp 
corners and opposing 
surfaces whcih offer 
back pressure. Fin- 
ished connections de- 
mand, further, that 
all burrs, lips, seams 
and similar protru- 
sions be peaned 
down smooth and joints be as nearly air tight as possible. 

The foregoing points are well demonstrated in Fig. 1, 
which shows, leít, a transition from an oval riser to a deep, 
floor register box. Construction of this nature might occur 
when neecssary to avoid a joist or other obstruction. The 
correct design is shown in the same figure, at the right. 

Arrows in the illustration at the left reveal what takes 
place when warm air supply strikes the top of a horizontal 
pipe to which a vertical duct is connected. Were one to 
throw a pail of water against a similar surface he would be 
thoroughly wet from the splash. The action of a warm- 
air stream is idedntical, only no tvisible to the eye. That is, 
a back pressure is set up which retards the free flow of 
heat. The ultimate effect is forcing the furnace to gener- 
ate more heat to overcome the back pressure. 

Note the right illustration, by contrast. Here the transi- 
tion from oval to round is by means of a full-throated round 
elbow. As the warmth hits the sloping surface only 
slight impediment to its force occurs. The same comparison 
is noted in the transition from the horizontal section to the 
register box. The opposing sheet metal surface in the left 
figure is straight, whereas that at the right is sloping and 
of full area. The offensive corner, in reality a dead air 
pocket, has been chamfered. 

A like condition often is found in the tops of heat risers, 
usually known as stack heads. In Fig. 2 there are shown 
a double connection, with flat top, right and with a deflect- 
ing tee, left. Imagine a current of warm air coming up both 
designs. In the right figure the air stream would strike 


Т: cardinal factor іп properly attaching warm and 


Air Heating. 


Fig. 1—The Incorrect Method (Left) and the Correct Method (Right) 
of Making a Transition from an Oval Riser to a Floor Register in Warm 


the top of the head with a slap, then pass out through the 
two side openings into which registers are to be set. In the 
left hand design the air current would strike the V of the 
yoke, then pass out the openings, but without substantial 
impediment to its flow because the direction has been gradual, 

Lest it be understood that the evil result described a 
occurring in the design at the right is universal, let it be 
said that this type of connection usually receives baseboari 
or wall registers which have valves, or louvers. Thes 
may be hand operated to give right connection piece. Some 
installers, nevertheless, install registers without valves, 

those similar to floor 

registers having snub 

louvers. It is by no 

means rare to find 

floor registers in 

stalled as wall regis- 

ROUNO ters and under the 
detrimental condi- 

E^ tions heretofore de- 

scribed. 

A correctly valved 
baseboard register, 
before installation, 
may be seen in Fig. 
3, which also shows 
the valve immedi- 
ately behind the lat- 
tice face. А down 
ward or upward push, of the little lever at the front adjusts 
the opening of the required size. Were there no total valve, 
as is sometimes encountered, frictional resistance would 
reduce the heating effect. 

Studding spaces may be too narrow to permit satisfactory 
warm air heating with a single register. Some artisans, Ю 
overcome the handicap, join on registers of narrow width 
and greater height; that is, they install registers оп their 
side. This is a profound mistake because experiment has 
shown that only the upper two-thirds of a wall register 
performs actual service on account of the velocity of the 
warm air within. A homely illustration might be that of 
a railway train which passes its station due to momentum 
Warm air in heating passes up a heat stack at substantial 
velocity, with the result that, although its objective, tht 
register, is reached, it cannot take advantage of the total 
area of escape. : 

It is for the foregoing reason that registers under no t- 
cumstances may be less in free area than the warm ài 
leader, or basement duct, to which a particular register is 
connected. A margin of safety, say 10 per cent, provide 
beneficial results. 

One hears much about the comparative merits of bas 
board and floor registers for heating first floor rooms, It 
certain western states the former take precedence. In east 
ern states floor registers are more common at present. 
far as effectiveness in heating is concerned there is littl 
difference. From the standpoint of sanitation and rendering 
a warm air plant beyond criticism there is no doubt btt 
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You save your strength with 
the new and narrower 
Disston Saws 


AWING has changed, 
-— and Disston Saws have 
In te B changed with it. Every one 
/ of the M of the new line of Diss ton 
pi Hand Saws is narrower, 


gradual, Р 
ribed u thinner and lighter than 


Ce 


let it be 
меи ever before. 
Тм Narrower! Easier to use. The new Disston D-8 


Lightweight Saw (on 
top) now weighs only 
23 ounces. The new 


E . \ 
ы Stif, yet thin. Less width 


to flo MI means less weight to push, 


ng snub . Disston Regular 
sier work all day. iss £ 

s bym and ea y Pattern D-8 Saw (un- 

to fini derneath) now weighs 

: only 2615 ounces. 
18- 

der the 

ondi- 

ore de- 


` valved 
gister, 


It took Disston Steel and 


1 Disston skill to produce these 

shows Six Ad lighter, thinner saws, stiff 

пи tx vantages and sturdy, which save your 
e 


1—Lighter Blades strength and speed up 


dowi- 
adjusts — for easier cutting your sawing. 
1 valve, 
would 2—Narrower Blades See these new and better 
—save strength к | 
factory 3 Disston Saws at your hard- 
ans, to 3—True-Taper Grind ware store. You can get your 


ge The improved Disston 
n thet ll True-Taper Grind produces a 
s 3 thin back with perfect double 
of th 4275: one from the handle 


that of f to the point, and the other 


—for faster cutting 
4—Thin, yet Stiff 

—for true running 
5—New Handles 


favorite model. There are 
seven lightweight (ship) pat- 
terns and eight regular pat- 
tern (standard width) saws, 
all finer than ever before. 


wj from the cutting edge to —give better balance 
ve, the ff the back of the blade. The 6—Disston Steel 


HENRY DISSTON & SONS, INC. 
Philadelphia, U. S. A. 
Canadian Factory: Toronto 
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Fig. 2—Two Designs of Double, Combined Stack Head and Register 
Box. Note the sharp turn the warm air must take in the design at the right 


and the improved design, eliminating the sharp, at the left. 


that floor registers pick up a great amount of dirt which 
would not enter a baseboard register. 

For second floor rooms baseboard and wall registers 
зге standard practice for reasons of sanitation, effective- 
ness—by offering less obstruction to heat flow—and being 
above the floor the strata of cool air always found there 
cannot interfere with the warm supply. This condition is 
noted frequently on upper floors and requires that wall 
-egisters be placed at least nine inches above the floor, 
otherwise the cool floor air may impede the heat supply. 
If the warm air supply is of weak velocity and registers 
are too low cases are by no means uncommon where the 
downward force of the cold, floor air is greater than the 
4pward current, hence the warm air register acts as a cold 
air exit. 

If upper floor warm air registers were attached to the 
same risers that admit heat to the first floor and were cold 
air to fall down the warm air duct the heating value of 
the entire stack will be nullified. It is singular that great 
attention is given the matter of circulation of warm air in 
a building being warmed with a furnace and comparatively 
little to cold air circulation. Practically all scientific studies 
concern warm air distribution, whereas it is equally impor- 
tant to know what becomes of the air along the floor line. 
Misplaced registers often tell the tale, through bad example. 

Effort to save time and labor cost are underlying causes 
of register failure. Sometimes, for example, one sees in 
residences completed only a few months fair sized cracks 
around the borders of registers. If they are in floors, lint 
and dirt gather in the cracks while, if they are baseboard or 
wall registers, the walls directly above the registers become 
dirt streaked. This condition, too, is seen often on ceilings. 

Cases have been observed where wall registers loosen at 
their tops. Unless corrective measures are taken they have 
been known to fall out entirely. Looseness comes from 


neglect to solder galvanized sheet steel straps, at least 
Straps 


one inch wide, to the ends of the register boxes. 
«should be thrust through slots pro- 
vided in the register frames as 
shown in Fig. 4, peened down, and 
they may be soldered. The faces 
then are screwed firmly into frames. 
It is excellent practice, too, to lay 
felt gaskets, % inch thick, between 
the frames and faces before screw- 
ing. No looseness, then, can exist 
unless screws loosen. This they are 
unlikely to do, as the straps of the 
sheet metal box support the frames 
and perform the bulk of the work. 


Instead of sheet iron straps some 
installers leave flanges on the edges 
of the register boxes and peen them 
over the frame all around, as shown 


in Fig. 3. If a felt or cork gasket register frame. 
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Fig. 3—A Baseboard Register Attached 
to a Stack Head with 
Attention is called to the total value 
behind the grille and the method of 
peening down the stack flange over the 
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is set on and the face screwed on tightness 
is assured. There is nothing to be said in 
defense of the installer who takes neither 
of the foregoing precautions, but merely 
screws registers to walls. This is a pog 
practice and should be discouraged at al] 
times. Under this process an opening jg 
left in the walls, the register boot set into 
the opening, tnen the register flanges 
imply screwed to the lath and plaster with. 
out gasket of any kind. The criticism jg 
that in time the screws work out through 
insufficient foundation. Cracks then permit 
the exit of soot and dust which streak wall; 
and ceilings. , 

The Standard Code of the National 
Warm Air Heating and Ventilating Asso. 
sociation suggests that “When a baseboard or wall regis. 
ter is used these must be permanently attached to stad 
heads" and that floor registers "Shall be provided either 
with register borders or double register boxes of tin or 
galvanized iron with an air space of not less than 1 inch 
between inner and outer boxes." These directions bring 
out the important points that registers must be rendered 
free from provoking fire hazard and must be so substan. 
tially set in place that constant travel over them will not 
weaken their snugness. 

Borders of floor registers usually are of the same mate- 
rial as the faces today, although outer slate borders are 
still favored in some localities. Insetting so that faces 
are level with the floor is desirable from the standpoints 
of good appearance and freedom of travel. It is common 
in some sections for installers who wish to rush a job 
through to nail wooden strips about one inch square to the 
sides of the joists and screw register faces to such strips. 
Such a procedure as this is not considered a good plan 
because of the likelihood of dust passing through the 
crevices between frames and wood strips. If manufactur. 
ers of register boxes provide a flange on their outer edge 
these may be peened down, a washer laid on and th 
face screwed down, thus making a substantial, yet fairly 
quick method of connection. 

Extensive use is now made of recirculation, wherein cold 
air is passed by individual ducts to the base of the fur- 
nace, reheated and again sent to the rooms. This involve 
cold air grilles, which are customarily installed in the floors 
of front halls, living rooms, closets and like places. Plain, 
lattice designs are favored at present. Formerly cold air 
grilles were of hard wood, but recent trend favors metal 
due to superior wearing qualities of the latter. 

Although cold air grilles number less than one-halí tht 
warm air registers they have greater free area than indi 
vidual warm air registers. Their installation involves much 
the same features as warm air floor registers. 


4 


Fig. 4—A Wall Register Face ai 
Frame. Note the slots at the right sič 
of the frame to receive sheet metal straf 
which should be soldered to the end 
the duct collar, thrust through the sloth 
then peened down. 
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This riming coat of METAL. 
molongs the life of 


finish coats... + . 


pene coat of Aluminum Paint 
will prolong the beauty and fresh- 
ness of finish coats of paint long after an 
ordinary paint job would have broken down. 


When Aluminum Paint is applied to the wood 
its tiny flat flakes of pure Aluminum overlap 
each other. They leaf together forming an 
opaque coat of metal which provides a durable 
foundation for the finish coats. 


This priming coat is moisture-proof. It pro- 
tects wood from the warping and checking 
which, with ordinary primers, causes pre- 
mature peeling and chipping of the finish 
coats of paint. 


Aluminum Paint is opaque and impermeable 
to the bleeding through of stains. 


By using an Aluminum priming coat you 
prolong for the owner the original beauty of 
his newly painted home—and insure for 
yourself his approval of the finished paint job. 


We will gladly send you complete information 
about the use of Aluminum Paint as a prim- 
ing coat. 


The pigment base for the better grades of Aluminum Paint is 
ALBRON made from pure ALCOA Aluminum. 


To use ALBRON as the pigment for a priming coat is to assure 
the quality of the pigment. 


Most paint manufacturers and dealers are prepared to furnish 
ALBRON with a suitable vehicle for priming coat use. 


ALUMINUM COMPANY OF AMERICA 
2411 Oliver Building, Pittsburgh, Pa. 


Offices in 19 Principal American Cities 


“IT LEAFS” 


“This Aluminum Priming 
Coat seals the surface of 
the wood, keeping out 
moisture and prevent- 
ing the warping 
\ and checking that 
ordinarily 
A would break is | 
down the тү" 
finishing 
А coats.” 


A Pine-Panelled Room With 
Quaint Colonial Cupboards 


N the revival of American Colonial homes 
architects and contractors find their 
clients interested in pine-panelled living 

or amusement rooms. One of the great 
advantages of the pine-panelled room is 
its provision for cupboards. Beneath the 
mellow surface of pine panelling, ample 
“place to put things” can be provided. 


Careful seasoning, smooth milling and 
rigid grading fit Shevlin Pine for panelling 
as well as for exterior use. Its fine grain 
and even texture fashion readily. Leading 
lumber dealers supply five varieties: Shev- 
lin Northern White Pine, Shevlin California 
Sugar Pine, Shevlin Pondosa Pine, Shevlin 
Norway Pine and Shevlin California White 
Pine. 


Send for booklet “Specify Shevlin Pine.” 
Shevlin, Carpenter & Clarke Company 


903 First National-Soo Line Building, Minneapolis, Minn. 


Chicago Sales Office: 1866 Continental & Commercial Bank Bldg.; 
San Francisco Sales Office: 1028 Monadnock Bldg.; Toronto, Ontario, 
Sales Office: 606 Royal Bank Bidg.; Sold in New York by N. H. 
Morgan, 1205 Graybar Bldg., 420 Lexington Ave. 
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This pine-panelled room with its commodious cupboards in the Omstel House at New Castle, Delaware, 
built about 1730, offers a suggestion for the modern home. 
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No. 37 
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Waterproofed Concrete V7 
now GUARANTEED for 


25 Years 


For the first time in the history of the building industry 
a concrete waterproofer and hardener is now backed 
by the most sweeping guarantee ever written. 


During 25 years of continuous use for every type of 
concrete protection, "ANTI-HYDRO" has stood 
every test to which it has been subjected. In fact 
“ANTI-HYDRO” jobs improve with age. The ear- 
liest installations—25 years old—stand today as pos- Amarican Bank 


Note Co. Bldg. 


itive evidence of the permanence of “ANTI-HYDRO” Kirby, Pettit & 
reen— Arch. 
results. Hedden Constr. Co. 


Scribner Building —Contr. 
Ernest Flagg— The original "ANTI-HYDRO" formula—more than 


Ronald Taylor— 25 years old—has not been changed during this 
asi quarter-century of use. Another worthy record which 
proves the efficiency of the " ANTI-HYDRO" method, 
in spite of the many new uses for concrete. 


“ANTI-HYDRO” is a liquid, integral compound 


А е Singer Sewin 
which makes concrete permanently hard and water inger Sewing 


proof as well as acid, alkali and oil resisting—in one Building 
Ernest Flagg— 


operation, It is easy and economical to use. It is an Pa os а. 
anti-freeze and accelerator. It increases the tensile —Contr. 
strength of concrete. It also waterproofs cement 
mortar, dampproofs masonry and prevents, to a 
marked degree, efflorescence stains coming from the 


mortar. 


The Waldorf-Astoria 
Henry J. Hardenbergh— 


Arch. БР | solve them with “ANTI-HYDRO”. World-wide dis- 


Whatever your concrete problems may be, you can 


John I. Downey—Contr. 


tribution makes “ANTI-HYDRO” available in prac- 
tically every civilized part of the world. Specifica- 
tions for any particular application will be furnished 
upon request. 


Use “ANTI-HYDRO” on your next job 


Automobile Club of 
America 


Ernest Flagg— Arch. 
Weber Constr. Co. Cont r. 


ANTI-HYDRO 
WATERPROOFING 
COMPANY 


265-295 Badger Ave. 


Old Lord & Taylor Building Packard Building EWARK, N. 
e fo 
Albert Kahn—Arch. N J 
Thomas B. Leahy—Contr. 
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from rural districts in recent years have sprung 

from the universal desire among the six million 
farm families for more comfortable and convenient places 
in which to live. Six thousand farmers and their wives 
recently unlocked their ideas of a home in the American 
Farm Bureau Federation’s ideal farm home contest which 
has just closed. The judges inspected 5,640 plans sent 
in by farm men and women. 

Charles L. Bisbee, Jr., of Moline, Mich., was awarded 
first prize. The second prize was won by Worth La Rock, 
of Pine Island, Minn. The other 100 prizes went to farm 
home planners in various ports of the country. 

It is significant that-more than a third of the plans 
came from seven of the rich central west states, ranking 
as follows with the number of home plans submitted indi- 
cated after each state: Iowa, 504; Illinois, 409; Minne- 
sota, 390; Ohio, 305; Missouri, 259; Wisconsin, 242, and 
Indiana, 217. These states sent in a total of 2,327 plans. 
Practically every state in the Union was represented with 
from 3 to more than 500 plans. 

The judges’ count shows that about three times as many 
women submitted plans as men. 

The bureau’s contest gave farmers a chance to show their 
keen interest in homes. The number entered is significant. 
Apparently the desire to compete comes from a sincere 
interest in home planning. The first prize was valued at 
$300 and the second $200; the other prizes were valued at 


M ‘es of the thousands of relief demands coming 
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Best Farm House 


Plan Awarded First Prize in American Farm 
Bureau Federation Contest ~ Nearly 
6,000 Designs Submitted 


BEST OF 5,640 PLANS—Above Is the Plan of an Ideal Farm Home Awarded First Prize in the American Farm 
Bureau Federation’s Nationwide Contest Which Has.Just Closed. The plan, like many others entered in the competition, 
calls for a two story house. It is of the Colonial type. А sketch of main floor is shown at left and second floor to right. 
Charles L. Bisbee, Jr., of Moline, Mich., submitted the winning plan and was awarded a prize valued at $300. 
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$20 each. Certificates for home building material wë 
given instead of cash. 

Most of the plans submitted, including the first pri 
winner, were for two story houses. The winning plan са 
for a house of the Colonial type commonly found tod 
strung along suburban streets. 

The prize winner’s plan allows for four bedrooms, thre 
upstairs and one downstairs. A room for the hired haf 
is provided for on the main floor. In addition to f 
bedrooms there is a sewing room, a bathroom, and al 
plenty of closets. There is free circulation provided in # 
plan between the living room, dining room and kitché 
Mr. Bisbee's plan was among the simplest submitted. [ 

"Either wide wood siding or shingles are adapted { 
this house,” said Mr. Bisbee in his explanation sent along | 
with the plan. Window shutters of apple green and a gray? 
green roof would make this house a very pleasing and 
effective home to build on any farm." 

The contest reveals quite clearly that there are many 
details which must be included in planning a farm home 
that are not needed in the city home. The planners stressed 
the need of space for a convenient closet for the men's work 
clothes. Kitchens were arranged to save steps. Modern 


plumbing, heating, lighting and other similar aids to house- 
keeping were emphasized in most of the plans, showing that 
farmers are anxious to have all the conveniences that the 
city man has previously monopolized, says a report of 
the competition. 
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THE DEVILBISS COMPANY ; 


NEW YORK 


AMERICAN BUILDER (Covers the Entire Building Field) 


consistently proved in 


practical service... 


NOTHING but service can sustain leadership. 
Sooner or later the difference between promise 
and performance is made evident by experience. 


DeVilbiss leadership in the spray system indus- 
try rests squarely upon service to the user. Nearly 
a score of years ago the first DeVilbiss spray 
system was built because the world needed and 
wanted a better method for the application of 
paints and finishes—because it was needed by 
the painters and finishers of the world—not 
merely to give DeVilbiss salesmen something 
new to sell. 


And through the years that have seen this first 
DeVilbiss spray system multiply by thousands, 
and the giving ’way of old, long-established 
painting and finishing methods before the far 
greater efficiency of the spray system, DeVilbiss 
has led because DeVilbiss renders a new and 
valuable service to innumerable occupations 
and industries. 


This leadership can be translated into terms of 
profit to you. You have only to afford us an 
opportunity to tell you how practicably, eco- 
nomically, and efficiently DeVilbiss leadership 
has solved your individual painting or finishing 
problem. 


We have just issued a new and complete catalog 
of DeVilbiss Portable Spray-painting Outfits 
which we will gladly send you on request. 


DeVilbiss 


Spray- pasning System 


Spray guns of various types Spray booths, exhaust fans, 
and sizes, and approved lighting 
Pressure feed paint tanks fixtures, 
and containers. Air compressing equipment 
Air transformers and ac- Air and fluid bose and 
cessories. connections. 


Complete outfits from the smallest band-operated units 
the largest industrial installations. 


238 PHILLIPS AVENUE + TOLEDO, OHIO 


Sales and Service Branches 


PHILADELPHIA 
y ST. LOUIS 


CLEVELAND 
SAN FRANCISCO 
Direct factory representatives in all other territories 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


DETROIT INDIANAPOLIS CHICAGO 


WINDSOR, ONT. 
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AMERICAN BUILDER (Covers the Entire Building Field) 


Better Home Builders’ Association to Hold 
New York Exposition 


N exposition of better built Certified Homes, including 

the furnishing and equipping of the homes, will open 
May 19 in New York City suburbs. All homes to be exhib- 
ited in this exposition are built by Certified Home Builders, 
members of the National Better Home Builders’ Associa- 
tion. They are to be certified by the Certification Com- 
mittee of each Chapter of this association throughout the 
Greater New York District, and a purchase loan and re-sale 
certificate is to be issued on each home. 

National Better Home Builders’ Association is an organ- 
ization not for profit, having no capital stock. It was 
organized and is being operated by the Better Home Build- 
ers throughout America. Each member of this association 
is pledged to a rigid code of ethics and must follow definite 
rules and regulations in connection with the home building 
business. It is an organization for the protection of the 
buying public and through the certification and issuance of 
the purchase loan and re-sale certificate on each home built 
by the member, the buying public is assured that it is get- 
ting dollar’s worth for dollar when buying a certified home. 
All reputable builders are invited to join this association. 

Co-operating with the association in connection with the 
Better Homes Exposition are some of the leading national 
and local manufacturers of building materials, supplies, 
building specialists and dealers. Furniture dealers, manu- 
facturers of house furnishing equipment are co-operating 
in furnishing and equipping the homes that are to be 
exhibited. 

Local newspapers, national magazines and periodicals in 
the home building and equipment field, civic clubs, women’s 
clubs, throughout the Greater New York District are also 
co-operating to make this exposition a success. 

There will be more than 100 homes built by members 
of this association, and located throughout the Greater New 
York District. These will be thrown open for public 
demonstration on May 19 in connection with this exposition. 
The homes will be furnished by local furniture dealers, 
manufacturers of household equipment and others. 

The management in co-operation with the local commit- 
tees have worked out several other unique and attractive 
features in the way of publicity which will create local 
interest in this exposition. A plan has also been worked 
out to secure the name and address of every person pass- 
ing through the homes that are exhibited during the week. 
In connection with this, valuable prizes are going to be 
given which will insure the name and address of those 
present. An effective method of following up all visitors 
to the exposition homes is planned. 

Additional information regarding this exposition may be 
had by applying at 150 Broadway, the district office of 
the association. 
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New Insulating Board Introduced 


A NEW insulating board is to be made at Greenvil 
Miss., by the Chicago Mill & Lumber Corporation 
a new plant, on which work has already been start 
Yearly production at the rate of 75,000,000 square feet 
be started in September. A force of 150 men will Î 
employed when the plant opens. Capital behind this en 
prise totals $1,500,000, accord- 1 
ing to a recent announcement 
by Walter P. Paepcke, presi- 
dent of the corporation. 
This new board is described 
as being suitable for use wher- 
ever heat insulating or sound 
deadening qualities are re- 
quired. It can be stained or 
painted for interior or exte- 
rior usage. In addition to these 
features, it is strong, light and 
rigid, having as its base mate- 
rial only the best grades of 
southern hardwood fibres. The 
finished board measures four 
feet wide and ¥% inch thick. 
The length varies with the 
purpose for which it is to be O'Neill Ryan, Sales 
used. ager of the Insulating Boa 
The two principal officials Division of the Chicago M 
in charge of the insulating and Lumber Corporati 


board division of the Chicago 


Mill & Lumber Corporation are: O’Neill Ryan, sales n m 


ager, who was formerly assistant general manager of the 
Celotex organization, and George W. Powers, who will be 
in charge of production. Mr. Powers comes from the 
Insulite Corporation, where he worked in the same сарас 
ity. Sales headquarters will be maintained in the Conway 
Building, Chicago. 

The product will be sold direct to large corporate usefs, 
and to retail building supply and lumber dealers. 

Heat insulation and sound deadening properties of this 
new board are obtained through its special construction, 
Arrangement of the hardwood fibres permits small air holes 
to exist throughout the board, thus causing it to resist heat 
and cold and absorb sound. The manufacturers state that it 
will deaden sound to the extent of 30 to 35 per cent, as 
proved in tests made over a number of months under varied 
conditions. 

The manufacturing process to be used in the production 
of the new board is simple but essential in bringing about 
the desired qualities. 


George W. Powers, Pre 
duction Manager of the New 
Insulating Board Plant # 
Greenville, Miss. 


Walter P. Paepcke, Presi- 
dent of the Chicago Mill 
and Lumber Corporation. 
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FIND 
OUT HOW 


Easy it is to Make 
$4,500 to $12,000 a Year 


Learn te read Blue Prints this amazing 


сап train to make $4,500 to $ 

My FREE Blue Prints and big FREE Beek, 
“Hew to Read Blue Prints," disclose all the 
so-called “mysteries” of Blue Print Reading 
alto give some startiing facts abeut the 
nine best Jobs іп America—Jebs open оту 
te men whe can read Blue Prints. Den't send 
eno репву—јиві mall the ceupon! 


O longer need you spend years trying 
to pick up the “mysteries” of Blue 
Print Plan Reading—for now a quick, 

sure practical method has been pe lected 

that has made thousands of men Blue 

Print Experts in a surprisingly short time. 


THE SECRET OF BIG MONEY 


This is no ordinary “school course.” It 
is practical from start to finish. It is 
based on many sets of real Blue Prints— 
lang that would cost thousands of dol- 
ars if purchased from the architects. 
Twenty famous experts in all lines of con- 
struction work tal 


о 


IF YOU LIVE 
NEARBY 


REE 


BLUE 


PRINTS 


AND FREE BOOK “HOW TO READ BLUE PRINTS” 


Show You The Way To 


BIG PAY JOBS 


1 Building Superintend- 
ent—$5,000 to $12,000. 


2 Building Inspector— 


$4,800 to $8,000. 


3 Appraiser — $6,000 to 


$10,000. 


4 Material Buyer—$5,000 


to $7,500. 


5 Material Salesman— 


$5,000 to $12,000. 


NO EDUCATION NEEDED 


This is the kind of training that quickly 
puts men into 500 to $12, a year jobs 
—or into profitable contracting businesses 
of their own. Yet now you t it right 
at home in only 2 or 3 months. It re- 
quires no extensive education. If you can 
read and understand what is written here 
you can easily master it. 

See what this training has done for 
others: Bartholomew, Calif, became a con- 
tractor at an increase of over 30096 his 
first year; Blair, Okla., stepped up to Su- 

erintendent at 100 ncrease; Dickerson, 

. L, increased his salary 700% in 12 
months: Marchand, La. says: “Му in- 
come has increased 200% and I now have 
more contracting work than I can do.” 


AMAZING OPPORTUNITIES 


Over seven billion dollars will be spent 
this year in new construction! No won- 
der, then, such tremendous opportunities 
are open to you when you have this 
"head-work" training in Blue Prints. 

If you want more money—real big 
money—then choose a “Blue Print" job in 
Building. Here is the one field where 
there are unlimited opportunities for ad- 
vancement. 


MAIL COUPON TODAY 


So accept by FREE gift of a complete 
set of real working Blue Prints and my 


Dept. D-122, 118 East 26th St., Chicago, Ill. 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


6 Building Estimator— 
$6,000 to $10,000. 


7 Real Estate Expert — 
$5,500 to $12,000. 


8 Construction Foreman 
$4,500 to $8,500. 


CONTRACTOR AND 
BUILDER IN A 
BUSINESS OF 
YOUR OWN— 
$5,000 to $12,000. 


fascinating Book “How to Read Blue 
Prints” that tells all the interesting and 
instructive facta 


2 Chicogo Technical College 
ө le — 8 70 80 00e ataetp este | 
FREE. Just fill out | 
and mail the coupon 

today—NOW! 


Chicago Technical Scheel fer Builders, 
Dept. D-122, Chioage Tech. Building, 
6th Street, 


6 % 6% %%% a 
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WHATS NEW 


for the BASEMENT 
Specialties "With Sales Appeal" 


For futher information in regard to any item described in the “What's New" Departments 


address, American Bu 


Storm Sash and Screen Combined 


At of the basement windows made by one of the lead- 
ing manufacturers are supplied already tapped and 
drilled to be fitted with the combination storm sash and 


screen, shown applied to the window illustrated here. This 
combination 


sash is a 
metal frame 
which is ap- 
plied to the 
window by 
means of a 
set of clips 
and screws, 
making it 
easily re- 
movable. 
Either glass 
or screens 
can be 
placed in it 
quickly and 
easily by 
means of fasteners which hold either the pane of glass or 
the metal bound screens securely in place. 

In this way the one unit serves, with glass installed, as a 
storm window in winter, effectively keeping the basement 
warm, and as a screen in summer. The clips and screws 
for attaching to the regular sash are furnished with the 
storm sash and these are all that is required for a quick 
and easy installation on the basement window. 


ef 
Clean Heating Plants 


HE picture reproduced here shows a scene which has 

been made possible by the development of modern heat- 
ing equipment. Basement space being utilized for living 
purposes means a heating plant with all dirt eliminated. 
The heating plant in this scene is an oil burner which means 
that the coal bin is gone, ashes and dust eliminated. There 
is a place for the children to play with plenty of room for 
their toys and no disturbance to the rest of the family. 
A billiard room is possible, a workshop, a home gymnasium 
or a cozy den. 

This oil burner can be installed right in the present heat- 
ing plant, whether it is steam, hot water, vapor or warm air. 
There is no change of the furnace required nor removal 
of grates. The whole job can be done in a few hours. 
Once installed the burner is reliable. It has only one 
moving element and that is so simple and rugged that 
there is little if any wear. 

The mixture of fuel as distributed evenly around the base 
of the combustion chamber where it breaks into flame. This 
circle of flame is in direct contact with the metal heating 


This Combination Sash Is Easily Remov- 
able and the Panes and Screen Are Readily 
Interchangeable. 


Ider Information Exchange, 105 W. Adams St., Chicago 


surfaces and they absorb every possible heat unit f 
the flame. 

With this installation the heating is automatically ¢ 
trolled at all times and the heating plant requires [i 
attention. The labor and time saved amply repay the ho 
holder for the cost of the original installation. In additi 


A Clean Heating System Has Made This Basement Avail 
- for Living Purposes Instead of Letting It Go 
aste. 1 


the same cleanliness obtained in the basement is also fou 
throughout the house. There is less cleaning to be dor 
and the controlled heat means more healthful living com 
ditions. ХА 


А Long Lived Coal Chute 


A NEWLY designed coal chute, recently placed on tl 
market, the salient feature of which is its extrem 
durability, is shown in the illustration. This chute is mad 
of heavy gauge steel, riveted at the corners. The do 
opens vertically, as shown, and is self-sustaining, in pos 
tion. The hinges, which are welded to the frame main 
this position until the door 
closed. There is no means û 
opening the door from 
outside. Only by pulling à 


chain on the inside can the 


latches be released. This chan 
and the latches can be seen in 
the illustration, 

The chute is furnished with 


This New, 


Steel Coal 


Chute Has Been Designed 
for Durability. 


either solid or glass doors. It 
requires a masonry opening 
1534 inches by 22 inches. It 
is furnished in two depths? 
inches and 12 inches, to pro 
vide for carrying thickness 
of walls. It can be used in 
concrete, brick or frame com 
struction, 
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RUUD 
MANU! 
CO., Pit 


Pleas 
the nev 
Circular 
Name . 
Street 
City 
State 


THIS %40.00 PRICE REDUCTION 
" al Should Decide Your CHOICE of WATER HEATERS 


RUUD ROYAL BLUE Now $95.00 


—perfect "rust-free" hot water service for 
small modern homes at a new low price. 
All RUUD “standard” features have 
been included plus smart modern rich 
royal blue finish. 


The RUUD ROYAL BLUE has a defi- 
nite place in small modern homes that no 
other water heater can fill - also for certain 
conditions of climate and water. Entirely 
automatic—open the faucet—the flow 
of hot water is instant and inexhaustible 
—close the faucet—turns off the gas. 


Orders being filled as received 


RUUD ROYAL BLUE at *95.00 meets 
the builders’ needs for a low price quality 
heater. Orders alreadyreceived have taxed 
the capacity of RUUD factories. Avoid 
delayed shipments— send in your orders 
now for your spring building program. 
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Mail the coupon for complete infor- 
mation about the RUUD ROYAL 
BLUE at the new low price of *95.00. 


MANUFACTURING 
CO., Pittsburgh, Pa. 


Please send copies of 
the new Ruud Royal Blue 


circulars, E ‘a | 
ths, 9% Name ы ПРЕ "T x "M 
юрт m RUUD MANUFACTURING COMPANY 
knesses — Pittsburgh, Pa. 


used in City ::  — — — ——w— — 
ne com State 


"I'm glad that the equipment in a home 
interests you as much as the home itic J. It is 
something to which I bave given much time 
and thought and it’s the principal reason why 
all of my bomes are soon sold. It will be a 
pleasure to me to point out to you all the qual- 
йу equipment in this bome. Like all of my 
bomes this one also is equipped with Duro.” 
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The A n Duro Fresh N 
Flow Water System is a re- E è ^ А 
markablevalue for builders. MS ( the modern scheme. of things. Prospective home buyers 
A complete, electric, auto- Í А 
matic water system . . 250 | | have educated themselves to look for the things that 
gals. per hour capacity, list ( s . 

to b. factory price N | make home life always comfortable апа convenient. 


In thousands of suburban and country homes Duro is 
known for its marvelous performance, unfailingly bring- 
ing the delights of fresh running water under uniform 
pressure ... without care or attention. 


Specify Duro and get all the Duro superiorities in quiet, 
care-free, long-life performance and low operating cost. 
Duro Water 


Softeners All Duro branch offices have factory trained men to 
There аге three yps help you on any installation. Write for new Duro 
de Aes: Catalogs on Water Systems and Water Softeners. 
Semi-Automatic (here А 
illustrated) andthe THE DURO COMPANY r Dayton, Ohio 
Hand-Operated. The 
list f.0.b. factory price 

of the latter is 


Pee ANN. X | ONE are the days when people bought houses . . . now 
they buy homes in which to live life abundantly under 


Water Systems -Water Softeners , 


i ре, 


Tor New Basements and for 
Modernizing Old Basements 


Steel Basement Columns 


—neat, fire-resisting metal columns that 
take the place of masonry piers, Just the thing 
for modernizing the basement. Take less 
room, quickly installed and economical. 


Ash-Pit 
Doors 
—neat, tight-fitting, 
clean-out doors used 
at the base of chim- 
neys for removing 
ashes and soot. 


Electric Meter Boxes 


—installed in the foundation of a 
home enable the meter man to read 
the electric meter without entering the 
basement of the house. In addition to 
the meter it contains a safety switch. 


Donley 
Coal Chutes 


— here's a device that 
can be installed when 
the house is being 
built or to modernize 
an old home. A coal 
chute replaces the 
old-fashioned coal 
window, protects the 
foundation during coal 
delivery. Solid metal or 
glass doors can be had. 
Made of finest materi- 
als. The best looking 
. chute on the market. 


Steel Basement Windows 


—admit 75% more daylight, and afford better ventilation. Un- 
like windows of wood, they will not warp, shrink, rot or swell. 


Use These Donley Devices 


A" basement, whether new or old, can 
be made more usable and convenient 
by the installation of the Donley Devices 
shown above. 


Home renters or builders want a basement 

that has a maximum of space, that is well 

lighted and one which is not subject to 
by meter men and coal men. 


Many basements with dens or play rooms 
have fireplaces in them. The Donley Book 
of Successful Fireplaces tells how to build 
hreplaces that will not smoke and will burn 


ONLEY 
EVICES 
‹ 


properly. A copy may be had upon receipt 
of 25c to cover cost of mailing. The 
Donley Catalog of Building Specialties also 


sent if requested. 


THE DONLEY BROTHERS CO. 
13910 Miles Avenue + Cleveland, Ohio 


THE DONLEY BROTHERS COMPANY 
13910 Miles Avenue, Cleveland, Obio 


Gentlemen: 

Enclosed find 25c covering the cost of mailing The Donley 
Book of Successful Fireplaces. Check this space if you 
want a copy of The Donley Catalog of Building Specialties. 


Name 


Address 
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What’s New for the Basement 


Copper Steel Coal Chutes 


ITH the storage of coal in the basement came the need 

for special arrangements which would enable it to be 
delivered conveniently and without injury to the building. 
Missing window panes, broken sash and battered frames 
and walls demonstrated the need of something more sub- 
stantial than the ordinary basement window. The makers 
of coal chutes have sought to improve their product by using 
materials that would resist this rough treatment. 

The manufac- 
turer of the coal 
chute shown here 
recognized that 
this severe serv- 
ice demanded the 
strongest mate- 
rial obtainable— 
that is, steel. The 
use of copper- 
steel in this chute 
is an assurance 
of durability for 
this special alloy 
is not only rust- 

Toughness and Durability Are Char- resistant but 
acteristic of This Copper Steel Coal tougher than or- 
Chute. dinary steel, it is 
stated. These chutes withstand the hard knocks of coal 
delivery and protect the walls from defacement and dam- 
age and soon save their initial cost by the elimination of 
repair bills. 

The strength of these chutes is ample, not only for 
residences but also for apartments, offices, factories, and 
other buildings. The chutes are neat and attractive in 
appearance, harmonizing perfectly with the foundation. 
With all their advantages they are inexpensive, some of 
the styles costing little more than wood basement windows, 
it is stated. 


+ 
An Automatic Furnace Regulator 


HILE the furnace regulator shown here may be new 

to many readers, it has been under observation and 
test for over three years on actual house heating jobs and 
has proved a thoroughly successful regulator for return 
air furnaces. This regulator is an adaptation to warm air 
furnaces of the principle of thermostatic gradual control 
of draft and check dampers which has for years been 
employed by power plant engineers and builders of low 
pressure steam and hot water heating boilers. 

On warm air furnaces this regulator is installed in a 
warm air pipe which leads from the furnace to a warm 
air register that is always open. It operates on a change 
of five degrees in the temperature of the circulating air, 
gradually closing the draft and opening the check damper 
as the air temperature approaches or goes above the 
desired set limit; gradually closing the check damper and 


In This Furnace Regulator the Principle of Thermostatic 
ee Has Been Successfully Adapted to Warm Air 
urnaces. 


April, 19% 


opening the draft as the air temperature lowers. It main. 
tains, to within five degrees, a uniform temperature of the 
air circulating from the furnace. р 


This regulator is simple in construction. Six hollow, 
individual metal diaphragms are enclosed in an open cage" 
Each diaphragm contains a gas that expands and contrac H 
very rapidly with temperature changes. The expansion ad 
contraction of these flexible diaphragms operates a lever 
that controls the draft and check dampers. The action j 
entirely automatic, actuated entirely by the temperature 4 
the air entering the warm air pipe. No connection is required 
to hand control chains, room thermostats or other device, 
It is easily adjusted to any temperature desired. h 

This regulator, which is intended only for use on reci д 
lating, warm air furnaces, is shipped complete, with chaine 
weights and pulleys, ready for installation. 


4 9 
Electric Heating for Homes 


HE electrically-heated home, without a chimney or coal 
bin, is now a reality. Homes and buildings in a half 
dozen cities have been successfully heated by this meang 
this winter. This new method of heating consists of heating 
large thermal storage tanks of water, using electric current 
only at night when it can be obtained from the utility af 
the lowest cost, and releasing this stored heat within the 
home as required. 
The same plan, either in conjunction with the home 
heating system or independently, can be used to supply 
$ 
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One of the Electrical Heating Plants Which Has Вей | 

Placed in Actual Operation and Given Satisfactory Heat 
ing Service. 


the domestic hot water needs. This heating system can be 
installed as a hot air, hot water, vapor or double-pige 
system. The charging or storage of heat is substantial 
the same in all cases, the only difference being in the ша 
ner of discharging the heat. 4 

Electric heating is no longer experimental and the cost 
is reasonable, it is stated. Тһе developer of the systemi 
states that he believes that the average eight-room homt 
in the central belt of states, comprising Pennsylvania, ОШ 
Indiana and Illinois, can be heated electrically for apptaꝶ 
mately $350.00 per winter, provided, of course, the buildi 1 
is well insulated. Ы 

Heat by electricity is not the product of combustion, nd 
does not consume oxygen. The amount of oxygen in tg 
air, ordinarily used to a great extent by coil, oil, gas% 
wood fires, is therefore left intact and the products of com 
bustion, such as smoke, gases, soot and ashes, do not exist 
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5liK-M Incinerators 


hollow, 
v For Residences, Apartments, Hotels 
sion and 
a lever Sem 
action jg À 
‘ature of 
required: 
г device, 


Stationary 
Side Grate 


from Brie Welland | "T 
allows firetoburn, Г 


On Sides as well as 
top.) 


Fire and 


1. Chancellor Hall, Philadelphia, Arthur W. Hall, Architect, F. V. Warren Co., Contractors. 

2. Elton Apartments, Mt. Vernon, N. Y., Louis Levine, Architect, H. & A. Const. Co., Contractors 
3. J. W. Hawk Apts., Oklahoma City, J. W. Hawk, Architect & Owner, C. E. Huffman, Cont. 

4. J. Goldstein Apts., Los Angeles, Clay N. Burrell, Architect, Sommarstrom Bros., Contractors. 
5. 

6. 

T: 


1315 Godfrey St., Philadelphia, V. J. Monaghan, Owner. 
H. L. Simons’ Residence, Indianapolis, H. L. Simons, Architect and Owner. 
R. K. Fuller Res., Loudonville, N. Y., Otto Preis, Architect, Fuller & O’Brien, Inc., Conts. 
| ROM coast to coast K-M Incinerators furnish side walls, thus allowing the circulation of air 
1 can de effective incineration at low cost in all 1 and speedy combustion on all sides as well as at 
ible-pipe of buildings. One of the seven models will fill the top. There are no moving parts in K-M In- 
tantially | every requirement. K-M Incinerators are of cinerators — no bearing blocks, shakers or 
he шат blast furnace design to provide maximum draft. handles. K-M Incinerators are absolutely fool- 
{ A patented grate arrangement forms а suspend- nee and can never get out of order. Write for 
the cost) ed basket to keep refuse away from the fire brick etailed specifications. 
4 system d III 
m home 


“lll KELLOGG MANN & Co., INC. 


building?) 
315 Grote St. Buffalo, N. Y. 


10m Please send me complete details of your K-M Incinerator. | ) I am a builder, or [] I am a dealer. 
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WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


Does the house anes 
have running water? 
.. then ГІ look it over!” з NOTE THESE 


STAR FEATURES 


Completely enclosed. All parts fully 
protected. 

Compact—19” in diameter, 21” high. 
— capacity —210 and 420 gallons pet 
our. 


Entirely automatic —starts itself—stop 
itself. 


Easy to install—only two pipe conne 
tions. 

Completely equipped, including electri 
motor, automatic switch, pump and tank 
Quickly accessible—simply lift hood. Th 
removal of one stud bolt exposes 
Quiet and exceptionally smooth running 
Self-oiling. 

Supplies steady, full stream wil 
pulsation. 

Fresh water connection with every pum 
at no extra charge. 


Running water—water under pressure! Nothing in a 
house located out beyond the city water mains will make 
that house sell quicker or easier! Nothing will enable you 
to sell more advantageously—keep your customers more 
content—pay you bigger returns on your investment. 


And here is just the plant you need—the Fairbanks-Morse 
Home Water System. A completely modern home water 
system that sums up the best features developed during 
Fairbanks-Morse's long experience in water plant build- 
ing. Compact. Clean-cut in design. Automatic. Capacity 
of 210 gallons per hour—enough water for the whole fam- 
ilys use. Finished in delft blue automobile lacquer— 
reflecting the quality-building found in every detail. And 


all it costs is $70. 
Find out more about this remarkable plant. Also about Can be used with large storage * 
when desired. 


our liberal easy payment plan. No matter what your water Genuine F.M unit гооо 
problem, give Fairbanks-Morse Engineers a chance to help guaranteed—the biggest home water 
you solve it! No obligation. Send the coupon now. tem values ever offered. 7) 


FAIRBANKS-MORSE „гу, ار‎ 
Home Water Systems ; 


Manufacturers FAIRBANKS, MORSE & CO., Chicago, U. S. A. 


Branches and Service Stations Covering Every State in the Union 
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Fairbanks-Morse Products “Every Line a Leader Є 785 oc e 
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T. trend is toward livable cel- 
lars in modern homes. Prospects 
look for this feature in your houscs — 
expect to find it and buy more readily 
when they see it. 

The key to successful design of a 
modern cellar is the heating plant. 
Thatcher recognized this fact. The 
Thatcher Elite“ enamel jacketed 
boiler was designed particularly to 
meet the trend. 

It is an efficient boiler— honestly 
rated — with sufficient capacity to 
keep your homes warm in the cold- 
et weather. It is economical on fuel, 
due, to its characteristic “staggered 
fire travel" construction. — No heat 
iswasted. These are powerful selling 
points! 

Perfect insulation guards against 
heat loss. The **Elite" has the thick- 


modern · 
. this home . this cellar . 
_+ this boiler < 


“Modern Cellar Designs“ is the title of a new booklet whieh con- 


tains much of interest to you. 


est coating of asbestocel (14 thick) 
used on any boiler, also an efficient 
dead air space between boiler and 
jacket. 

)It is handsome in appearance — 
dust-proof—and adapted for use with 
coal, oil or gas. It was designed for 
modern cellars — and you can use it 
in your houses to particular advan- 


It is free. Write for a copy today! 


tage. Get the facts on the Elite.“ 
Its cost is low and its influence in 
clinching sales is great! Write for 
complete details! 


THE THATCHER COMPANY 
39-41 St. Francis St., Newark, N.J. 


New York — 21 West 44th St. 
Chicago—341 No. Clark St. 


THATCHER 


Boilers - Radiators - 


Furnaces - Ranges 
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Improved Vacuum Heating Pump 


pe removing air and condensation from return line 
heating systems, the vacuum heating pump shown pos- 
sesses several outstanding advantages, it is claimed. Inde- 
pendent air and water units are built into a compact assem- 
bly so that air and water are handled separately. The 
water unit unloads when not actually pumping and the 
power it requires is, therefore, directly proportional to the 
amount of water pumped. 


Independent Air and Water Units Are Compactly Built 
Into This Vacuum Heating Pump, Saving Expense in 
Operation. 


The separating tank, being between the vacuum unit 
and the return line, is under vacuum and so assures 
complete separation of air and water. Water is handled 
only once. Air—representing four-fifths of the total volume 
that must be pumped—is discharged direct to the atmos- 
phere against no back pressure. These features combine to 
make the operating cost of the pump low and to assure 
efficient heating. 

This pump is furnished in sizes ranging in capacity from 
2,500 to 300,000 square feet, equivalent direct radiation. 
Either automatically controlled or for continuous operation. 


КУ 
Copper Steel Basement Windows 


I^ building a home some people overlook many small, 
but sometimes most important, details. They want their 
windows to be the best looking on the street and pride 
themselves on their taste. They want everything to be 
as neat and attractive as possible, but they frequently over- 
look the importance of durability in basement windows. 
After one 
such experi- 
ence with 
poor base- 
ment win- 
dows the 
owner will 
insist on the 
best. 


Copper- 

This Copper Steel Basement Window steel is used 
Gives an Increased Lighting Area and Is in the base- 
Extremely Durable. ment win- 
dow illus- 


trated here. This material is rust-resistant and durable. 
According to the manufacturers, this window will change 
the ordinary, dark, gloomy basement into a well-lighted 
livable room and at a cost no greater than for wood win- 
dows. It is claimed that they will not sag, shrink, swell, or 
stick and that they give a greatly increased amount of light. 
The frame of these windows is made of one piece con- 


What's New for the Basement 


[April, 10 


struction, insuring strength, rigidity and durability, The 
window is easy to operate and there is nothing to get out 
of order, so that you can open them in warm as well as cold 


and damp weatter. 


The only expense in connection with 


these windows, once they are installed, is an occasional 


painting. 


T 


Economical Basement Columns 


H ERE is a metal basement column, strong, 
neat, fire-resisting and which takes less 
room than masonry piers. These columns, or 
stanchions, offer an ideal means of support for 
the building. They are quickly installed and 
economical in first cost, being made of reclaimed 
pipe, thoroughly painted and provided with cap 
and base. They are supplied in four-inch and 
five-inch diameters and each diameter in seven 
and 715-foot lengths. 


* 
A Pressed Steel Coal Chute 


HIS new coal chute is made of 12 gauge, 
pressed steel, electrically. welded into a solid 
unit. Being made of steel, there is no chance 
of its being broken by being struck by large 
lumps of coal. This chute is made with two 
styles of door, a steel panel door and a glass 
panel door. In fact, the same door can be 
fitted with either steel panel or glass panel. 
The glass or steel is held in the sash against 

a cushion of cork by means of patented glazing 
clips which make a change of panel simple and 
easy. If the home owner happens to have a 
steel paneled door and finds that his coal room 


is too dark he can have the steel panels taken out and 


replaced by wire glass at any time. 


Another feature of this puttyless door coal chute is one of 


great convenience. 


The lock has a chain attached so that 


it can be opened from any part of the basement without 
even entering the coal room. When the coal man arrives 


the chain is pulled and the window is opened. 


If the coal 


has all been put into the coal room, the delivery man 
merely slams the window shut and it automatically locks, 
It cannot, then, be opened except from the inside of the 


basement. 
room at all. 

This coal chute is made 
in two standard sizes. The 
regular size for homes is 
22 inches by 16 inches by 
10 inches. It has either 
steel or glass panels, as 
desired, and is furnished 
either with or without a 
hopper. The regular apart- 
ment size measures 32 
inches by 22 inches by 14 
inches and is also fur- 
nished with either steel or 
glass panel and with or 
without a hopper. 

The glass panels are 
extra large, giving more 
light in the coal room 
than is ordinarily secured 
with a coal chute window 
or even with regular base- 
ment windows. 


The home owner does not have to enter the coal 


This Steel Coal Chute Wil 
Not Get Broken by Large 
Lumps of Coal. ч 
This chute is a really valuable piece of 
equipment, as it protects the wall and, with a hopper, keeps 
the coal off the lawn. 


ril, 1929 
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Equipped Homes 
TO SELL , 

During the past few years we have installed in our homes 

a great number of your Chimney-fed Incinerators and are 

pleased to inform you that we have found their use a dis- " 

\ tinct aid in merchandising these homes. We are very 
Td strong boosters for the Incinerator idea. We have an In- 
" cinerator in our office building and we have found the 
"e one installed in my own home indispensable. 
lumn. p 
ы. RUE, George W. Miller, President of Miller- the next few homes you build. Call on us for liter- 
Storm Co., Inc., found that the Kernerator ^ ature to enclose with your promotion letters. Use 

one d in his own home is indispensable. our free advertising cuts in your local newspaper 
кб. True, Miller-Storm Co., Inc., have a Kernerator advertising. Place our attractive Kernerator ad- 
* in their office building and by observation have vertising cards on the handy hopper door during 
er learned how trouble-free it is. the period of inspection. It will pay you as it 


r man But—neither of these facts would cause this suc- bas Р aid others. 


cessful Detroit firm to use the Kernerator in the 


Chimney-Fed or Basement-Fed (for homes already 


locks, 2 а 
оЁ е homes they build if it did not pay them to do so. built), 5 or 6 Room Residence Model $90; mason- 
е coal Thats what makes Miller-Storm's letter worth ГУ about $50 additional. Write for complete in- 


the reading! 


Add the Kernerator to Your Sales Force 
Find out for yourself —include the Kernerator in 


These are only a few of the great number of Miller-Storm Co., 


Garbage and Waste Disposal 
for New and Existing Buildings 


Inc., homes in which Kernerators are used and used exclusively. 


formation and prices on all models or phone 
nearest representative. Offices in over 100 cities. 


KERNER INCINERATOR CO. 
753 E. WATER STREET MILWAUKEE, WIS. 
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Holland Forced Vaporaire Heating 
Helps You Outsell Competition 


Put a powerful selling factor in the basement all parts of the home. Heating response is quick 


of every home you build by installing Holland and direct. In summertime the cooling effect 
Aire-U-W' ell Vaporaire Heating. Outsell com- of the propeller is equal to several electric fans 
petition. Put Holland national advertising to in every room. You can positively guarantee 


work for you. Re 
duce your selling 
costs and increase 


heating comfort and 
satisfaction without 
assuming responsi- 


turnover. Home buy- bility. Every Holland 
ers want Holland is installed under di- 
forced-air heating. rect factory super- 
The modern Aire-U- vision and backed by 
Well system is an elec- an iron-clad guaran- 


tricaly controlled 
Vaporaire plant with 
.a motor- driven air- 
plane type propeller 


tee that protects you 
and the home buyer. 
Get the facts. Learn 
how Holland co- 


installed in the top. operates with build- m 
Warmth is driven in ers and helps them sl: 
measured volumes to sell more homes. tir 
co 
For address of nearest branch look in your telephone book & 
de 
th 
HOLLAND FURNA " ARM FRIENDS 
تت‎ Pou: 
HOLLAND FURNACE COMPANY, HOLLAND, MICHIGAN 
World’s largest Without obligation on m please О Send me literature 525 direct 
installers of a Have а Holland mancal factory branches 
home-heating OO У and service pix 

stations Tu 
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FOR ADVERTISERS’ INDEX SEE NEXT TO LAST PAGE 


FIXTURES, 


5 by the sheer simplicity of modern 


architecture, Crane designers developed the 
new Corwith group of fixtures. With set-back 
slabs, a few deft touches, they achieved a dis- 
tinction which brings fresh charm to a modest 
cottage bath, as well as assists elaborate decora- 
tive treatment. In a boudoir-bath of chinois 
decorations from the time of Marie Antoinette, 
the Corwith lavatory and dressing table in 


иш 
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— 
— 
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Lucerne blue are here seen. The complete Cor- 
with group . . . . lavatories, baths, dressing 
tables, sinks, in a variety of interesting colors 
.... is illustrated and described, with informa- 
tion on sizes and variations in the beautiful 
Crane brochure, A. D. 46. Write for it. Go 
yourself and take your customers to see these 
pleasing new fixtures and other new plumb- 


ing ideas at the nearby Crane Exhibit Rooms. 


150 2500 
Pounds Pressure i i Pounds Pressure 


VALVES, FITTINGS, 


AND PIPING, 


FOR DOMESTIC AND INDUSTRIAL 


Crane Co., 836 S. Michigan Ave., Chicago 4 23 F. 44th St., New York + Branches and sales offices in one hundred and eighty eities 


USE 


Buyers these days demand 
a well-wired house 


[D advertising of the General Electric Wiring 
System has done much to educate the home-buying 


public to the need for adequate and correct wiring. 


In fact, they look at rooms with an eye to the comfort 
they will have when they're furnished. Are there enough color s 
convenience outlets for all the important electrical appli- ini Ew 


ances? Is there a switch at the door? If the answer is "no" ^ z 

na 
the chance of sale is greatly decreased. compat 

drawer 

ч Р lo t 
And, of course, General Electric's name is instantly accepted ч» 
Write tosectionW-124 as à symbol of lasting service and unquestioned efficiency. 

for an important little Any house which has a General Electric Wiring System N th 
booklet **House-wiring i ү А t 
Data for Builders.” adds several selling points to each of its rooms! : ya 
allowe 

venient 
the dis 

too, in 
an iron 

phone 

in use 

ironing 
IRING SYSTEM н 
This с 
appeara 


en scm de im ˙»'ꝓ 
MERCHANDISE DEPARTMENT · GENERAL ELECTRIC COMPANY - BRIDGEPORT, CONNECTICUT 


address, American Bu 


Stove Cabinet Removes Odors 


HE manufacturers of the stove cabinet shown in the 


illustration claim that it will eliminate all cooking odors, 
heat, steam and smoke from the kitchen. This cabinet has 
many novel features. The legs of the stove are eliminated 


This Stove Cabinet Eliminates 
All Odors, Heat, Steam and Smoke 
from the Kitchen. 


and in their place is 
a sliding shelf, two 
drawers, a bread box 
and three large com- 
partments. The cook- 
ing odors and heat 
are carried away 
through a six inch 
flue in the top of the 
cabinet, a draft being 
formed by holes in a 
grill work at the bot- 
tom of the upper 
doors. Regular flue 
lining, with individ- 
ual flues for each cab- 
inet, is recommended 
for the hook-up, an 
elbow making the 
connection from the 
cabinet to the wall 
flue. 

These cabinets are 
built in several 
heights to conform 
with other kitchen 
cabinet units. The 


color schemes are attractive and the cabinet is wired for 
electric light. It is constructed on a cold drawn steel chan- 
nel frame, electrically welded and reinforced at the corners. 
All parts are made in dies that are uniform and correct. 
In addition to the cabinet shown in the illustration, this 
company also makes a style in which the space below the 
drawers is made into a refrigerator compartment fitted 
to take any standard coil for electrical refrigeration. 


+ 


A Built-In Iron Cabinet 


К the past there has never been a suitable place in the 

home for keeping the electric iron. The iron had to be 
allowed to cool on the drain board, or some other incon- 
venient place, and then put away in the cupboard among 
the dishes. There has always been a serious fire hazard, 
too, in connection with the use of irons. The person using 
ап iron might be called, unexpectedly, to the door or tele- 
phone and leave the iron turned on. Then, too, when 
m use the iron has always had to occupy one end of the 
ironing board where it was in the way. 

With the iron cabinet illustrated here all this is changed. 


This cabinet is built into the wall. 
appearance and keeps the iron clean and free from rust, 


It is attractive in 
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WHATS NEW 
for the KITCHEN 
up-to-date Salable Specialties 


For further information in rogard to any item described in the “What’s New” Departments 
er Information Exchange, 105 W. Adams St., Chicago 


where it is out of 
sight but always 
convenient. The 
shelf, which is the 
back part of the 
door, is a handy 
and safe place to 
rest the iron while 
ironing. 

The sheet steel 
lining of the cabi- 
net is covered 
with two layers of 
asbestos paper, in- 
ee) a — вА, Safe Place for the Electric Iron, 

oth While in Use and for Storing, Is 
fire. The purealu- the Built-In Iron Cabinet. 
mium, ventilating 
door provides for quick cooling when through using. To 
install this cabinet a rough opening 10% inches wide by 
914 inches high is cut in the wall, preferably beside the 
ironing board. 


* 
One Piece Enameled Sink Top 


HE illustration shows à porcelain enameled round sink 

top. It is all made in one piece of 16 gauge Armco 
iron and can be made any size desired up to 10 feet in 
length. 

The bowl of the sink can be placed in any position in the 
top, either at the ends or in the middle. The sink itself 
is 16 inches in diameter at the top, 14 inches in diam- 
eter at the bottom, and 7% inches deep. The back and 
ends can be made any height desired up to 16 inches. 


-- 


These Sink Tops Are Available in Various Colors with a 
Contrasting Color on the Edge. 


The manufacturers have been enameling these in various 
colors with a contrasting color on the edges. At the 
present time there are a number of very large buildings 
in Chicago in which this ihstallation has been made and 
is giving complete satisfaction. 


Unless the Gas 
Range has a RED 
WHEEL it is 
NOT a LORAIN. 


The Edgewater Beach 
Hotel Apartments, 
Chicago, Ill. Architect 
Benjamin J. Marshall, 
Chicago, Ill. Builder, The 
Benjamin J. Marshall 
Construction Department, 
Chicago, Ill. Owner, The 
Bryn Mawr Beach Bidg. 
Corporation, Chicago, I 
Each one of 307 apart. 
ment suites is equipped 
with a Reli 


Red 
Wheel Gas Range. - 


A Representative Kitchen, Edgewater Beach 
Hotel Apartments, Chicago, Illinois, equipped 


Chicag 0 A part ment Н otel with Reliable Red Wheel Gas Range. 
Installs Over 300 Red Wheel ‘Ranges! 


E recently completed Edgewater Beach Hotel 
Apartments in Chicago, after carefully con- 
sidering many makes of cookery equipment, 
finally selected Red Wheel Gas Ranges for 307 of 
their apartment suites. 
There are good reasons for this choice made 
by the architect, Mr. Benjamin J. Marshall, and the 
owners, The Bryn Mawr Beach Building Corp. 


First of all, they realized that women concerned 
with cookery desire to cook and bake via the 
Time and Temperature Method. Further, they 
knew that the realization of this desire is best 
achieved through the use of the Lorain Red 
Wheel Self-regulating Oven, the outstanding 
device of its kind. 


With the installation of the Red Wheel Gas 


Ranges in all apartments they felt that each would 
rent more quickly. This is but a natural con- 
clusion because the Red Wheel is the best known 
oven heat regulator—it has been continually 
advertised in leading national magazines for 
ten years. 


There are but six makes of gas ranges equipped 
with the Red Wheel, namely, New Process, 
Reliable, Direct Action, Dangler, Clark 
Jewel, and Quick Meal. Over 2,700 schools 
and colleges use these stoves for cookery 
instruction. 

Each make offers the latest in designs, styles, 
sizes, colors and finishes. For specific data see 
Sweet’s Catalog, 23rd Edition, Pages C4009-C4018 
inclusive. Interesting catalogs on request. 


AMERICAN STOVE COMPANY, 233 Chouteau Avenue, St. Louis, Mo. 
Largest Makers of Gas Ranges in the World 


L O R 
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FOR ADVERTISERS' INDEX SEE NEXT TO LAST PAGE 


how cooking odors 
and greasy fumes 


gre removed with an~ 


each | 
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ЫМ Electric Ventilator 
Bldg. 

o, | N the home where there’s an ILGAIR Electric Ventilator not a 
арат of suggestion of cookery passes the kitchen door. All objectionable 
e Red odors, greasy fumes and excessive heat are whisked away before 
ge. they have a chance to trail thru 


the house. 


You can’t imagine the joys of 
working in a kitchen that’s venti- 
lated with one of these compact, 
quiet-running ILGAIR exhaust 
fans. It makes the air pure, fresh 
and invigorating — adds to the 
comforts of every room in the 
house and there’s less work for the 
housewife because walls, ceilings, 
furniture and hangings stay clean 
much longer. 


Let’s tell you about the new 
and improved built-in ILGAIR 
Kitchen Ventilator. It’s sold 
complete—cabinet, exhaust fan, 
and all necessary hardware. 
And is quick and easy to install. 


MR. BUILDER: 


The day is here when no home or apartment is 
truly modern without an ILGAIR Electric Ven— 
tilator. 


Practically every architect you talk to is 
for it--almost every modern building plan 
/ published specifies it, and good housekeep- 
Y ing authorities everywhere recommend it. 


Write for illustrated literature. 
Clip, sign and mail the coupon. 


Nowadays it's the home where there's an 
ILGAIR Ventilator installed in the kitchen 
| which sells or rents at the top price. 


Install an ILGAIR Electric Ventilator in the 
next home you build--make it a sales and 
rental feature. Write for price and data 
sheets and 48 page illustrated booklet. 


Yours very truly, 
ILG ELECTRIC VENTILATING CO. 


P.S. The ILGAIR is the only 
electric ventilator made 
with a fully enclosed 
self-cooled motor-—— 
guaranteed as a 
complete unit. 


Without obligation please send me a copy of your 
Ilgair Electric Ventilator Bulletin. І am particularly 
interested in the subjects checked. 


Offices, 
СМ Stores, I 


© i ic Bui 
C «а n ^ FOR IE UN Илге: ж 
ILG ELECTRIC VENTILATING CO. 
2852 North Crawford Avenue Chicago, ПІ. 
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134 What's New for the Kitchen 


Improved Electric Refrigeration 


UILT-IN kitchen conveniences attract attention and 

have a definite rental or sales value because appear- 
ance and usefulness are readily recognized by the woman 
of today. One essential for the well planned modern home 
or apartment is electric refrigeration. Buyers and tenants 
look for it and demand it. One of the oldest and largest 
manufacturers of electric refrigerators has recently brought 
out a complete new line of both self-contained and remote 
cabinet units and multiple 
units for apartment house 
installations. 

By progressive engi- 
neering and design and 
exacting methods of pre- 
cision manufacturing, they 
have evolved silent elec- 
tric refrigeration while in- 
creasing efficiency and 
economy of operation, it 
is stated. The condens- 
ing unit is remarkably ac- 
curate scientifically, per- 
feotly balanced and most 
precisely built. By elim- 
inating noise through de- 
sign and construction, the 
machine cannot become 
noisy through wear. Every 
unit sold is subjected to 
tests equivalent to years of 
service before being re- 
leased by the factory and 


Apartments Equipped with 
the high standard of this 


Electric Refrigeration Are More 
in Demand Than Those Lack- product has been proven 


ing Such Equipment. by years of consumer sat- 


isfaction and enduring performance. 

A recent survey made by this manufacturer, it is stated, 
shows that in a large number of apartments taken at ran- 
dom and grouped according to class and location, those 
equipped with their product were occupied to 93.2 percent 
capacity as against 76.5 percent for buildings not elec- 
trically refrigerated. In addition, the increase in rental 
value directly apportionable to electric refrigeration equalled 
nearly as much again. 


КА 
Enameled Steel Wall Tile 


8 time ago a new type of wall tile was placed on 
the market. This tile, which has since earned a wide 
popularity, was in reality porcelain enameled sheet steel 
which was set in a plastic cement on an insulating slab 
of composition material applied direct to the wall. Because 
of its reasonable original cost and the low cost of setting, 
which does not require the service of a skilled tile setter, 
this tile costs, according to the manufacturers, only a little 
more than half as much as ceramic tile and so provides a 
beautiful and practical means of providing tile walls in 
low and moderate priced homes. It is available in a wide 
variety of colors and can be applied not only in new 
construction but also in remodeling, over existing walls. 

This tile was formerly made only in three by three and 
three by six inch sizes, but now, in response to an 
increasing demand, it is being offered in a 416 inch square 
size. The foundation sheet which was previously grooved 
on three inch centers, for the application of the tile, is 
now supplied grooved on 1% inch centers which adapts 
it to use with any of the three sizes of tile, and to fractional 
sizes which are also furnished. This makes possible a wide 
variety of design and setting. 


Tile of Enameled Sheet Steel Are Now Being Made in a 
New Size Which Gives a Wider Variety of Design. 


T 
A Simple Dishwashing Sink 


HE kitchen equipped with this dishwashing sink will 
appeal strongly to women who will, at once, recognize 
that this equipment makes it possible to do the disagree- 
able work of dishwashing quickly and easily. Mechanically 
this sink is remarkably simple. The sink proper is divided 
into two compartments. The deep compartment at the 
right is covered by a drain which > 
can be raised to place a wire dish 
container in the sink. The other 
compartment is of the usual sink 
type. 
The mixing faucet is equipped 
with a rubber hose and an ordinary 
rubber hose 
spout. А switch 
lever supplies 
water either 
through the 
spray head 
or through the 
spout, as de- 
sired. There is 
no need to de- 
tach the hose. 
The dishes are 
piled loosely in 
the right hand 
compartment 
which is 12 
inches deep. 
They may be 
stacked first in 
the wire basket 
and then set 
into the com- 
partment, if de- 
sired. A Sink Equipped as Shown Here Makes 
A special Dishwashing Easy and Adds to the Value 
soap container of the House. 
in the spray 
head permits a stream of either soapy or clear water to 
be thrown on the dishes with sufficient force to remove 
all sticky substances and then thoroughly rinse. Double 
brushes can be attached to the spray head for pots and 
pans. The hose reaches easily to any part of the sink. 


Beauty, convenience and 
gility are combined in 
this arrangement of Cur- 
tis Kitchen Units. For 
kitchens use any of 
these units, or all. They 
mall separate and can 
и combined to fit the 
available space. 


Here is no awkward right-angle that 
wastes space and makes spots hard to 
get at. Note how the right angle has been 
eliminated . . every inch of space used. 


HAT feminine home-seeker 
would not thrill at the sight of 
the model kitchen pictured here! 

Every kitchen you design can now 
be a model kitchen. Curtis kitchen 
units make it possible. 

The Curtis kitchen above is made 
up of individual units that fit snugly 
together like drawers in a desk. The 
grouping you see is only one of many 
combinations possible. You can make 
your own arrangement so as to use 
efficiently every bit of available space 
and, at the same time, save a house- 
wife's hands, her back, her time, and 
her footsteps. 

The individual units are priced in 
accord with all Curtis items —reason- 
ably ,by reasonof quantity production. 
They are sold in any desired combina- 
tion. The units come in a range of 
sizes ample to meet every condition 


* * * 


The cutlery drawer (to the 
right of the sink in the pic- 
ture) tilts forward as you open 
it. So do sugar and flour bins. 


Here is the Curtis reinforced 
sanitary corner that lends 
strength to drawers and 
makes them easy to clean. 


Model Kitchens 


for your houses 
with Curtis Kitchen Units 


New additions to Curtis line to 
help you sell faster . . . rent quicker 


of space. They are built by craftsmen 

.. with special Curtis features. 

Curtis Kitchen Units come to you 
sanded and ready to finish so as 
to harmonize with any decorative 
treatment you may plan. 

These units are only a few of the 
new additions to the Curtis line 
of woodwork. New re-creations of 
Colonial mantels, doorways, en- 
trances and stairwork are now avail- 
able, together with the large line of 
other authentic woodwork designs 
made of selected wood by skilled 
craftsmen. 

The leading dealer in woodwork in 
your town (if you are East of the 


CURTIS 


WOODWORK 


THE CURTIS COMPANIES SERVICE BUREAU 
931 Curtis Building, Clinton, Iowa 


Please send me FREE descriptive literature about new Curtis 


Rockies) is probably a Curtis dealer. 
If you do not know the Curtis dealer 
serving your community, ask us who 
he is. 

Also use the coupon for free litera- 
ture descriptive of the new Curtis 
kitchen units and other Curtis repro- 
ductions. 

Visit Curtis Woodwork, Inc., Dis- 
play Rooms and Sales Office, Room 
201; 9 East 41st St., New York City. 
Chicago Display Rooms, Curtis Door 
& Sash Co., 1414 S. Western Avenue, 
Chicago, Ill. 


The Curtis Companies Service Bureau 
931 Curtis Building, Clinton, Гоша 


Representing 
Curtis Companies, Inc., Clinton, Ia.; Curtis Bros. & 
Co., Clinton, Ia.; Curtis & Yale Co., Wausau, Wis.; 
Curtis Sash & Door Co., Sioux City, Ia.; Curtis, Towle 
& Paine Co., Lincoln, Nebr.; Curtis Door & Sash Co., 
Chicago, Ill. ; Curtis-Vale- Holland Co., Minneapolis, 
Minn.; and Curtis, Towle & Paine Co., Topeka, 1 


Kirchen a — en en tii — 


(Fill in otber information desired) 


What’s New for the Kitchen 


A Practical Sink Strainer 


uw fitting increasing the usefulness of,the kitchen 
sink and enabling the modern housewife to discard 
her dishpan and escape the drudgery usually associated 
with it is a radically new drain control that makes it 
possible to fill the sink with water, for the washing of 
dishes, vegetable and fruits, for laundering and for many 
other purposes. 

When the drain is opened, the water empties rapidly 
through a large five-inch out- 
let, rushing out with sufficient 
force to carry with it all debris 
except solid matter. The latter 
. collects in the large cup-like 
strainer, which is easily re- 


A Sink Equipped with This New Strainer and an Enlarged 
View of the Strainer Itself. 


moved for emptying. The strainer then is rinsed and dried. 

The strainer is substantially constructed, and is plated 
with chromium, assuring its durability and the permanence 
of its platinum-like finish. There is no part to break or 
get out of order, no ridges or recesses to catch dirt or 
waste. 

There are two types of strainers offered—the hand 
strainer and the lever strainer. In the former, the house- 
wife gives the drain a lift and a twist to empty the water 
and debris and in the latter the drains are opened and 
closed merely by raising and lowering the lever in the 
back of the sink, thus making it unnecessary to immerse 
the hands into the water to drain the sink compartment. 

An overflow leading from the sink compartment directly 
to the drain is provided with all sinks equipped with lever 
strainers. This overflow also can be supplied with sinks 
having hand strainers. 

E» 


Electric Range Fits Any Kitchen 


3 Made new range makes a particularly satisfactory piece 
of kitchen equipment for either new or old houses and 
apartments, as it can be connected to any convenience out- 
let and does not require any special wiring. It is constructed 
of sheet steel throughout, finished with triple baked black 
enamel, with a white, vitreous porcelain, enameled top and 
oven panel and with white front legs. Its height over 
al is 33 inches. The top measures 14 by 22 inches and 
the inside measurements of the oven are 13 inches high, 
11% inches wide and 12 inches deep. The oven is heavily 
insulated and has an oven heat indicator mounted in the 
panel of the oven door. 

This range has two circuts of 1,100 watts each, operated 
by two, four station reciprocating switches. The two top 
cooking elements are controlled with a switch at the left. 
The first station operates the eight inch element at 1,100 
watts, the second station operates both eight and six inch 
elements at 550 watts each, the third station operates the 
six inch element at 550 watts and the fourth station is "off." 


The oven elements are both of the two heat type, 1,100 
watts each on high and 500 watts together on low. This 


gives a wide 
range of 
heat control for 
low and high 
heat. It will 
appeal to the 
housewife who 
is the prospec- 
tive home buy- 
er most inter- 
ested in the 
kitchen equip- 
ment. In fact, 
this whole 
range unit is 
an item of 
household 
equipment 
whichthe build- 
er can depend 
upon to increase 
the salability of 
his houses. 

For remodel- 
ing jobs, too, 
this range offers a sales opportunity which cannot be over- 
looked. The fact that it can be operated from an ordinary 
convenience outlet means minimum cost. 


Ex 
A Kitchen Clothes Drier 


OR modern small apartments, where space is at a pre- 

mium, the clothes drier illustrated here can be installed 
in the kitchen, where it is always ready for use, but never 
in the way when not 
wanted. It will be a very 
acceptible piece of equip- 
ment to women who have 
frequent need to wash out 
clothing, but do not care 
to utilize general base- 
ment facilities for hang- 
ing the clothes, or only 
wish to dry a few pieces 
so that it is not worth 
while to make a trip to 
the basement. 

This drier is attached 
to the ceiling and low- 
ered to hang the clothes. 
When the clothes are in 
place it is again raised to 
the ceiling where it is en- 
tirely out of the way while 
the clothes are drying. It 
is made in five styles; all 
wood, natural finish; H 
inch wood outside frame, 
aluminum corners, six gal- 
vanized lines; all alumi- 
num; 3$ inch steel, white 
enameled outside frame 
with six galvanized wires; 
and 4} inch wood outside 
frame with sash cord. 


Connected to Any 
Convenience Out- 

let and Is a Suit- 

able Piece of 
Equipment for 

Either New Build- 
ings or Modernizing Jobs. 


[April, 19% 


Even in the Smallest Apart- 
ment Kitchen This Clothes 
Drier Can Be Used with No 
Inconvenience. 


Beverly Court Apartments, 
Pittsburgh. Nicholas P. Jor- 
dano, Architect-Owner 


You in Tune 
with Changing Times? 


over- 


inary EEP out of the rut. The complacent And this fine 
business man has no place in this age furniture built 
of rapid improvement. Manufacturer— entirely of 
builder—realtor—a]l must keep abreast of hardwood costs 
progress if they expect to stay in business. no more than 
pre- Millwork was fine for the kitchen ten years ordinary mill- 
alled ago. But what was good ten years ago is work. Quantity — 
lever obsolete today. production and Home of Mr. L. W. West, Esq 


s А > і modern manu- ; 
; Rochester, N. Y. hitect: E. L. 
Sellers Kitchen Furniture Units are in step facturing meth- 9 ieu] ane n * 


with the changing times. They have ods enable us E. E. Prides 
brought new style—new beauty—new con- to supply real d d 
TRI ove ое орні oor os Kat furniture at surprisingly low prices. 
in labor-saving features that appeal to the е of combinations are possible with 
alert women of today. the Sellers Kitchen Furniture Units. 
With them, the largest or smallest kitchen 
can be instantly and permanently equipped 
without extra millwork. Sellers units come 
ready to set in place—beautifully enameled 
in Jade Green, Colonial Ivory, Sellers Gray 
or Satin White. 
During 1929, the back covers of leading 
magazines are telling millions about Sellers 
Kitchen Furniture Units. To assure homes 
that rent quickly or sell easily, equip with 
this modern, nationally advertised Kitchen 
Furniture. 
Write for detailed information and address 
of nearest agency. 


ә * > С. I. SELLERS & SONS CO., 
Columbus, Ohio. Architect: S. A. S. Ziroli. Con- Department 140 
tractor: George M. Young Elwood, Indiana 


SELLERS 


KITCHEN FURNITURE UNITS 


KITCHEN МАШ 


Ta 4a d A AID «те H N 1 T jy 
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REPRESENTATIVES IN ALL PRINCIPAL Cities. Ir IN CANADA, ADDRESS BRANCH OFFICE WATERLOO, ONT. 


on the 
plat 
are 2! 
high 
EATURES 3 
distan 
"9 © feet, 
night. 
т А e. tor 0! 
that give a kitchen powerful selling appeal 
| place 
j plate 
H You can count оп a kitchen to do a real part of your selling Right: the Dino- able 
i job when Kitchen Maid Units are on the scene. New fea- ата directi 
1 the ho 
. tures give these units even greater appeal than beſore. charming in ар ber, Т 
) Color . . . the new Kitchen Maid Units are available in is a color combi- ed ligl 
| choice of five attractive enamel finishes—Pastel Green, 2 apri 4 stand 
17 Cactus Green, Travertine Ivory, Dove Gray, Shasta White. scheme. ke. 
{ | Sanitation . . . all inside corners are rounded; doors are affords 
| smooth-surfaced; drawer interiors are of spotless enamel; lessens 
hinges are concealed; catches, strikes and inside hardware Whe 
are rust-proof; drawer pulls are of opalescent glass. : = 
Variety and flexibility . . . the Kitchen Maid line includes into pe 
units covering every kitchen need, in sizes fitting the re- ing ha 
i quirement of every kitchen you build. Each unit is com- plate s 
plete in itself - it may be used alone or in a unit combination is prá 
—installed in recess or set against the wall. a wire 
Plan kitchens that will more than meet your prospects’ Above: the Dinofold—folded up held b 
ideals. Write for Kitchen Maid catalogue, dimensional 8 — 4 sed m 
drawings and prices. in wall recess. inide ; 
WASMUTH-ENDICOTT COMPANY, 1304 Snowden St., Andrews, Ind. . 
sket, 
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For further information in regard to any item described in the What's New” Departments 


address, American Bui 


Mail Box, House Number and Light 


N inside mail box, a house number and a porch light 
are here combined in a single fixture that is attractive 
in appearance, substantial in construction and priced at 
a figure which makes it available for installation in any 
home, new or old. The face of this combination fixture 
measures 11 by 734 inches. The design is classical and 
al parts are cast in solid bronze. The finish is in old 
iron, verde antique or natural bronze and will not rust. 
э? There is a removable hood 
at the top, over the light, 
which makes the replace- 
ment of bulbs simple. 
The house numbers are 
of white, raised, porcelain 
enamel and are cemented 


on the number 
plate. They 
are 2% inches 
high and are 
visible at a 
distance of 60 
feet, day or 
night. A doc- 
tor or profes- 
sional man can 
place a name 
plate of suit- 
able design 
directly below 
the house num- 
ber. The hood- 
ed light uses a 
standard 10- 
watt bulb 
which makes the number plainly visible at night and also 
affords a soft lighting for the porch and steps which 
lessens the danger of a fall on icy steps in winter. 
When the postman lifts the outside plate to deliver mail 
he finds a chute opening large enough to receive the 
largest letter, magazine or newspaper. The cover then drops 
into position making the opening draft-proof, as the open- 
ing has a raised edge that fits snugly against the outer 
plate cover. 
Inside the house the mail drops from the chute, which 
18 placed at a sharp angle to insure complete delivery, into 
à wire basket of satin silver finish, with welded joints and 
held by a strong chain. The chute is painted inside and 
out and is made of 26 gauge, galvanized iron, in two parts 
with telescope to fit the wall thickness. It is riveted to 
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Above Is Shown the Outside Plate, 
Below the Construction, of This Combi- 
nation Mail Box. 


inside and outside, cast bronze plates. The light is con- 
a from a snap-switch placed just above the receiving 
asket. 


der Information Exchange, 105 W. Adams St., Chicago 


Ash Dump Improves Fireplace 


qun ash-dumps illustrated here are iron trap-doors clos- 
ing the ash-pit and excluding dust and odor from living 
rooms. They are a part of every well-equipped fireplace. 
Automatic 
ash-dump 
closes itself 
after ashes 
have been 


dropped An Ash Dump for the Fireplace Which 
through it, May Be Either Automatic or Hand 
andthecom- Operated. 


mon ash-dump is opened and closed by a poker. The shut- 
ters cannot come loose or fall in the ash-pit. The auto- 
matic dump measures 5 by 7 inches; and the common 
dump is 5 by 8 inche. 

T 


Ornamented Wood Mouldings 


1 of ornamental wood, not composition or 
plaster, are now being produced by methods which 
make them available for all, and give to every job the 
depth and beauty of hand carving. The price is low enough 
to make them available for the average home where hand 
carved mouldings are too costly. They are also suitable 
for elaborate decorations, as in theaters, public buildings, 
hotels, etc., and in lobbies and stores. 

These mouldings are authentic in design, architecturally 
correct. They were all de- 
signed by an architect of гес нн ннан ннн нана 
ognized standing and can be — 

ШШШ 
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specified with confidence of i 
their authenticity, it is stated. 
The wood used in their manu- 
facture is scientifically air 
dried and kiln dried, assur- 
ing the production of perfect 
mouldings. They will not chip 
or crack. They can be fin- 
ished in white, in color ‘or to 
match any wood. They are 
carried in stock in poplar and 
red gum—the poplar being suitable for white or color work 
and the gum for either walnut or mahogany finish. They 
may also be obtained to order, in genuine maple, walnut, 
oak or mahogany. They are easy and economical to erect, 
being supplied in lengths of 6 to 16 feet. 

For buildings where fireproof materials are required 
these mouldings can be supplied in a wood which has been 
treated, by this manufacturer’s own process, to make it 
fireproof. This treated wood can be finished like any 
ordinary wood and will keep its finish as long. An almost 
infinite variety of designs and combinations are possible and 
special designs may be obtained at special prices. 


Mouldings of Wood in 
an Infinite Variety of De- 
signs at Moderate Cost. 


Fenestra Casements are easily opened and closed by sill operators working through the screens. 
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Screens are easily removed. 
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casement window 


The most outstanding improvement since 
the inception of steel casement windows 


Now, for the first time, you can get 
steel casements complete with screens,—all 
through one manufacturer. 

Fenestra,— the only casement in which 
non-warping, metal-to-metal contact is 
permanently assured between flat screen 
frame and flat window frame. 

Screens need not be touched in any way 
when opening or closing the windows but 
can be removed in a jiffy without effort. 
Swing leaves are opened or closed entirely 
by sill operators working through the 
screen, thus avoiding the necessity of 
leaning out. 

Screens are designed to cover only the 
actual ventilating opening, leaving the 
glass in side-lights and transoms clear. 

Standard sizes make only two types of 
screen necessary: (a) single leaf type, 
supplied in one-light or two-light widths 
and in two-light, three-light, or four-light 
heights. (b) Double leaf type, supplied in 
fourlight widths and two-ight, three- 
light, and four-light heights. 

Screens need not be numbered or marked 


if removed for storage. Any window will 
accommodate a screen from any other 
window having the same sized swing leaf 
with locking handle on the same side. 

Flat gray priming coat of paint baked 
on the screen frame forms an ideal base for 
finish coat in harmony with the decorative 
scheme of any room. 

Cost is surprisingly low — no more 
than you would pay for any other good 
window complete with screen. 

These exclusive features add to the 
many advantages which have popularized 
Fenestra Casements for years: extra day- 
light; better ventilation; one-hundred per 
cent opening if desired; finger touch opera- 
tion without swelling, sticking, warping 
or shrinking; strong fire-resisting steel 
members; extension hinges that make 
outside washing easy from within the 
room. 

For complete information call “Fenestra 
Steel Window Company" in your own 
city or write to America's oldest and 
largest makers of steel windows. 


DETROIT STEEL PRODUCTS COMPANY, 2281 EAST GRAND BOULEVARD, DETROIT 
Factories: Detroit, Michigan and Oakland, California. Convenient Warehouse Stocks. 


MASEMENT WINDOWS 
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Random Width Plank Floors 


N floors, wide boards of solid oak are characteristic of 
Renaissance Italy, France and Spain, Ellizabethan Eng- 
land and Colonial America, and in most cases were laid in 
what is known as random-width style. Such a floor has an 
“accidental” air combined with dignity quite in keeping 
with the cozy and homelike atmos- 

phere sought today in certain 

types of interiors. Other inter- 

esting details characteristic of the 

old floors are sought for, such as 


A Solid Oak Plank Floor of the Modern Type Which Is 
Protected Against the Effects of Moisture. 


knots, unevenness of the suríace, to a certain extent, and 
the effect of cracks between the boards, brought about by a 
"V" shaped groove which accentuates each board in the 
floor. 

In addition to improvements in the manufacture of the 
modern plank floor, which have reduced its cost, each 
plank is now being treated, by one manufacturer, to make 
it more resistant to moisture conditions. This process adds 
but little to the cost and reduces the tendency to change in 
shape. While old type plank floors were very uneven, the 
present tendency is for a smoother suríace and this treat- 
ment tends to maintain a more level solid plank floor. 


* 
Modern Built-In Mail Receiver 


HE built-in mail box has now become a real necessity 
to complete the modern home. There was a day when 
the familiar ring of the postman forced the housewife to 
leave her work or cut short her telephone conversation, or 
whatever else she was doing, to run to the door for the 
mail. There was also the annoyance of finding the morn- 
ing paper rain soaked and torn or even scattered, by the 
wind, all over the 
neighborhood. 
Then came the 
locked box outside 
the front door. It 
did not compel the 
housewife to drop 
everything to an- 
swer the mail car- 
rier's ring, but it 
was often dis- 
agreeableto go out 
in bad weather for 
the mail and let 
the cold winter 
blast into the 
house. Lost keys, 
rusted locks, pil- 
fered mail were 
added annoyances. 
The modern 
mail receiver con- 


The Built-In Mail Box Is an Essential 
Item in the Modern Home. 


sists of a strong, cast bronze door, in attractive dull fig 
on the outside to admit letters, papers, magazines, a neat 
door on the inside of the house and a chute connecting the 
two. With such a box there are no more drafts, no A 
tered mail or rain soaked papers, no interruptions a 
going outside in bad weather. There is no key to get 
or lock to get rusty. 
These receivers are made in various sizes to meet vary 
construction requirements and they are easily installed | 
either frame or masonry construction. ; 


oe 
Modern Telephone Equipment 


pe is needless to say that the modern family desires 2 
modern home, so arranged and so fitted as to provide 

a maximum of labor-saving and time-saving equipment, 

Telephone arrangements in the home play an important 

part in social and domestic life and should be comparable, 

as to comfort, convenience and efficiency, with the other 

appointments to 

which the occu- | 

pants are accus- wl 

tomed. 


Arrangements 
for homes gen- 
erally include at 
least one tele- 
phone to serve 
the living quar- 
ters and one in 
or near the kitch- 
en, for conven- 
iencein promptly 
answering in- 
coming calls and 
in conducting the 
household af- 
fairs. Additional 
telephones are 
desirable in 
sleeping quar- 
ters, including 
each regularly 
occupied bed- 
room and guest 
room. Tele- 
phones should 
also be readily 
available to servants’ quarters and in the basement in cases 
where there is a billiard room or workshop downstairs. 

In many cases intercommunication between telephones on 
the premises is also desirable. Some of these needs can bt 
met by portable telephones which the telephone company 
supplies with a plug so that they can be plugged in wherever 
suitable outlets are provided. To obtain the best results, 
the house should be provided with conduit when built, with 
outlets at all points where telephones may, in the future, be 
desired. This obviously results in general, overall improve 
ment of the residence as regards appearance, flexibility in 
making changes and additions to the service, and also pre 
vides additional protection to the wires and apparatus, instr- 
ing more fully against possible interruption of service. À 
very complete book on home telephone equipment is avail 
able to those responsible for planning residences. 


T 


Hold Sales Convention 


HE Clay Products Co, Inc., Brazil, Ind., held its 

annual sales convention February 11 to 13, 1929. Mort 
than 50 sales representatives from all parts of the country 
were present. The business sessions were held at the 
general offices of the company in Brazil. 
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F you are building to sell or rent, don't forget 

that if you please the woman the sale is more 
than half made. Women, today, respond to color 
as never before. Take advantage of this color- 
mindedness by including beautiful floors of W. 
& J. Sloane Linoleum in your plans. Mention, 
too, that it is W. & J. Sloane Linoleum. Women 
know these floors are outstanding in color and 
style. W. & J. Sloane Mfg. Co., Trenton, N. J. 


W. & J. SLOANE 
LINOLEUM 


92% 
of All Houses 
Are Bought 
On the Word of 


A Woman” 


Special Service 
For 
Contractors 


As selling agents for W. & J. 
Sloane Linoleum, we give 
practical cooperation to in- 
vestment builders. This in- 
cludes the selection of suit- 
able grades and patterns for 
specified rooms, the prepa- 
ration of laying specifica- 
tions, securing of estimates, 
ete. This service extends 
also to advice on harmoniz- 
ing color schemes for model 
homes. This cooperation is 
without charge. Merely 
write your problem to: Con- 
tractors Service Division, 
W. & J. Sloane, 577 Fifth 
Ave., New York City. 
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Steel Casement Windows Are Screen 
Equipped 

N outstanding improvement in steel casement windows 

has been announced by one of the oldest and largest 
steel window manufacturers. It is called a “screen case- 
ment” (not “screened” for reasons which will appear later) 
and it answers what has been in the past one of the 
greatest objections to swing out casements, 

Most casements are made with leaves that swing out- 
ward to insure positive weathering against driving storms 
and this feature necessitates screens on the inside. Here- 
tofore inside screens could not be purchased through the 
casement makers but had to be bought independently from 
screen manufacturers and installed by the building con- 
tractor entirely separate from the casements themselves. 

Screen installation necessitated various special details. 
The screen had to be kept back about 2% inches from the 
window to clear the hardware. It had to have a special 
screen stop, at head and jambs. Sometimes track or hinges 
or rollers had to be provided. And, except where special 
underscreen operators were employed, the screens invari- 
ably had to be moved to open or close the casement win- 
dows. The new window does away with all these objections, 


it is stated. 
In general appearance, construction, glass sizes, overall 


dimensions and installation details, the new equipment is 7 

identical with the stock casement put on the market by this Both the Locking Handle and the Sill Operator Ex 

manufacturer during the past few years. The only essen- Through the Screen and the Casement Is Operated Wit 
Moving the Screen. 


tial differences lie in the locking handle, the sill operator 
and in the addition of the screen. is designed to provide easy operating movement either 
The locking handle is attached to the frame of the or out and to close the swing leaf with a clamping a 
window instead of to the swing leaf. Only one handle is When the screen is in place, the sill operator dodi 
used whether the casement has but one swing leaf or two work through the screen, so that the latter need not 
adjacent swing leaves. Turning the handle operates a moved in any way. E 
beveled plate which engages a cam bracket on the swing The screen itself is designed to fit flat against the wi 
leaf when the latter is closed, thus drawing the leaf tight frame with the casement locking handle and the sill у 
shut. The sill operator is of the thumb screw type and ator protruding through the screen so that both may l 
manipulated from the inside. A slot in the bottom rail 
the screen frame fits over the operator arm and an 
escutcheon with a circular hole fits over and around | 
locking handle. 7 

The screen frame is made of cold rolled strip 8 
with corners mitered and reinforced by braces sweated Ш 
The entire screen frame is reinforced along the full len 
of each style and rail. Screen cloth is of bronze wife ii 
by a specially formed interlocking cap which is remow 
for rewiring. Small spring clips attached at the top 0 
the casement frame just above the swing leaf, hold 
screen in place and permit its speedy and easy г 
when desired. 

The major advantages of the new equipment, ассо! 
to the manufacturer are these: 

It provides the only casement in which non-watp 
metal-to-metal contact is permanently assured betw 
flat screen frame and a flat window frame. 

Since the swing leaves are operated entirely by the 
hardware, and since the locking handle is attached to 
frame there is no necessity for leaning out even when 
screen has been removed. 

The screens need not be touched or moved in any мај 
in opening or closing the window, yet may be removed 
or replaced in a few seconds, and without effort. 

Screens are designed to cover only the actual venti 
ing opening. This leaves side lights or transoms @Ш 
and at the same time reduces the cost of screening as Com 
pared to former inside screens which usually covered 
entire window opening. 

Being thoroughly standardized, screens do not nee 
be marked or numbered when removed from the win 


The Screen Is Held in Place by Clips Which Permit It to for storage. Any window will accommodate a screen 
Be Quickly and Easily Removed When Desired. any other window of the same size and style. 
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ATLANTIC CITY 
CONVENTION AND PUBLICITY Bureau [nc. 


CENTRAL PIER 
ATLANTIC CITY NEW JERSEY 


February 
Second 
1926. 


Standard Textile Produets Co. 


320 Broadway, 
Нет York City. 


Gentlemen:- 
As а neighbor 


I want to exprese to you the high re 


ef yours on the Central Pier, 


that I have 


for the quality and durability of ITAS, as denon- 
strated very conclusively in your Boardwalk Display 
Rooms during the fife that destroyed the Pier last 


Saturday night. 


As you know, cur offices were located on tne 
mezsanine floor of the Pier, directly over your beauti- 
ful show rooms. Our files contained 20 years’ accumu- 
lation of valuable information eoncerning Atlantio City's 
convention business. Upon being inf of the facts, 
the Pire Chief directed that several high-pressure 
streams of water be played continuously on those files. 
Literally tons of water were into our offices. 
Quite naturally, most of this weter found its way down 
into your beautiful Sanitas Show Rooms. 


Along with the other people who were permitted 
inside the fire lines next morning, I was amased to notice 
that your Sanítas covered walls were entirely intact. The 
Sanitas had neither become loosened nor had it bleached or 
deteriorated in any way through exposure to the drenching 
36 had received the night before. I marvelled that a 
wall could be so beautiful in the midst of such destruction. 


» 


*[ marveled that a wall could be so beautiful in the midst of such destruction 


Photograph No. 4 shows Sanitas decorated walls in 
erfect condition. This is only five feet removed from the 
avoc illustrated in No. 3. 

No other wall covering could retain its original beauty 
and color under such conditions. We claim that Sanitas is 
impervious to moisture but we didn't expect it to resist a 
deluge. 

Sanitas is the original cloth wall covering made in styles 
for every room in the house. 

Samples and literature on request. 
320 Broadway Dept. 51, New York 


EAD the letter above which tells how Sanitas came 
through the fire at Central Pier, Atlantic City, with 
practically no damage from tons of water. 

Photograph No. 1 shows ten high pressure streams 
pouring right over the Sanitas display rooms. 

Photograph No. 2 shows one of the Sanitas decorated 
rooms the day after the fire. Only one of the seams in the 
ceiling opened, which was easily pasted back. 

Photograph No. 3 shows destruction alongside of the 


Sanitas display rooms. 


THE STANDARD TEXTILE PRODUCTS CO. 
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CROMAR right over your old floors 
* Because Сяомав is completely finished at the factory, it is Laid and 

Used the Same Day! When the besutifully finished Crosar strips 
reach you, trated іа compact, exsy -го- handle, damage- proof bundles, 
there is not another thing to do but nail them down — right over your 
old floors. The complete job ( just nailing, remember) is done st the 
E Started after breakfast — completed before dinner! 

> > > 

Скомля isa pnpa- «anil: trem Booting — which mesos that the asils 
are driven s» through the surface bur through the congue — and are 
thas concealed by the groove of the adjoining strip. 


exclusive feature grow 


торе, Out ol this one fundamental and 
all the other CROMAR 
1 advantages over band fished flooring. 


‘The most outstanding of these advantages аге: 
1. A more uniformly beautiful Finish 2. A 
longer-lasting Finish 3. Treated to resist Mois- 
ture—4. Lower Upkeep cost—5. Far greater 
:spéed and tonvenience of installing —6.,Con- 
siderably quicker sale or rental of property. 


And yet, CROMAR floors cost no more than 
hand · finished oak floors ! 


LM * 
Write fot 2 free sample and booklets which explain these 
advantages if full detail and describe still other exclusive 
o СкОмАК is sold by lumber dealers, but 
carpenters and contractors install it. Consult any of these 
for further informarion. If yoo have the slightest trouble 
nal sr ec va a we shall give yous in- 
quiy immediate personal attention. 


THE CROMAR COMPANY, WILLIAMSPORT, PA. 

Pacific Greater West Distributors: 

THE C. I. THOMPSON COMPANY 
Oer and Ромын: 


200 Davis Street, San Francisco, California 
324 N: Sen Pedro Se., Los Angeles, California 


4 
FACTORY FINISHED 


FLOORING 


This is a reproduction of the CROMAR 
Ad on page 128 in the March 23 issue of 
The Saturday Evening Post. 


When you lay CROMAR OAK FLOORS 


laid and used 
the same day 


Write for free samples 

and complete literature 
concerning the manu- 
facture, the selling and 
laying of the only Fac- 
tory — hard d- 
w ting in the 
world. 


you are entirely independent of profes- 
sional floor-layers—your own carpenters 
do the work and you make the profit 


on them. 
“ ч * 


Cromar Flooring strips are Appalachian oak com- 
pletely finished at the CROMAR factory. Powerful 
and ingenious machines scrape, sand, fill, and 
double varnish each strip—thoroughly, beautifully, 
and without varying quality. The strips are then 
treated to resist moisture, graded, sorted for length, 
and crated, 


CROMAR 


G ar asus 
FLOORING 


Nailing— that's all there is to do when you lay 4 
CRoMAR Oak Floor. And that means SPEED. Even 
the nailing is simplified. Nail holes are punched 
in the tongue, and the flat, beveled tongue makes 
"setting" unnecessary and prevents damaged edges 
That same V-type tongue-and-groove forms a flex 
ible joint which absorbs uneveness in the sub-floot 
—and makes a quick, snug fit. 


A small, new house can be got ready for occt 
рапсу 2 weeks earlier when you lay CROMAR. 


THE CROMAR COMPANY, WILLIAMSPORT РА 


Pacific Greater West Distributor 
THE C. L. THOMPSON COMPANY 


Offices and Warehouses 
200 Davis Street, San Francisco, California 
324 ЇЧ. San Pedro Street, Los Angeles, California 
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The Nation's S moti d * and Window Trim 


From Maine to Texas 


From Washington to Florida 


ROMAR 
issue of 


TRIMPAK 


Interior Trim, Assembled, In Sealed Cartons 


Have you made this great discovery yet?—a 
discovery that has saved money for thousands 
of builders? For it is great to discover a new 
way to do a job, a way to do it better and at 
less cost. 

That is what TrimPak does. This remarkable 
interior trim for doors and windows saves actual 
RS dollars in erection costs; and its constant high quality is rigidly maintained, year 

in and year out. 

The smooth, clear surfaces of TrimPak are fully protected from dirt and damage 


la 
^ "a from the mill to the job. The pieces remain untouched until the carpenter breaks 
odii the seals. Delays in construction, due to shortage or damage when ordinary trim is 
e makes used, are avoided when TrimPak is used. Two cartons contain the complete trim 
] edges for a door or a window. Each piece is cut to approximate length for fitting. 
s a flex For full information as to how TrimPak is saving money for builders, use the 
ub · floot coupon below, or Ask your Lumber Dealer 

44 Whitehall Street й у C 19 S. La Salle Street 

on Nes Vorl, N. V. LRIMPAK CORPORATION ‘Chicago, ш. 


А, 1 ‘CORPORATION, 44 Whitehall Street, New York, N. Y. ABA | 
E The only L umber Please send complete information on TrimPak, and the story of properly-dried lumber. | 
Product with a | Na | 


” istribution | Addres ; 
National Distributio | Please check the square that identifies you, so we may reply most intelligently: 
[a Architect " 


О Builder L Contractor О Retail Lumber Dealer Home Builder 


rnis 


rnis Copyright 1929, TrimPak Corporation 
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WHATS NEW 


for BEDROOM and BATH 


Specialties of Greater Sales Value 


For further information in regere to any item described in the “What's Neu Departments 


address, American Bui 


A Ceramic Wall Material 


HIS bathroom is finished with a ceramic material made 

of rocks, silica, metals and other mineral elements 
melted under tremendous heat, rolled into slabs of various 
thicknesses and then subjected to additional processes dur- 
ing which it reaches a degree of hardness and density said to 
be for greater than that of marble and combining the desir- 
able qualities of 
glass and porce- 
lain. 

In the process 
of manufacture 
this material ac- 
quires a fire-pol- 
ished surface of 
such durability 
that it will never 
deteriorateinany 
way or show 
signs of use even 
after years of 
service, it is said. 
It will resist 
damage from 
cleaning, 
scratching or 
scraping and will 
never develop 
surface cracks or 
crazing nor be- 
come unsightly 
from stains or 
discoloration. 

This material 
is exceptionally 
i 1 easy to clean. 
ses е, 8 with This is, primarily, 

because no soil- 


ing substance can penetrate its hard, lustrous surface, while 
dust has almost no change to collect or secure a foothold. 
It may be soiled with dirt, oils or greases so as to be almost 
unrecognizable, but a damp cloth is usually sufficient to 
restore its spotlessness. 

It is available in a variety of colors, including white, 
ivory, orchid gray, jade, dark green, blue and black, with 
additional colors being developed. It offers a wide range 
in size of pieces so that walls can be designed with refer- 
ence to good proportions between base, trim, borders and 
field. An infinite variety of designs in colored ornament, 
applied by a special process, may be used to give a rich 
effect and to carry out any style of color scheme, 


E 
Ventilating Door Panels 


[uox panels with ventilating louvers, such as may be 
seen in the accompanying illustration, can be installed 


Floors, Walls and Ceilings May Be 


This Colorful 


Information Exchange, 105 W. Adams St., Chicago 


at less cost than the old style of transom, according to 
figures compiled by the manufacturers, and offer a number 
of advantages over the old style transom. "Their use makes 
possible cross ventilation even in hotel and similar rooms 
where there is only one outside wall. 

These panels are made with both movable and stationary 
louvers. The stationary louver panels may be installed 
either right side up or upside down, according to where 
they are placed. They are especially recommended for 
infirmaries, institutions, hospital wards, attics, linen closets, 
pantries, for ventilating inside rooms from air shafts, for 
toilets and bed closets. 

The panels with movable louvers are made in three 
styles. Two of these styles are the same except that one 
is equipped with a knob cam, positive in operation, lock- 
ing the louvers either open or closed, while the other is 
equipped with a slide knurl adjustment similar to that 
used on the third style of panel. 
These panels, as well as the sta- 
tionary panels, are one inch thick. 
They are manufactured in one 
complete unit, ready for installa- 
tion when shipped. 

The doors in which they are to 
be installed are made with an 
opening % inch larger, each way, 
than the panel to be used. They 
are equipped with moulding on the 
inside and outside of the opening. 
The outside moulding is perma- 
nent. The inside moulding is fas- 
tened with brads and, to install 
the panel, this moulding is re- 
moved, the panel inserted in the 
opening and the moulding replaced. 

The third type of panel is made 
in two units with the louvers at- 
tached to the inside frame. The out- 
side frame is a finishing trim only. 
Both frames are íastened to the 
door by nails. These panels are 
made according to the thickness 
of the door 134 inches or 134 inches 
thick. They are most satisfactory 
when it is necessary to cover up, 
with the frame, àny irregularities 
in the openings in the doors. 

Any of these panels may be in- 
stalled in either wood or steel 
doors, in any transom space or in 
walls in old or new buildings. They 
are finished in high grade, baked 
enamel in solid colors. The stand- 
ard finishes are: oak, mahogany, 
walnut and olive green, in shades to match the color of 
doors. Special finishes are furnished to match samples. 
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Ventilating Panels in 
Doors Eliminate Tran- 
soms and Permit the 
Economy of Lower 
Ceilings as Well as 
Other Advantages. 
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Its Advantages: 


TELEPHONE Monawn 3102 |^] MITCHEMETTE APARTMENTS 


Misa.» 
Fincoln Park Anus 


Chicago 


May 28, 1928 


Wheeling Sanitary Mfg. Co., 
Wheeling, West Virginia. 


Dear Sirs: 


Referring to your request that, if I 
could consistently do so, I give you a testimonial 
having special reference to the 84 Combination Baths, 
and inoidentally the other bathroom fixtures, in- 
cluding vitreous china lavatories and water closet 
bowls of your manufacture, installed in the Lincoln 
Park Arms Hotel nearly a year ago, айа of which I 
am the Menager. 


On the whole, we are delighted with our 
bathroom equipment, especially the Combination 
Baths. They have proven a favorable factor to the 
management in the conduct of the Hotel. This is 
evidenced and supported by their general approval 
on the part of our guests. 


Therefore, I can recommend the Combination 
Baths without stint or reservation of any kind. 
Furthermore, I shall be glad to have you send any 
persons here who may be interested and wish to in- 
spect the baths. 


I trust this meets with your approval. 


uil" all white Syphon 
Jee Water Closet Com- 


The Bath of the Future 
The Combination Bath Tub 


Regular Bath, Shower Bath, Seat Bath, Foot 
Bath, Child’s Bath. All in one piece, Patented 


Semi-Vitreous Porcelain and Enameled Iron Ware 


We manufacture a complete line of Plumbing Fix- 
tures of Vitreous China, Enameled Iron, Semi-Vit- 
reous Porcelain, comprising Water Closet Bowls 
and Flush Tanks, Lavatories, Regular Bath Tubs, 
Kitchen Sinks, Laundry Trays, Urinal Stalls, etc. 


WHEELING SANITARY MFG. CO. 
WHEELING, W. VA. 

Plate 126-Е The Tran Manufacturers of High Grade Plumbing Fixtures Pa cn 

ination. Sold by Leading Jobbers of Plumbing Supplies 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


A Seat, Foot, Shower and Child’s Bath, all in one. 
Comfortable because the bather assumes a sitting position. 
Easy operation of valves. 

No grip rails needed. 

Saves space. Size of Bath Tub, 44x30 inches. For 
tiling in recess or corner of room. 


Write Us for Descriptive Booklet Giving Measurements 
and Other Details and Testimonials 


PLATE 11-E PLATE 10-E 
Enameled Iron Ware, 44x30 inches to Enameled Iron (— 44x30 inches 
tile in right or left hand corner. Enam- to tile in recess, only. 
eled white all exposed parts. Same as white front. Waste in foot section 
Plate 10-E except for corner installation. either right or left hand end. 


— 1007 


Wheeling Sanitary Mfg. Co.’s 
Installations 


* 


24x20 inches and 26x22 
inches. 
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One Piece Steel Cabinets 


“HE one-piece steel bathroom cabinet illustrated has а 
number of distinctive features which recommend it. 
It is made in a number of styles and sizes, including Vene- 
tian mirror door types. The cabinet doors and the entire 
cabinet body are drawn from one continuous piece of steel 
from which seams, cracks, dirt, rust and corrosion are 
eliminated. There are no 
welded joints whatever. 
Round corners, both inside 
and outside correspond with 
the contours of all other bath- 
room fixtures. They are more 
sanitary, easier to clean and 
keep clean. They have con- 
tinuous piano type door hinge 
of brass heavily nickel-plated 
which will not sag or warp. 
Bulb edge glass shelves are 
notched in ends so that they 
cannot slip forward or out of 
cabinet, yet they can be easily 
removed for cleaning. Only 
this special cabinet has this 
original feature, it is claimed. 
Three heavy bulb edge glass 
This New Line of Bath- shelves are furnished with 


room Cabinet Includes each cabinet. 


ti Mi 
oo а зла The shelf supports аге of 


brass heavily nickeled and 
secured to the cabinet by special type screws secured by 
special lock washers. The heavy brass spring catch cannot 
fail in action. The door catch knob is also nickeled, designed 
to cushion door action. An ample depression for opening 
cabinet door. 

A nickel plated combination chain with heavy spring door 
stop permits the door to open 90 degrees and prevents 
mirror breakage against abutting wall. There are four 
heavily polished nickel plated bolts and nuts for attaching 
mirrors to doors. 

E» 


Distinctive Bathroom Fixtures 


COMPLETE new line of distinctive octachrome fit- 
tings for baths, showers, lavatories and sinks, com- 
plimenting a 
well-known line 
of colorware, has 
just been an- 
nounced. These 
chromium-plated 
fittings, octag- 
onal in motif, re- 
flect the modern 
note in architec- 
ture and deco- 
rating and add 
lustrous  finish- 
ing touches to a 
modern bath- 
room in colors. 

Of first impor- 
tance are the 
durability and 
permanence of 
of the beautiful 
chromium  plat- 
ing. Chromium 
has astonishing 


Beauty of Design and High Quality : ; 
of Construction Are Evident in These wearing quali- 
itti ties, far outlast- 
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ing nickel. Its durability is equal to the severe demands 
of hard everyday usage and it has great ability to. with- 
stand all ordinary damage. 

Moreover, chromium is highly resistant to fruit and vege- 
table acids, gases, salt air and other elements which dull and 
discolor most other metals and finishes. The plating also 
is non-rusting and non-corroding and is almost completely 
non-tarnishing. Occasional washing and wiping will keep it 
clean and lustrous and its patinum-like finish will remain 
bright with comparatively little attention. 

From the point of utility, this new line has all the 
features of efficiency and long life embodied in all this 
company's brass. All valves are made with renewable seats 
and enclosed and swivel disc washers are easily replaceable, 
as are all other wearing parts. The lift rod, with its 
patented springball adjustment, provides an efficient and 
easily controlled drain for lavatories. The faucets have a 
new anti-splash device, which causes water to run from 
them in a smooth, even stream. 


4 


Ventilators Built Into Doors 


qus following advantages of the door illustrated here 
are pointed out by the manufacturers of these units, 
Two collapsible hinges permit 
the top panel or sash of a door 
to tilt open to provide ventila- 
tion. These hinges also close 
the space between the open 
sash or panel and the stiles. 
There is a lock which can be 
opened from the room side of 
the door only, and by a pull on 
the pendant handle. An auto- 
matic closer closes the venti- 
lating panel when the’ door is 
opened and forces the ventilat- 
ing panel open when the door 
is re-closed. 

From the corridor side, these 
ventilating doors have the ap- 
pearance of a slab door with 
one opening moulded, or a two- 
panel door with flush moulding. 
There are no slats or bars to 
catch dirt. The top panel is 
13% inches thick. 

Ventilation is provided in the 
same manner as the old style 
transoms with the added effi- 
ciency resulting from the open- 
ing at the.side of the ventilat- 
ing panel being closed to form 
a flue. Placing the transom in 
the door saves the wall space 
formerly used. 

The door manufacturers make 
a two-panel door and install the 


T Moe мү с 
5 ae : tor. ilt Into the Door 
unit, consisting of two hinges, М the Factory, Is Highly 
a lock and an automatic closer Efficient. 

at their factory. This is an ad- 

vantage to the contractor, in that installation is made at the 


door factory, which relieves him of responsibility and 


expense. 
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HE American Radiator Co., 40 W. 40th St., New Vork 

City, N. V., has announced the promotion of Mr. W. M. 
Cosgrove and Mr. D. E. Kennedy to vice-president; George 
Maier and Richard B. Mayer to assistant general manager; 
Robert E. Daly, Denning Miller and John J. Ney to 
assistant general manager of sales. 


— T 
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Houses Sell Faster 


when More Rooms 


as know that a bathroom fin- 
ished with Keramic Tiles—real 
tiles—is a big selling point for a 
house. But the bathroom is just a 
beginning. Today many builders 
are using this decorative building 
material in other rooms to sell their 
offerings faster and for more money. 

The kitchen, sun porch, dining 
room, vestibule are all interiors where 
the cheerful coloring and distinctive 
patterns of Keramic Tiles can add to 
the attractiveness of your dwellings. 


ud 


YOU DERIVE the greatest 
benefit from Keramic Tiles 
when the tiles are set by 
experts. Their skilled work- 
manship is instantly appar- 
ent. Select your tiling 
contractor on the quality of 
his work. 


are Finished in Tile 


Put tiles to work for you in this 
way. You can add a colorful charm 
to your houses which winsthe instant 
approval of buyers. You can imme- 
diately impress them with the fact 
that you are offering them homes 
with good construction throughout. 
Keramic Tiles will lift your offering 
out of the ordinary class of dwellings, 


and often be the deciding factor in 
making a quick profitable sale. 


Call in your tiling contractor on 
the next house you build. Let him 
discuss with you the many ways in 
which this permanently beautiful 
material can be used to increase the 
saleability of your offerings. 


ASSOCIATED TILE MANUFACTURERS 
420 Lexington Ave., New York, N. Y. 


ALHAMBRA TILE CO. 
AMERICAN ENCAUSTIC TILING CO., Ltd. 
CAMBRIDGE TILE MANUFACTURING CO. 
FEDERAL TILE COMPANY 
FRANKLIN POTTERY 
GRUEBY FAIENCE & TILE CO. 


MATAWAN TILE CO. 
THE MOSAIC TILE CO. 
NATIONAL TILE CO. 
OLEAN TILE CO. 
THE C. PARDEE WORKS 
ROSSMAN CORPORATION 


STANDARD TILE CO. 

THE SPARTA CERAMIC CO. 
UNITED STATES ENCAUSTIC TILE WORKS 
UNITED STATES QUARRY TILE CO. 
WHEATLEY TILE & POTTERY CO. 
WHEELING TILE CO. 
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WHATS NEW 


in BUILDING- PRODUCTS 


for More Salable Construction 


For further information in d to any item described in the “What’s New” Departments 


address, American Bui 


Floor Clips Deaden Sound 


HE device shown here has been used for deadening 

sound in the floors of a number of important apartment 
buildings with most satisfactory results, it is stated. It is a 
device which “floats” the finished floor on insulating material 
so that all sound carrying connection between the sub-floor 
and finished floor is broken. It was developed because of 
the realization that 
sound deadening 
material alone was 
not sufficient if nails 
were driventhrough 
it without being in- 
sulated. 

This clip consists 
of five pieces. The 
clip proper is a steel 
plate two inches 
wide, with two 7 
inch holes in the 
center and two 5$ 
inch holes on each 
— : end. There are two 
With This Clip in Use the Finished °Р°СаЇ пайз with 
Floor “Floats” on Insulating Ma- each clip to be used 
terial. in nailing the clip 

to the sleeper. The 
special washer nails are furnished to nail the attached clip 
and sleeper to the rough floor. 

After the insulating material has been placed on the 
rough floor, covering all pipes and conduits, the sleepers 
are laid, having been notched to permit the passage of 
pipes, etc. The flat metal clips are nailed to the under sides 
of the sleepers at intervals of approximately 14 inches. The 
sleepers are then turned over and the special washer nails 
are driven through the large holes in each clip, through 
the sound insulating material on the rough floor, until the 
felt washer comes in contact with the metal strip. The 
result is that the sleepers are “floating” between the insu- 
lating material on the sub-floor and the insulation nails, 
without metallic contact between the sub-floor and finished 
floor. 
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Windows That Swing and Slide 


HE casement window hardware used on the windows 
illustrated here has been designed to give all the advan- 
tages of both the casement window and the sliding sash, 
with none of the disadvantages of either. These windows 
are not only inswinging casements, but also slide up and 
down. Consequently they are made to drop down on the 
outside of the sill just like an ordinary sliding sash, making 
it impossible for snow, rain or wind to leak in. They 
are also weatherproof at every other point. 
The channels are built with a special tongue and groove 
arrangement which seals them completely when the sash is 
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ler Information Exchange, 105 W. Adams St., Chicago 


closed. At the center, where the two casement sash come 
together, special stripping is provided, making this point 
weatherproof. In addition, a special tongued strip is pro- 
vided for the bottom, giving additional protection at this 
point. 


These Windows Are Said to Combine All the Desirable 
Features of Both Casements and Sliding Sash. 


Each casement sash can be either raised or swung and, 
if swung, may be held at any desired angle by the sash 
adjusters on the sill. The transom may be lowered, giving 
top ventilation whether the casement sash are open or 
closed. This feature makes cleaning from the inside easy. 
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Effective Lead-Headed Nails 


eben ee e nails with the lead placed underneath 
the head of the nail are a specialty which will be found 
most valuable in applying 
sheet metal siding and roof- 
ing. They are used as a pro- 
tection against the rust that 
forms about the edge of nail 
holes in galvanized sheets and 
that attacks the nail just 
under the head at the neck. 
The object of this nail is to 
have all the lead under the 
head so that blows of the 
hammer hit directly on the 
steel head, thereby driving 
the nail tighter in place and 
avoiding knocking the lead 
protection out of place or 
loosening it from the nail. The nails are made in bright 
finish, galvanized finish and pure copper—all No, 10 gauge 
—and in three sizes, 172, 134, and 2-inch. 


Contact with the Sheet. 
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Science 
brings 
a super 


roof materials. Now comes a new development mak- 
ing possible greater beauty, superior quality, marvelous 
color and lower cost. 


Е centuries tile has been accredited the finest of all 


Duntex has years of research and experiment behind it. 
It is perfected, tested and proven. Its rich, permanent 
colors bring possibilities never before obtainable in roofs. 
It costs less, yet adds amazingly to the beauty and salability 
of any building. 


There is nothing like it in the building material field. There 
can be nothing like its exclusive features which are the 
result of scientific discoveries and new patented processes. 


Chain Manufacture 
To further lower the cost to the public and assure adequate 
manufacturing profits, the chain manufacturing plan has 
been adopted. Duntex is manufactured locally in plants 
equipped with line-production machinery under an exclusive 
manufacturing franchise. 


Because of the highly developed power machinery and 
perfected production plan, very little labor is required. In 
fact, it may be a one man proposition at the start. Yet, 
operating at 4096 of its guaranteed capacity, net earnings 
figure in excess of $1,000 a month. 


Backed by 25 Years of Experience 


Duntex manufacturing machinery, processes and product has 
been perfected by an organization which for a quarter cen- 


anda 
money-making 
opportunity 
in Chain 
Manufacturing 


tury has stood among the leaders in its field. This organ- 
ization offers Duntex as the ultimate in its long history of 
successful developments. In fact, it backs its judgment to 
the extent of granting the Duntex franchise and supplying 
the equipment on a basis whereby the right man can go 
into Duntex with but limited capital and let his plant pay 
for itself. 


Already, in advance of formal announcement, several terri- 
torial franchises have been granted. So sweeping are 
Duntex superiorities and so favorable is the opportunity 
presented that territories will undoubtedly be rapidly taken 
up. If you are interested in the opportunity chain manu- 
facturing presents, if you are ambitious to own and operate 
a highly profitable manufacturing business, get the facts 
at once. Our book describing this 
manufacturing enterprise is yours on 
request. Send for it now and learn 
what this business offers for you in 
your city. W. E. Dunn Mfg. Co., 430 
W. 23rd St., Holland, Mich. 
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W. E. DUNN MFG. CO. 4'29 
430 W. 23rd Street 
Holland, Michigan 


Send me your book describing the non-com- 
petitive franchise basis of Duntex manufactur- 
ing and show me how a Duntex plant can earn 
$1,000 monthly and upwards. Include com- 
plete descriptive data on colors and other ad- 
vancements Duntex provides for builders. 


DUN 1 EX.. . 
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basic reasons why 
STEEL FRAMING 

^ should be used in 
erecting EVERY MODERN 
HOME II nevis tie nor race ows 


in building construction—no sagging or 
settling, no expansion or contraction to cause 


plaster cracks in walls and ceilings. Here is solid, 
skyscraper construction for residences. 
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into any design and permits the widest 

range in meeting special requirements in 

all types of residential buildings. There are no 
architectural limitations. 


ADAPTABILITY—Steel Framing fits 


‘ QUICK ERECTION—The complete 

3 Steel Framing comes to the building site 

with every piece cut to fit and marked for 

its place. Quick and easy erection is made with 

ordinary tools by craftsmen familiar with building 
construction. 


SAFETY —One of the outstanding advan- [ : | 
4 tages of Steel Framing over other materials STEELFRAMINGisa practical and economioal 
is its safety from бге. It acts as a light- Method by which residences are constructed 
ning conductor and offers the greatest protection With skyscraper strength . . . of steel. Write 
against wind and storm. for complete information. 


ADDED VALUE—Homes built by the 
5 Steel Frame method have increased value 
because they possess construction advan- 
tages not found in ordinary residential erection. 
Resale values are higher because the worth of 
permanent construction in this modern manner 
does not decrease as years pass. Banks look with 
favor upon steel frame construction, in many 
instances granting greater mortgages. 


STEEL FRAME HOUSE CO. 


A Subsidiary of McCLINTIC-MARSHALL CORPORATION 
OLIVER BUILDING PITTSBURGH, PA. 
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THE MODERN METHOD OF HOUSE CONSTRUCTION 
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FOR ADVERTISERS’ INDEX SEE NEXT TO LAST PAGE 


An Idea for Model Homes 


by Corbin 


a 3 E “Model Home" is often quite a 
у» е5 K gamble, isn’t it? Liable to have a 
22 jl back-fire, too, if one isn't careful. 
Por instance, if you go the whole 
hog on quality you may have a $25,000 (or 
more) house on your hands in a $15,000 (or 
less) neighborhood, which is not so good. 

On the other hand, too much scaling down 
will kill impressiveness and hurt sales. Again 
—not so good. 

Now here is an idea that 
licks this situation. Use ad- 
vertised materials wherever 
you can. Home-seekers 
don’t depend on their own 
inexperienced judgment so 
much these days. You can't 
get away from the fact that 
advertising — particularly 
house-material advertising 
is believed. 


So it saves a lot of selling 
talk when you mention 
Nationally Advertised 
names. You don’t have to 
explain or demonstrate— 
they know. And how it adds 
to the prestige of the house 
—and yourself. 


But costs often prohibit 
the use of some products. 
Some materials take too 
big a percentage. Others are made only in 
limited ranges, few styles, few sizes. And 
that’s a handicap too! 

Builders’ Hardware! Here we strike oil. 
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Nowhere on the house will such a small in- 


vestment add so much quality—if, and this is 
important, Good Hardware – Corbin — and 
only Corbin, is used throughout. Lots of pat- 


New York 


Good Buildings Deserve Good Hardware 


terns and finishes to choose from, in fact you 
can get just the right thing to set off the en- 
trance—and put the quality touch on every 
door and window. 

No possibility of over-investing, for there is 
Good Hardware-Corbin at the right price 
for every house. What a chance of starting 
the sale right! The first thing they see is the 
front door—just tap the handle as you enter 
and say: "It's Corbin. Nothing better than 
that you know.” First im- 
pressions count and Good 
Hardware-Corbin—always 
creates a good impression 
—and keeps it. 

This isn’t a new idea. 
Contractors all over the 
country have been using it 
for years. And they all 
seem to be pretty prosper- 
ous—so it must have 
helped. Moreover, the big 
Corbin line offers a wide 
range for choice to suit the 
place. Finest mansions— 
moderate homes—little 
cottages all have Corbin 
Hardware—each to suit its 
own needs. And always 
right quality, appearance 
and price. 

And last but not least, 
Corbin is a time-saver. You don't have to go 
shopping all over every time you build. Corbin 
has what you want. Think what this means 
year after year. Just one firm to deal 
with, just one decision to make, just one bill 
to pay. 

Try it on your next house and prove it for 
yourself as others have done. 


Р. & F. CORBIN * тал 


The American Hardware Corporation, Successor 
Philadelphia 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


Chicago 
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156 What's New in Building Products 


Firesafe Garage Material 


HE construction of firesafe garages of beauty, economy 

and utility, which greatly reduce the hazard usually 
associated with these structures, is very much facilitated 
by the use of the new metal bases for sidewalls and roofs. 
Concrete is used on these metal bases without forms 
being required, rendering construction economical, easy 
and speedy. The products which make these achievements 
possible are manufactured by a large steel company which 
turns out a complete line of firesafe building materials, 
and they are sold by a country-wide system of dealers in 
building products. 

For construction of a firesafe garage, either in connection 
with a dwelling or an entirely separate structure, this 
company recommends that the floor, sidewalls and roof all 
be of the same materials, that is, concrete upon a base 
consisting of an expanded sheet of steel This base acts 
as both reinforcing and form, the concrete hardening upon 
it without the use of temporary retaining construction. 


Solid, Two Inch Concrete Walls Are Here Being Con- 
—GÓ Reinforced by Expanded Metal, Without the Use 
of Forms. 


A light steel framework is usually erected, and to it are 
attached the sheets of expanded metal upon which the 
cement plaster is to be spread to form the surfaces of the 
sidewalls. Where the roof load is very light, a temporary 
wood framework to hold the metal can be used to render 
the use of a steel frame unnecessary. Solid walls of only 
two inches thickness may be built by plastering the concrete 
on the two sides of this metal sheeting, which remains to 
form a most efficient reinforcing. The resulting walls are 
permanent, sturdy and good looking, unmarred by form 
marks. 

The roof is constructed with light steel trusses, made by 
the same company which makes the expanded metal base 
for the concrete. To these roof trusses are attached sheets 
of a special expanded steel base for use on roofs. These 
sheets are fastened to the trusses by special clips. The 
concrete or stucco is applied directly to the metal without 
the use of forms, and is back plastered on the inside. The 
result is an enduring, weather-proof and firesafe monolithic 
roof. 

* 


Better Window Ventilation 


ЕМ BRACING several exclusive features, the window ven- 
tilator and sash-rail ventilators illustrated here are rec- 
ognized as among the most popular and efficient products 
for ventilation. 

Among the chief features of the ventilators is the 
patented R-shaped louvres which prevent draught by break- 
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ing up the air current into small air currents and twice 
checking it to diminish its velocity. In this way, a con- 


stant flow of fresh air is admitted, draughts are prevented 
and dirt, rain and snow are excluded. The double checking. 
of the air currents, also drops all particles from the air, 

This ventilator, 
which is adapted to 
use in homes, offices, 
public buildings, 
schools, hospitals and 
other buildings, is 
easily adjusted with- 
out tools and fits all 
windows. 

Made entirely of 
metal, the ventilator 
combines strength 
and durability with 
handsome, sturdy ap- 
pearance. A perfect 
fit is assured,a spring 
expansion feature 
holding the ventilator 
snug and tight in the window frame and making it almost 
impossible to put the ventilator in the window insecurely, 


The sash rail ventilator, being used in the sash-rails of 
hospitals, office buildings, schools, colleges, homes, hotels, 
railway cars, trolley cars and busses, is built in two sizes, 
to fit openings two inches by 12 inches and two inches by 
18 inches. It is built in two sections, the outer containing 
the patented R-shaped vertical louvres and the inner con- 
sisting of a shutter for regulating the air flow. 

With the window ventilator, sizes range from 20 inches 
to 80 inches, with eight inch height on all sizes. Installa- 
tions of the ventilator will not interfere with the operation 
of the window. 

of 


Simple Effective Screen Lock 


* interesting and useful little device, shown in the 
illustration, has recently been placed on the market. 
It is in the nature of a lock for use on window screens and 
storm sash. It is intended to eliminate the necessity for 
outside installing of these. The device is a single piece of 
metal having two prongs so that it can hook either right 
or left as desired. The inside prong, not intercepting in 
the keeper, serves for a handle to hold the screen and 
turn the lock into the proper position where it grips from 
one point, pulls and draws sideways. It is ornamental and 
easily installed. 

When this device has been installed, 
screens and storm sash can be taken 
off on the inside of the windows for 
cleaning glass and replacing again. It 
is a safeguard against burglary because 
it cannot be taken off from the outside 
until the locks are released. It can be 
placed on sides or corners where it is 
difficult if not impossible to install the 
more familiar locks. 

When screens are installed with 
these locks the outside appearance of 
the building is not marred by un- 
sightly hangers and the use of ladders, 
which damage the lawn and shrubbery, 
is eliminated. To prevent children 
tampering with the locks, both screws 
can be drawn down to a clinch in 
locked position. 
middle of the top and bottom sash, on both ides of 
screen. Either a screw or screw eye is used for a fastet 


Draughts, Dirt, Rain and Sno 
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The locks are placed, preferably, near the 
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| Two popular extra size, extra weight and extra value shin- 


| in application, time and labor is put in a thicker, better roof. 


N this day of color consciousness—roofs can no longer sell 
which are drab or colorless, nor can they be “spotty” 
or too brilliantly hued. 

Fully realizing this, Ruberoid engineers in conjunction 
with a nationally famous color expert, spent months in 
perfecting scientifically correct color blends. Hundreds of 
different color combinations were ex- 
perimented with—scores of model roofs 
were tried out on miniature houses of 


ти Шанин above shows the beauty of roof line A Genuine — —— "mec " 

achieved through the use o, nuine й r ingles of soft, ri 

Asbestos Shingles. The American method of appli- RUB E RO ID RO O F P fem Wass 18 ft, » 

cation bas been used оп this roof. color tones perfect in color balance. 
for every purse and purpose 


Regardless of the type of home you 
wish to roof, you will find a Genuine 
Ruberoid Shingle correct in color value 
and especially made to harmonize with 
the architecture—color scheme— and 
scenic surroundings of your home. 

Write for samples and literature. 


The RUBEROID Co. 


NEW YORK and CHICAGO 
Offices and Warehouses in Principal Cities 


No matter what type of build- 
ing you wish to roof, there is 
a fire-resisting Genuine Ruber- 
oid Roof to meet the condi- 
tions imposed and to fit your 
pocketbook. 

Each class of Genuine Ruber- 
oid Roofs—asbestos shingles— 
asphalt shingles—or roll-roof- 
ings — represents the utmost 
in beauty and in quality—de- 
pendability that translates it- 
self into years of satisfactory 
service. 


Genuine RUBEROID 
ASBESTOS SHINGLES 


Manufactured from asbestos rock 
and the finest quality cement, and 
built up in layers under hydraulic 
pressure, Ruberoid asbestos shingles 
provide a fire-proof lifetime roof. 

There is a wide choice of colors 
in natural, variegated and mottled 
effects. This coloring is indelibly 
impregnated — your assurance of 
permanent non-fading beauty. 

Regardless of whether you select the American or 
Hexagonal method of application, Ruberoid Asbestos 
Shingles will provide you beauty in the form of a strong, 
durable and fire-proof roof. 


The 40% Thicker Asphalt Shingles 


gles. Both are 40% thicker than usual shingles, but because 
of their size the finished roof costs no more. The money saved 


The roof shown in ‘upper 


This extra thickness provides more than extra life. It assures illustration is Genuine 
: Ruberoid Massi i 
greater beauty — for each style casts deep shadows which give The асананс cei 
the roof massiveness. . 
тїз. 


This beauty is further enhanced by the distinctiveness of the 
mineral finishes used — a rich softness of color that reflects 
quality, style and good taste. 


pem m эла ² e t nm ee ar 
The RUBEROID Co., (Dept. 1), 

95 Madison Avenue, New York, N. Y. 

Please send samples and literature of the following 
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Permanent Inside Screens 


NE screen illustrated here is permanently installed on 
the inside of the window where it is easily accessible and 
can be raised and lowered at a touch, for operating or 
washing the window. It does not gather dirt and it offers 
year around pro- 
tection to dra- 
peries which, in 
many cases cost 
more than the 
combined screen 
and window. It 
never requires 
the work of tak- 
ing down and 
storing away 
during the win- 
ter, as it can be 
rolled up entirely 
out of the way 
when not needed. 
Being inside the 
building, it is so 
protected that it 
does not require 
annual repaint- 
ing. 

If the screen 
wire accidentally 
receives a blow 
hard enough to 
tear or bag the ordinary screen, the lugs in the selvage of 
the screen are released at the sides without injuring the 
wire. Upon pulling all released lugs toward one, raising the 
screen and again lowering it, the lugs automatically re-enter 
the guides and the screen is stretched in its normal position. 

These screens are constructed of lead coated terne-plate 
metal which forms a perfect bond for paint. The screen 
wire is 16 mesh, rust-proof, alumina, woven with a double 
selvage. This screen rolls into a metal housing 254 inches 
square, on a metal roller encased in a heavy, oil-tempered 
coiled spring. The wire is held tight at all times and will 
not sag or bag with use. 


— 


fe 


Colored Slate Adds Beauty 


we the architect specifies slate we usually asso- 
ciate this natural product with the school room black- 
board. Yet its many uses have constantly been specified 
by the architect for endurance and beauty. The natural 
characteristics of slate distinguish it from other structural 
stones. It combines non-absorption, non-contraction and 
endurance that has made it popular for economy, efficiency 
and attractiveness. 

One of the leading producers of slate introduced, some 
years ago, a colored slab which has been endorsed by out- 
standing architects and builders. In this day perhaps 
as never before color has predominated the building field. 
Its use is indeed an innovation, for it has brought to the 
home as well as the public buildings a note of cheerful- 
ness and distinction. 

The kitchen, once the drab and uninviting workshop 
of the housewife, is today as rich and cheerful as any 
other room in the house. For wainscoting, this colored 
slate, which is obtainable in over 16 beautiful veined and 
marbleized designs, offers a wall of not only rich color 
but of a smooth, highly polished surface that defies grease 
and dirt always retaining its freshness and never requir- 
ing replacement. In hotels, clubs and public buildings, 


What’s New in Building Products 


In the Lobbies of the 77th Street Apartment, New York 
City, Nathan Korn, Architect, Colored Slate Was Used from 
Floor to Ceiling. 


this beautiful product has added a touch of luxury and 
rich exclusiveness. | 


T 
Automatic Exit Locks 


HE principle purpose of automatic exit fixtures is to 

provide, for buildings where people congregate, a safe 
and ready means of releasing the exit doors in time of 
emergency, to eliminate the possibility which inevitably 
follows upon the failure of an exit door to swing wide 
instantly before the onrushing crowd. 

While no one can hope to control the course of human 
reasoning in times of panic, it is possible to eliminate 
conditions which might increase the tragedy of disaster, 
With this in mind, one of the best known manufacturers of 
door locks has de- 
veloped a com- 
plete line of auto- 
matic exit fixtures 
to meet the re- 
quirements of any 
installation. 


In developing 
this line the de- 
signers have kept 
in mind the neces- 
sity of easy and 
assured operation 
from the inside at 
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for single doors, у: 
some to operate from the outside by handle, some by kno general us 
others to be inoperable from the outside, these are typi mg mater 
conditions which these fixtures have been designed to met Bil "Perations 
For dealers’ stock there are fixtures which can be readily ^ When y 
adapted to any size door, right or left hand. For hollw America 
metal or fire doors there are devices with three-point bolt- ica's 
ing features to prevent warping under intense heat. Th Purchasers 
locks and latches used with this line of push bars are of the that goes ; 
regular cylinder and bitted-key types made by this compaty. sale. М 
with the various functions to suit exit door requirements. reading ab 
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The Black & Decker Mfg. Co., Towson, Md., has jit 
issued a booklet on its motor driven electric sanders whid 
contains illustrations showing the different uses of the# 
sanders. 
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Every builder will wantto read this free booklet. . Facts 
about National Trade and Grade-Marked Lumber 


mo the Mystery out of Lumber You will want to know about this easily Trade and Grade-Marked Lumber— it will 

Buying" is the title of the new free identified lumber—how it is made, where mean increased profits for you. 

booklet from the Lumber Library. It it can be purchased, why you will 

tells you how you can profit from build - profit by using it. Know the lumber you 

ing with “National Tree" trade and use! 

gade-marked lumber . . . it shows you 

themany advantages to be gained from a Send the Coupon Now! 

y knob, Mi eneral use of this easily identified build- Think what it will mean to have na- 
А ing material in your own construction tionally advertised guaranteed lumber in 

o meet B Operations. your houses! Trade and grade-marked 


н , 1 lumber is sure to change building prac- 
readily When you build with this lumber —  *. е «ре 
hollow Bl American Standard Lumber From сс * Pe aia oe 8 e 
nt bolt America's Best Mills" you can guarantee ——— 
t Те Purchasers the quality of the lumber and purchasers will be demanding it in -y 
; | that : ир the houses they build and buy. Archi- National Lumber Manufacturers Association 
» of tht goes into every house you have for in d ifving it. Send for Dept. 4752, Transportation Building 
трат 1. Millions of householders are 6659 Wil! soon De specilying it. Zend or Washington, D. C 
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WASHINGTON, D. C. 


New York . Atlanta . Pittsburgh . Boston . Chicago . Indianapolis 
Memphis. San Francisco. Portland, Oregon. Kansas City. Minneapolis City. State 
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A Permanent Tile Floor 


B UILDERS and architects will be interested in a resilient 
floor tile, which is said to afford an unusual measure 
of quietness, wear-resistance, water and dampproofness and 
permanent adherence to the subfloor. It is guaranteed to 
stay down and give perfect satisfaction when laid directly 
on concrete basement floors at or below grade. The 
guarantee is based on performance in actual service. 


This tile is composed chiefly of asphalt and asbestos, 
and retains all of the well-known water, fire, time and 
wear-resisting characteristics of these materials. Being 
entirely of inert and inorganic composition, there is no 
chemical action taking place in the tile at any time. There- 
fore it does not rot, curl, shrink nor loosen from the sub- 
floor. 


A Floor of This Tile Possesses Both Beauty and a Махі- 
mum Resistance to Every Element Which Damages Floors. 


In application, the floor is laid tile by tile in a bond 
of special asphalt cement produced by the manufacturer. 
There is always a perfect fitting of the tile together without 
gaps or untrue edges. This is due to the manufacturer's 
practice of cutting the tile when cold, thus avoiding shrink- 
age and misshapes. 

None of these tile have ever been known to wear out. 
Installations made eight to 10 years ago show no signs 
of wear, presenting today a more polished and beautiful 
surface than when new, it is stated. No polishes, waxes 
or special cleaning preparations are required to keep a 
floor of these tile perfect in appearance. There is nothing 
known that will stain such a floor. "Therefore, vigorous 
scrubbing is never necessary. The tile will take no stain 
of any kind that cannot readily be removed with a damp 
cloth. 

There are six sizes available, and seven attractive colors. 
These colors are fast. They are not merely surface tints, 
but extend clear thru the tile and cannot fade nor grow 


dull. 
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Simple, Strong Ceiling Hangers 

aeo ceiling hanger was designed, the manufacturers 

state, to give more hanging strength than the 14 gauge 
hairpin wire hangers used in attached ceiling construction. 
It consists of two pieces, a nail with a threaded end and 
a hanger to support the ceiling channel. In applying these 
hangers the workman first drives the nail into the form 
bottom, before the concrete is poured, on 12 inch centers, 
in alignment with other joists. This eliminates boring 
holes through the joist bottom and also much of the 
labor and material required for hairpin hangers, it is 
claimed. 


What's New in Building Products 
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After the concrete is poured and the form removed, the 
channel hanger is screwed to the threaded end of the 
nail, tight to the concrete joist bottom, in position ready 
to receive the furring channels. This eliminates all the 


727 OPLRATION~Sinply drive noii alo 212 OPERA Z/ON-—Screur 
form bottom before concrete /3 channel hanger (о threaded 
poured, on (2 centers, 12 atigniaent end of nat voht toconzrete 
with other sjorsts. Jost bottom into position ready 
= £o recawe mas cone 
Liiminates all labor of 
eye chonvels auth wire 


Increased Hanging Strength for Attached Ceiling Is 
Obtained by Using These Simple Hangers. 


labor of tying channels with wire. The channels are then 
slipped through the channel hangers in position to receive 
the metal lath. 

Tests for hanging strength show the threaded nails 
embedded in concrete have an average strength of 1,0% 
pounds, the channel hanger 74 inch thick an average strength 
of 350 pounds. If desired, channel hangers to hang 70 
pounds can be furnished. 


T 
Improved Door Knobs 


1 influence of the modern trend is affecting neath 
every phase of our life. To meet the demand for mod- 
ern things tubular latches is now introduced with bake 
lite knobs and roses in a variety of pleasing combinations 
These tubular latches are furnished with these knobs and 
roses in black and walnut. They need no applied finish, 
as the natural finish is a subdued luster, which addsa 
charming effect to doors. The designs are handsome 


The advantages of 
these knobs and roses 
over the usual brass or 
steel sets is the finish 
which, aside from being 
unusually harmonious 
and attractive, is abso- 
lutely permanent. It is 
acid-proof, fireproof and 
cannot wear off as it 
permeates the entire ma- 
terial of which these 
parts are molded. The 
durability of finishes on 
brass knobs, on the other hand, is dependent almost entirely 
on the protective coatings of lacquer which cover them 
This soon becomes impaired through natural wear and th 
action of acids deposited on it by perspiring hands, and the 
finish in turn wears through, exposing the base metal. 

All exterior metal parts of these latch sets, including 
plain and locking roses are made of solid brass, and @ 
be obtained in any finish desired. These sets are fir 
nished with the regular tubular latch, which requires ™ 
mortising, but is installed by simply boring two holes, 
thereby making a big saving in installation cost. 


Handsome Door Knobs o 
Bakelite Which Will Always Re 
tain Their Appearance. 
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COMFORT 


Don't pull against the stream 
float with the BOMMER tide 


Bommer Spring Hinge Co., Factory and Offices, Brooklyn, N. Y., U.S.A. Established 1876 
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New Steel Roof Sheathing self-contained home burglar alarm. This alarm works оп 
the closed circuit system and includes the alarm cabinet, 


NEW roof sheathing which was developed with the with sensitive relay, bell, batteries and testing key, and 

idea in mind of giving to the building industry a the guardian trap, consisting of a swiveling receptacle 
more satisfactory sheathing than any heretofore produced and jack, insulated flexible conductor, attachment plug 
for buildings designed with flat roofs, is shown in the and an automatic reel which serves the double purpose of 
illustration. There has been a constant endeavor to find 
a firesafe roof. Steel, according to this manufacturer, over- 
comes the objections to all other materials. 

Galvanized sheathing is lighter in weight, strong, fire- 
safe and impervious to dampness. It will not shrink or 
crack and will not burn. It is easily and cheaply erected, 
and is economical. 

Standard sheathing will carry a roof load of 65 pounds 
per square foot on standard purlin spacing with a factor 
of safety of four, with less than allowable deflection for 
plastered ceilings. It will carry 100 pounds per square foot 
with only # inch deflection. The usual roof load required 
by city building codes is 40 pounds. 


A Self-Contained Burglar Alarm Adapted to Ноте Installa- 
tions Is Cheap Insurance. 


keeping the conductor at à proper tension and retrieving 
and housing the conductor when the trap is disconnected, 

The trap may be set so as to extend across a door 
opening, or the conductor may be looped over the door | 
knob, threaded through a window lift, attached to a window CA 


shade, curtain or portiere. In addition to affording pro- betw 
tection to the home, the alarm may be installed in garage door 
or any other exterior building. The alarm cabinet is POI 
usually installed in the sleeping quarters and the extension tops 
bell may be installed in some other premise adjacent to А 
х of tis 

the house that is protected. А 
proje 

+ cotte 

This Hydrant Can’t Freeze SEA 

terre 


ANY hydrants are frozen and rendered useless every 
winter because they are not turned off before cold pools 
weather sets in. This would not happen if the hydrant 
illustrated here were in use. Once installed, this hydrant 
can be forgotten, so far as freezing weather is concerned, 
A Steel Roof Sheathing Designed to Provide a More though, like all valves, it will require an occasional tighten- 
Satisfactory Sheathing for Flat Roofs| ing of the packing-gland or renewing of the composition 

valve disc. Both can be done from the outside of the 

Standard purlin spacing is three feet 10% inches, which pbuilding without taking the hydrant out or disconnecting 


is the most economical spacing. This sheathing is furnished, any pipes. 


however, in heavier gauge, so that the same roof can be With this 
carried over greater spaces between purlins. hydrant in- 

This special sheathing is made of copper bearing galvan- stalled you 
ized steel. It is galvanized because galvanizing is a good will always 
coating to protect steel, and it is intended that this sheathing have the 


shall last as long as the building on which it is used. convenience 
d ofbeing able This Hydrant Construction Gives Positive 
to get water Assurance Against Freezing. 
К from the 
Practical Home Burglar Alarm outside hydrant at any time, even in the coldest weather, 


gu is hardly a day passes without the newspapers without a trip to the basement to turn the water on and 
recording the burglarizing of a home. In spite of the another to turn it off. 

highly organized police protection, the marauder strikes This hydrant is constructed from the best quality mate- 
here and there, leaving terror, loss in money and destruc- rials throughout. The fittings are made of heavy brass 
tion in his path. However, in most cases, these burglaries castings and the parts exposed to the weather are nickel 
happen in homes that are unprotected. Where there is а plated. The valve stems are of the best grade brass rod, 
system of protection, statistics show that homes, either which reduces wear on the valve seat and washer to à 
when occupied or unoccupied, are comparatively free from minimum. The illustration shows the construction which 
molestation. produces the frost-proof character of the hydrant. 


One of the principal reasons why more homes are not The faucet or hose connection is on the outside of the 
safeguarded by some system of protection has been the building and exposed to the weather. The valve at which 
difficulty of securing the necessary electrical and mechan- point the water is cut off when the valve is closed is located 
ical devices. Even practical electricians and electrical con- оп the inside wall, in the basement or other warm portion 
tractors are often at a loss to know where they can get of the building. It is impossible for it to freeze. 
the material required for a fool-proof, reliable and practic- connecting pipe extends through the wall, connecting the 
able installation. faucet with the valve by the valve stem which passes 


A concern has now placed on the market a complete, through it to operate the valve. 
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U HLS 


11 ELASTIC WATERPROOFING 
` COMPOSITIONS 


eving Kuhls’ Elastic Waterproofing Compositions have proven their 

'cted, qualities by being subject to the most severe tests on all types of 

doc construction in every part of the world for the last forty years. 

n CAULKING—For caulking ELASTICITY—Kuhls’ Elastic 
pro- between masonry of window and Waterproofing Compositions never 


door frames of wood or steel. become hard or brittle. They 


агаве 

4 is Ш POINTING UP—For copings, — — co 

n tops of cornices flashings, joining stand heat, cold, moisture, exces- 

* of tin roofs to walls and all other sive vibration, gases, fumes and 
ere: courses in stone or terra rapid changes of temperature. 
cotta work. 


BOND — Kuhls’ Elastic Water- 
proofing Compositions will adhere 


SEAM — For expansion joints in 
strongly to galvanized and raw 


terrazzo, tile roofs, swimming 


eve . 
e pools, bedding slate and tile roofs. iron, steel, wood, glass, stone, con- 
drani For all joints on a horizontal plane. crete, terra-cotta, tin, copper or 


Acana asea 
dant Ш EXPANSION JOINT—For tile eee ea 


7. roofs, domes, etc. All joints on herr cann жина mee e 

hten- re ; ý proofing Compositions can be 

sition n incline where a great — manufactured in any color to 

EE E мо аниа тшш — harmonize with the color of the 

cting place. structural material. These colors 
GLAZING—For skylights, con- ы са» ae do not stain. 

» 4 servatories, bedding and glazing 6 CONSISTENCY —Kuhls' Elastic 
of glass in steel or sheet metal used to Caulk Window Frames Waterproofing Compositions are 
frames and all other glass con- made up to be used with a trowel, 
struction work. knife or gun. 


^ Н. В. FRED KUHLS 


ather, 6415-21 THIRD AVE. 
E BROOKLYN NEW YORK 


The " 
у the 
asses 


mate- 
brass 
nickel | О ELASTIC GLAZING О POINTING-UP | 
; rod, | © CAULKING О SEAM | 
O EXPANSION JOINT 
to à | H. B. FRED KUHLS | 
yhidi 4 | 415-21 Third Avenue, Brooklyn, N. Y. 
e ese Gentlemen: Please send me, free of charge, your literarure on | 
| KUHLS’ Elastic Compositions. Also enclosed is 30 cents to cover | 
( the | packing and postage for 1 Ib. trial can. | 
i Booklet 
i ooklets | | 
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Steeltex not only 


ut keeps them sold 


ODAY'S successful builders 

find that reizforce homes sell 
faster. They are selling more and 
more reinforced homes. Nowa- 
days prospects look under the 
surface—not merely at it. 

Homes reinforced with steel! 
Why not? Concrete bridges, 
dams, and highways have tested 
this engineering principle for two 
generations. And now the same 

rinciple, the same protection, is 
available for safeguarding homes 
and apartments. 

When you build with ЅТЕЕІТЕХ 
in place of lath you embed steel 
reinforcing into plaster walls and 
ceilings, into stucco exteriors. 


5104 Union Trust Bldg. ' 


This rust-proofed fabric, electri- 
cally welded, means permanence, 
durability, repair-free life. It 
strengthens the entire framework 
for the life of the building—with 
rigid steel! 

And sTEELTEX does more than 
reinforce. Its tough fibrous back- 
ing shuts out heat and cold, 
deadens sound, adding value and 
comfort. 

Your prospects want lasting, 
reinforced homes. Many of them 
know about STEELTEX —already 
there are over a quarter of a 
million successful installations. 
Write today for full details—or 
send the coupon below. 


Pittsburgh, Pa. 


The world's largest manufacturers of welded steel fabric 


(eft) — The problem of last 
ing, reinforced stucco at 
moderate cost is solved by 
STEELTEX in these beautiful 
modern homes—180 com- 
pleted, 170 more to follow 
— Mott Homes, Inc., at 
Mineola, L. I. STEELTEX for 
Stucco is also an economical 
and satisfactory base for 
stucco overcoating. 


(below)—STEELTEX guards the 
plaster walls and ceilings of 
thisstrikinglybeautiful home 
atGreenhaven, aroneck 

N. Y. It is one of several 
STEELTEX - protected homes 
in this attractive develop- 
ment, which is among the 
most outstanding in the New 
Vork suburbs. Vivian Green 
Construction Company 

New York City, owners an 

builders. 


Г] ѕтекітех for Stucco 


Name 
— — —— 
Street 


Place. ..— 
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sells homes 


STEELTEX is used to put completely em- 
bedded steel reinforcing into the pleasing 
stucco exteriors of the 250 residences 
being built by Wexford Homes, Inc., at 
St. Albans, L. I. And it adds to reinforcin, 
the important factors of insulation ud 
sound-deadening, thanks to its heavy, 
fibrous backing. 


Here is the facade of one of the famous Laurelton Homes, which are 
selling as fast as they can be built. STEELTEX for Stucco is being used in 
this largest development in the world. 


STEELTEX 


FOUR TYPES—SAME PRINCIPLE 
SAME PROTECTION 


for plaster . . for stucco . . for floors and roofs 
(concrete and gypsum) for stone or brick facing. 


National Steel Fabric Company 
3104 Union Trust Building, Pittsburgh, Pa. 


Without obligation, send information about material I 
have checked. 


O ѕтекітех for Floors Г] sreecrex for Plaster 


O ѕтевітех for Stone or Brick Facing. 
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Nailable Partition Base Tile 


E accompanying drawing shows the application of 
nailable, magnesite tile designed to be used for the first 
course under partitions and to eliminate the wood ground. 
It is described as being fireproof, rotproof and vermin- 
proof and providing a load-bearing strength in excess of 
five tons per lineal foot. Baseboard can be nailed or 
screwed to this nailing base tile. It also provides a plaster 
ground. 


— Җен... 


D А m 


A Number of Advantages, Including a Considerable Econ- 
omy, Are Claimed for This Partition Base Tile. 


This base is designed for use in Class A buildings where 
poured concrete floors are laid. There is ample space along 
the sides for wires. One, two or three member base may 
be used. A magnesite carpet strip may be used in con- 
nection with this base as indicated in the drawing. It is 
so designed that it automatically centers partition tile, it is 
stated. It is manufactured in 30 inch lengths for clay or 
gypsum partition tile of standard sizes. It is set in the 
same mortar used for regular tile and, it is claimed, reduces 
costs more than 20 per cent. 


T 


Metal Edge Protects Roofing 


A SPECIALLY formed metal strip has been developed, 
and patented, after a number of years of practical 
roofing experience, which makes it easy to properly fasten, 
finish and support the edges of flexible (canvas, asphalt 
or tar) roofings and shingles at the roof edges. It is 
serviceable also at the peak or ridge edge with a suitable 
strip of roofing forming a ridge roll or cap of pleasing 
appearance and durabil- 
ROOFING OR FIRST NER, ity. 
жаа This drip edge mate- 
rial is made from high 
grade galvanized steel 


CROSS s ү i sheets, in two lengths, 
SONE DRIPEDGE 27 inches and 30 inches, 


Roof Edge Material That Is that can be cut and 
Well Worth Its Cost in the Pro- lapped with others to 
tection of the Roofing. give any desired length. 

It comes packed in 


crates of 600 linear feet and is guaranteed for 15 years’ 
service on the roof. The manufacturers claim the follow- 
ing advantages for its use: 

It protects roofing edges against injury by wind, ladders 
and carelessness of workmen. It reinforces the flexible, 
roofing materials so that the proper projection of the edges 
can be made that will carry the roof water beyond the 
roof edges. It is self-drained, through the V-shaped out- 
lets. It affords no obstruction to the flow of water from 
the roof. It fastens, securely and easily, the roofing mate- 
rials with a vise-like grip. It saves nails, only 74 the 
number being required, when laying prepared roofing, as 


[April, 1929 


are usually used. It saves labor, as there are only !4 as 
many nails to drive and saves on the trimming of sheets 
which it makes unnecessary. It finishes the roof edges 
smooth, straight and trim. 
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New Device to Protect the Home 


A" automatic stairway light switch manufactured by a 

well-known concern is being adopted for alarm sys- 
tems and is found to be very efficient. It can be placed 
under any stairway with a cut-off switch in the bedroom 
or any other convenient place. By means of this switch 
the light can be 
turned on or off as 
needed, on retiring or 
at any time the owner 
leaves the building. 
It can be turned on, 
so that the lights will 
switch on when any- 
one attempts to walk 3 — 
on the stairs, or a 


bell can be added, x Deve e Rom as a 
h desired, urg larm and as a Convenient 
تو‎ dead, (о REY 


CONVENIENCE 


give the alarm. 

The stairway is the 
most dangerous place in the home, according to the records 
of the accident insurance companies. People do careless 
things. They go up and down the stairs with their arms 
full of packages and the slightest misstep may mean disas- 
ter. This automatic device also makes it possible to flood 
the steps with light. 

It quite often happens that when people are either sleep- 
ing or leave the house for a length of time, they forget to 
turn off the lights in the cellar or attic, and the electric 
meter is working furiously, wasting electricity, which is 
not encouraged by the electric companies, who want to 
give service and not benefit by our wasteful habits. The 
installation of this switch in the cellar or attic stairs 
affords an automatic contact which makes it impossible to 
forget these lights. 


e 


Practical Sash Cord Fastener 


qu device is a sash grip for use with either sash cord, 
chain or steel center cord. With it in use there are 
no knots to tie. The sash cord is cut to length and the 
grips applied on 
the bench. The 
method of at- 
taching the grips 
is simple and 
quick, saving 
much time in 
hanging the 
sash, it is stated. 
No change is 
necessary from 
the usual prac- 
tice in fitting 
sash at the mill The Sash Cord Grip, in Three Parts, 
or on the job. Applied as Shown Here. 

The grip simply 

displaces the knot in the cord. 


This device is made of cold rolled steel and tested to : 


hold 100 pounds or more. It is made in different sizes 
to accommodate all sizes of sash cords, chains and steel 
center cords. It is suitable for use in buildings of all types 
including houses, apartments, schools, public buildings and 
business and manufacturing plants. 
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UNDER 
PRESSURE 


CRAPE the surface of any MAUK shingle 

with your thumb nail. Do the same with any 
other stained shingle (taken from a regular bun- 
dle—not special sample). 


Compare results: MAUK colors penetrate the 
surface. The creosote oils are forced clean through 
the wood. That’s because Mauk Shingles are 
stained twice under high pressure (32 tons per 
bundle). Pressure staining of shingles was pion- 
eered by MAUK three years ago. Only natural 
mineral colors are used, ground fine and bound 
with pure linseed oil. 


MAUK fine shingles are packaged—dust-proof, 
practically rain-proof—for better delivery—for 
easier handling. No mistaking the best shingles! 
Use MAUK Double-Dipped Shingles for better 
jobs and quicker sales. 


Shingles Stained Under Pressure 
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Penetration- 


hingle Color 


with this 


ERE ts a manual on the 
use of stained shingles 
beautiful shingled 
have it for reference and 


THE C. A. MAUK LUMBER 
COMPANY • Toledo, Ohio 


A Tile That Is Different 


A NUMBER of substitutes for costly ceramic tile, for 
use in homes of low or moderate cost, have appeared 
from time to time. But now a material has been placed 
on the market which is entirely different from anything 
before offered and which possesses a number of especially 
desirable qualities. This is a thin sheet metal tile. A hard 
baked enamel finish has been applied to thin sheets of zinc 
producing, in sheet form, a material which can be applied 
much as wallpa- 
per is applied. In 
this way flexibil- 
ity as well as 
hardness is ob- 
tained at a low 
cost which gives 
this material a 
wide field of ap- 
plication. 

The base, 
being of zinc, is 
non-corrosive 
and will last in- 
definitely. By a 
special process 
the sheets are 
lithographed in 
beautiful two- 
tone color ef- 
fects. It is made 
in six color tints. 
The standard 
size, for kitchens 
and bathrooms is a four inch tile effect on sheets of number 
five gauge zinc, 16 by 24 inches in size. The edges are 
die cut with a half scoring so that the sheets come together 
on the wall, making a perfect fitting tile joint. 


A special, water-proof putty cement is used for apply- 
ing. The application is like that of wall paper and the 
work is done, not by tile setters but by painters or paper- 
hangers, which reduces the cost. It can be applied to any 
smooth, porous surface after a priming coat of good lead 
paint has been used. The manufacturers claim that the 
cost of the material installed is about one-third that of 
clay tile. It will not fade, crack or peel. 
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For Plastic Textures 


b ipee: illustration shows a plastic texturing material from 
which the most artistic finishes and color combinations 
can be produced with the utmost ease of application. It 
is, in itself, both a decorative and finishing material. It 
has an oil base and comes ready for use. There is no 
labor or delay in preparing it for work. The actual appli- 
cation is simple. One operation is all that is necessary. 
There is no sanding or sizing to consider before glazing. 
Should a gloss finish be desired, the material may be 
glazed. 

Though this material hardens toughly and firmly, there 
is no danger that it will crack, chip or peel. It does not 
become stone-hard and rigid. 

Finished woodwork does not have to be taped or pro- 
tected, as this material contains no injurious products and 
is easily wiped off the most delicate woodwork, with a dry 
cloth, before it hardens. Vacuum cleaning is unnecessary, 
because this material needs no sanding. Unpleasant odors 
are entirely absent. 

Equally important is the fact that on new walls this 
finish can be applied directly on the brown coat of plaster, 
doing away entirely with the white coat. However, the 
material is effective and economical on all types of walls 


Wherever Tiled Walls Are Desired 
This New Material Can Be Applied 
Easily and Inexpensively. 


What’s New in Building Products 
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An Economical Plastic Wall Finish Which Makes Possible 
a Wide Variety of Artistic Decorations. 


as a covering, decorative and finishing material. Labor 
savings of from 15 per cent to 40 per cent are common, 
with the completed job actually costing anywhere from 10 
per cent to 30 per cent less than is ordinarily estimated, 
it is claimed. 
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New Roofing and Insulation 


Testi рингди roofing manufacturer is now mar- 
keting two new materials. One of these is a thick butt 
shingle. This shingle, in its method of manufacture, its 
appearance and safety on the roof, marks a long forward 
step in the manufacture of asphalt shingles, it is claimed. 
It fills the long felt need for a heavy weight, thick butt 
shingle at a moderate price. 

This shingle can best be described by saying that it is the 
standard asphalt shingle plus another layer of coating and 
another layer of slate, 
giving additional 
protection against 
weather and fire. The 
standard shingle con- 
sists of asphalt satu- 
rated felt, asphalt 
coating, and a surfac- 
ing of slate. This 
new thick butt shin- 
gle consists of asphalt 
saturated felt, asphalt 
coating, a surfacing 
of slate and an additional coating of asphalt and an addi- 
tional surfacing of slate on the exposed portion of the 
shingle. 

The second product is an insulating board. This board 
is recommended as a plaster base for use with gypsum 
plaster and for insulating work in the outside walls, between 
floors, and underneath roofing. The board is light and 
easily handled, weighing only 492 pounds per thousand 
square feet. It has a waxed, and consequently moisture- 
proof, back. It comes in sheets 32 inches wide by 96 
inches long or, when used for insulating lath, 32 inches 
by 24 inches. Its thickness is about 4 inch. It is put 
up in convenient sized bundles. This board is also an 
excellent sound-deadener, and tests at the Massachusetts 
Institute of Technology show that it bars out 9614 per cent 
of sound, it is stated. 

КЛ 


The Pick-Barth Co., Inc., 1200 W. 35th St., Chicago, Ill, 
has published a new 330 page general catalog which is in 
effect an encyclopedia of information for executives of 
hotels, restaurants, clubs, hospitals and institutions. 


A New, Heavy Weight, Thick Butt 
Asphalt Shingle at Moderate Price. 
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AMERICAN FACE BRICK ASSOCIATION. 
2163 City State Bank Bldg., Chicago, III. 
If you live in Canada, please write to 26 Queen Street East, Toronto, Ont. 
Please send booklets I have checked: 
O Up-to-date book on remodelling, free. 
— О Story of Brick, beautifully illustrated, free. 
n Manual - — 1 MSAN 116 ا‎ 
esigns and floor plans for Г] Inexpensive room 
Send fo r houses, 25с. Г] 5 room houses, 25с. 0 6 room houses, 25c. 


Face Brick Г] 7 & 8 room houses, 25c. Г] 5 & 6 room duplexes and 


double houses, 25c. 
plan books 
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An unusually 


BRICK 


beauty forever 


These District Association Offices and Brick 
Manufacturers Everywhere are at Your 


Service: 
Boston - - 11 Beacon Street 
Chicago . - 228 No. LaSalle St. 
Cleveland Obie Asse, - 2124 Guar. Title Bidg. 
Denver - - - = 1735 Stout Street 
Detroit - 400 U. S. Mortgage Trust Bldg. 


Hartford - e o 226 Pearl Street 
Los Angeles, Calif., - 634 Chamber of Commerce 
New York City - 1716 Grand Cent. Term. 
Norfolk - - - 112 West Plume Street 
Philadelphia - - - 1420 Walnut Street 
Pittsburgh - 324 Fourth Avenue 
Raleigh, N.C. - 508 Com. National Bank Bidg. 
Salt Lake City - 301 Atlas Block 
San Francisco . 461 Market St. 


913 Arctic Building 


well designed Small 


WELL designed small house is rare indeed. Yet, 

here is one that in proportion, mass and decora- 
tion measures up to every standard of architectural 
beauty. The street elevation with its appealing circle 
head entrance, long windows and ornamental flues has 
a very distinctive attractiveness. The floor plan is a par- 
ticularly happy one; combining, as it does, compact- 
ness with spacious rooms. 


It will be an easy house for you to sell, and equally easy 
to build, for complete plans and specifications will be 
furnished from which to work. The charge for the 
plans is $12.00, just enough to cover our cost. 


There are many such houses in the booklets offered in the 
coupon below. Every builder should know them all, 
and we suggest you write for them before the building 
season starts. 


COMMON BRICK MANUFACTURERS ASSOCIATION OF AMERICA 
A2131 GUARANTEE TITLE BUILDING , , CLEVELAND, OHIO 


Without charge, please send me a copy of “Common Brick." 
I am enclosing cash or stamps for the booklets checked. 


i 
i 
| 
1 O “Homes of Lasting Charm” 25c. O “Multiple Dwellings of Brick" 10c. 
! O “Beautiful Homes" (1 story) 25c. O “Farm Homes of Brick” 5c. 

! O “Skintled Brickwork” 15c. O “Brick, How to Build and Estimate" 25c. 
{ O “The Heart of the Home (Fireplaces)”’ 25c. 

! (Enclose $1.25 if you want all the books) 

' 
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New ! 


the 


PIVOTED WINDOWS for industrial 
buildings of all types. Thirty-nine 
different layouts and sizes. Deep 
horizontals and verticals. Same 
standard construction features as 
in made-to-order windows. Suffi- 
cient variety in single and com- 
bined units to fit any required 
opening and provide any desired 
ventilation. 


WINDOWS FOR BASEMENTS in 
residences, apartments and other 
buildings. Fine for side walls of 
garages and similar small build- 
ings. Special hinge permits ventila- 
tor to be easily and quickly re- 
moved and replaced without tools. 
Not removable from the outside. 
Made in four sizes. 


CASEMENT WINDOWS suitable for 
use in many kinds of buildings and 
various types of wall construction. 
Used in frame, shingle, stucco and 
brick residences. No interior wood 
trim is necessary and stools are 
often of steel, slate or marble. 
Adaptable to residences of magni- 
tude and distinction and also to 
homes of modesty and charm. 


TUBULAR STEEL DOORS that are 
strong, practical and good looking. 
Swing or slide types. Hinged to 
swing in or out. Single or double. 
Hardware specially designed and 
built for hard, continuous service 
and to meet every modern require- 
ment. 


PIVOTED WINDOWS SCREENED 
solve a difficult problem in an 
easy, practical way. Window is 
specifically designed for efficient, 
economical and attractive screen- 
ing. Ventilators operate without 
movement of screens or flexing of 
screen contact. Screens are easily 
removable for cleaning or winter 
storage. Sections, 115" deep. Quan- 
tity production reduces initial cost. 


12 


STEEL WINDOW INSERTS are 
formed strips of galvanized rust- 
resisting Armco Ingot iron which 
provide recesses in jambs and 
across openings where steel win- 
dows are to be used. Two types — 
one for concrete construction and 
finish and another for buildings of 
concrete frame faced with brick. 


Write for descriptive illustrated folder on any of above products. Warehouse stocks carried in principal cities. 


THE WILLIAM BAYLEY COMPANY, 128 North Street, Springfield, Ohio 


Boston, 5 Park St. 


Sales Agencies in Principal Cities 


Chicago, 310 S. Michigan Ave. 


Atlanta, 407 Bona Allen Bldg. 
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grounds with garden and garage included form a 

part of the whole picture. Therefore the grounds 
should be planned and equipped as carefully as the house 
itself, and, if it is, it will be a large factor in influencing 
the sale of the property. It might not occur to one that 
there are many specialties for the garden and garage; 
but a little thought makes us realize that here, as at every 
other point, the building industry has been producing spe- 
cialties that add to the salability of i:omes. 

The most conspicuous feature of the present day home 
site is usually the garage. Nearly every family, these days, 
has at least one car; and it must be housed and cared for. 
Many garages are built as an attached part of the house 
itself. More are separate buildings. But in either case the 
garage should be in harmony, architecturally, with the 
house; if it is not the picture will be spoiled. Appearance, 
however, is not the only thing about the garage that is to 
be considered. Garage hatdware of the proper sort is very 
important. 

The feature that is given most 
attention is the hardware for the 
large doors through which the 
car must pass. There are swing- 
ing doors and sliding doors and 
special types of door. These being 
large and heavy must f $ 
be so equipped that . 
the woman of the 
house, and even the 
children, can handle 
them without diffi- 
culty; and the prob- 
lem is complicated by 
windy days and, in 
winter, by snow and 
ice. But the garage 
door hardware manu- 
facturers have worked 
on this problem and 
have solved it most 
successfully. Various 
types of hardware can 
be had that make the 
garage doors easy to 
handle and this fea- 
ture can be pointed out 
to the prospect with 


good effect. 


N: house can be separated from its setting. The 


This Attractive Garage Is 
Slide Up—a Well-Liked 


uipped with Counterbalanced Doors That 
pecialty That Helps to a Quick Sale. 
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eMaking the Outdoors Work for You- 
GARDEN AND GARAGE 


“With their 


SPECIALTIES of EQUIPMENT 


cA Very Great Help in Merchandising — 
Oe Modern Home 


Garden furniture adds a great deal to the well planned 
garden and it is available in many styles and in wood, stone 
and cement. A beautifully planted garden with a sundial, 
a seat, a trellis or pergola is always a most inviting feature 
of the home site and a sales aid for the builder. The walk 
may be of flagging and, in fact, this type of walk is now 
much in vogue for the approach to the front of the home, 
Even the utilitarian clothes pole has been given attention 
by the manufacturers, and steel poles may now be obtained 
which are neat in appearance and which can be removed 
from a ground socket when not in use. 

Awnings have come into favor to a notable degree in 
recent years, especially for the popular Spanish style of 
home, but they are also appropriate for other styles and 
do much to make the house more comfortable in summer 
weather and so more desirable. Awnings have been 
improved and hardware for them has been developed which 
removes any faults they may have had in the past. 

If all the specialties for gardening and garage were to 
receive comment it would be a long story, but a list of the 
various items will prove useful and such a list follows: 


Garage and Garden Specialties 


Pressed Metal Columns 
Sewage Disposal Systems 
Conservatories and Sun 
Rooms 
Swimming Pool Equip- 
ment 
Special and Ornamental 
Fencing 
Ornamental Gates 
Garden Furniture 
Trellis, Pergolas and Sun 
Dials 
Clothes Posts and Dryers 
Awnings and Awning 
Hardware 
Lighting System, Elec- 
tric Generating 
Gas System for Cook- 
ing and Lighting 
Burglar Alarms 
Flagging 
Window Guards 
Landscape Gardening 
Garage Plumbing 
Lawn Irrigating 
Fountains 


Special Garage Doors 
Garage Door Hardware 
Garage Door Opener 
Garage Heaters 
Steel Sash 
Wire Glass 
Da d^ 
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A charming $ 
GARDEN HOUSE 


will lend character and completeness to the 
Surroundings of many homes 


FI 
anc 
a centu! 
its line. 


The possibilities for architectural adorn- ing the yards and gardens of more mo. 
ment in extensive private gardens and est homes, very often suggest the use of i 
public grounds, as well as in beautify- pergola or garden house. 


Hartmann-Sanders. pergola, 
garden houses and other oy. 
door features are a reflectin 
of the modern quest for beaut 
and lend an unmistakable mi 
of distinction to home surround: 
ings. They are significant i 
life's finer and more beautifu 


phases. 


-A pS NE ETE CE ELE SDE E r 


THESE TWO BOOKLETS OF This E 

COLUMNS, COLONIAL EN- from 

TRANCES AND GARDEN 

EQUIPMENT GLADLY SENT joints ai 
time ove 

Hartmann-Sanders has published An ou 

two large, profusely illustrated lator. E 

booklets, which offer countless for any 

suggestions concerning architec- machine 

tural adornment of home sur- ed 

roundings. One shows page after ged. 

page of beautiful pergolas, gar- suction : 

den houses, ornamental fences, efficient. 

garden entrances, seats, rose ar- às the n 

bors, trellises, columns and gar- | 

den accessories of all kinds. The i 

other booklet shows all types and Hi 

styles of famous Koll Lock-Joint 1 

Columns. For the booklets, |} 

send 30 cents to Hartmann- tij CO: 

Sanders Co., Factory and Show- | duci 

room: 2171 Elston Ave., Chicago. | steel. Ti 


Eastern Office and Showroom: 


11 Ba n m decir aie aa $ Dept. Y, 6 East 39 Street, New 
Ae Wo жалы АО EE RC OMNIS York City. 


HARTMANN -SAN DERS fe- 
PERGOLAS COLONIAL ENTRANCES . KOLL COLUMNS blades, ii 
ROSE ARBORS . GARDEN EQUIPMENT far as to 


and cut 
Stock wit 


FOR ADVERTISERS' INDEX SEE NEXT TO LAST PAGE 
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WHATS NEW 


in CONTRACTORS EQUIPMENT 


For further information in regard to any item described in the What's New’ Departments 
address, American Builder Information Exchange, 105 W. Adams St., Chicago 


A New Light Floor Sander 


FIRM which has been manufacturing floor surfacing 
А and polishing machines, exclusively, for a quarter of 
a century, has recently added a light weight floor sander to 
its line. Compactness, sturdiness, simplicity of construction 
and ease of operation are outstanding 
features said to have been incorpo- 
rated in this machine. Built of alumi- 


е mod. num, the complete machine weighs but 
180 pounds. The motor can be de- 
5е of i tached in about one minute by merely 


removing four bolts, thus bringing the 
weight of the machine down to 90 
pounds. This makes it possible for one 
man to carry it, easily, from place 


7 gola: 
to place. 


or oui- The eight inch width sanding 
flection drum is driven at a high 

rate of speed by a power- 
beauty, ful 1½ horsepower motor. 
1 WE The special,resilient, shock- 


round. absorbing mate- 
Ý | rial which covers 
ant | >, the drum makes 
autiſi 3 К it impossible to 


leave waves or 
vibration marks 
à — - on the floor. On 

This Efficient Sander Can Be Moved the other hand, 

from Place to Place by One Man. this drum cuts 

down the high 
joints and gets down into the low spots on the first 
time over the floor, it is stated. 

An outstanding features is an automatic, pressure regu- 
lator. By means of this device, the pressure may be set 
for any desired cut and, without further attention, the 
machine will give that cut as long as the regulator is not 
changed. This takes all the guesswork out of sanding. The 
suction system is described as exceptionally powerful and 
eficient. There is no belt and chain replacement problem 
as the machine is entirely gear driven. 


T 
New Hack Saw Blade 


A CONCERN manufacturing saws and tools has intro- 
duced a hack saw blade made of special high class 
steel. This blade will outlive and outcut any ordinary alloy 


An Unusual Guarantee Is Being Made on This Steel Hack 
Saw Blade. 


blades, it is claimed. In fact, the manufacturer goes so 
far as to guarantee his blades to cut six times more metal 
and cut twice as fast as any alloy blade cutting the same 
stock with the same dimension blade. Many users of these 


steel hack saw blades get even better results as they are 
getting as much as 10 to 30 times more service from one 
such steel blade over one alloy blade, it is stated. The 
teeth do not crack off the shell because this special steel 
takes an exceedingly good and tough temper. 

These blades cost three times as much as the ordinary 
blades, but one blade will do the work of six ordinary 
blades and therefore the actual cost is only about one-half 
that of ordinary blades, it is stated. 

This company has identified its blade by a distinctive 
mark so that there will be no trouble in finding the blade 
that will do the work. They are made in 10 and 12 inch 
lengths with 18, 24 and 32 teeth per inch. 
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Tacker for French Doors 


agmen doors and other doors of similar types are 
coming into rather wide prominence. Builders have 
some difficulty in toe-nailing the divided light parts of 
these doors. Not only is it difficult to fasten the cross 
members with hammer and brads, but it is also tedious 
and time-consuming. 


French 


A well-known manufacturer has developed a special model 
tacker for toe-nailing divided lights on sash and door work. 
This tacking machine has an extension on the front end 
which fits into the loose sections of the frame and fastens 
them in a speedy and satisfactory manner. It is light, 
convenient and about eight times as fast as an ordinary 
hammer and brads, it is stated. Тһе cost of the unit is 
more than balanced by the savings entailed within a few 
days of ordinary production, according to the manufacturers. 

This tacking machine is made of pressed steel plate. It is 
light and convenient to handle. There is an extension 
on the front of the machine which fits into the loose 
rabbetted sections of the frame. A light pressure of the 
plunger drives a broad staple into the wood, holding the 
loose seciions in place. The operation is more than eight 
times as fast as the use of an ordinary hammer and brads. 
The. magazine of the tacker holds 105 staples and the 
machine itself contains a reserve .chamber holding 420 


more. 


You Can Get Quantity 
by using thege 


OODWORKING machines to Produ 

profits must produce quality and qua. 
tity at low costs. Big jobs or little jobs, 
tough jobs or jobs requiring extreme y, 
curacy and precision —it makes no diffe, 
ence with a Monarch. Monarch machines m 
producers. Only tested and proved material 
are used in their construction. Every m 
chine is guaranteed to give years of om 
stant, steady, dependable service, 


Compa 
readily n 
arch ша 
Each ma: 
self. Eac 
smoothly 
| erator. If 
costs and 
machine. 
tions and 


Variety Tilting 
No. 65— sic I ht 
motor on arbor; with motor on base; 
with counter shaft. Each machine 
furnished with onesaw, ripping gauge, 
and one cut-off gauge with reach rod 
and stop. 


A revolu» 
No. X-24— Am 
machine, Tilting Arbor Saw Bench 
Sturdy, compact, self-contained. Mo- 


tor built in; saw completely guarded, 


— EE 


No. X- 19 


High grate, hi 
. Hebe 


without reversing, 
across, as well as the 


grain. 8400 г. p.m. 
runs in best ры 


bearings. = 


— трат 7 ery 


—— — — 


and Quality 
MONARCH MACHINES 


Compact and complete. Portable and 
readily movable from job to job. All Mon- 


arch machines are automatically guarded. No. X-17. 5 
Esch machine is a woodworking plant in it- Sew. Not built to EXER ad 
self. Each turns out its share of work ——ů—— 
smoothly, swiftly, and with safety to the op- highest grade machine work yet 
erator. If you want good work, fast work, low „ — 


costs and high profits, you want a Monarch closed motor with fused switch, 
machine. Write us for complete specifica- 
tions and name of distributor near you. 


No. Х-9—5° er 
Saw. 12” and 16” sizes. Sol- 
id wheel guard, completely 
enclosed, precluding all pos- 
sibility of accidents, Motor 
built in. May be operated 
from lighting current or by 
belt from any kind of power. 
Handy—Adaptable—Sturdy. 


Four men can use this No. X-15—j1. iier 


Variety Wood Worker Strong, yet light, built for hard 
at the same time. A Rip continuous industrial use. Arranged 
and Cut-Off Saw Bench, for direct motor drive or belt drive, 
^ with Boring and furnished with ball bearings, 

Attachment, the best ol tainable. 

Mo tiser, and 

Jointer all in 

one. Send for 

Booklet No. 

82. 
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New Stone Cutting Saw 


A NEW saw has recently been put on the market which 
will answer the long felt need for a fast cutting portable 
electric tool for scoring and cutting stone. This new saw 


is equipped with a full one horsepower motor, developing 


a very high speed on the saw blade, so that when a car- 
borundum disc is inserted, the machine will make a smooth, 
sharp cut in any type of stone. The weight of this machine 
is well balanced and the tool can be easily handled on stone 
of any size or shape. As compared with the old method 
of cutting stone with the hammer and chisel, the speed of 
the cut with this particular saw is measured in seconds. 
Cinder block, marble, tile, concrete, asbestos board and 
slate are a few of the materials easily handled by this new 
powerful tool. 


This New, Power, Hand Saw Is Designed for Cutting All 
Kinds of Stone and Similar Materials Rapidly and Eco- 


nomically. 


It is only necessary to score the two sides of the stone 
to a depth of approximately ½ inch. A sharp tap on the 
reverse side of the stone will make a clean, smooth break, 
leaving an even surface on the stone. This tool alone has 


been responsible for speeding up many jobs that were days 
Unusually low operating 


behind schedule, it is stated. 
costs make it a very economical tool for the stone contractor. 


of 
Paper Cement Bags a Success 


кел years have passed since the first shipment of 
cement in paper bags. So quickly were the advantages 
of this moisture-proof, non-returnable container recognized 
by the mills, the dealers and users alike, that last year 
a third of all the cement used was shipped in paper, accord- 


ing to the manufacturers of these bags. 


Cement packed in paper bags reaches the job in exactly 
the same condition in which it leaves the mill. Moisture is 
kept out by five plys of tough kraft paper with air spaces 
between. In spite of the weather conditions, cement can be 
delivered to the mixers thoroughly dry and without caking. 

The self-closing valve originated by this company which, 
it is said, has been responsible for saving millions of dollars 
for the cement industry and passed along to the users in 
lowered costs, is incorporated in these paper bags. Losses 
through sifting, like losses through breakage and spilling, 


have been eliminated. 


The Five Layers of Tough Kraft Paper Which Form the 
Walls of This Cement Bag Are Impervious to Water and 
Assure Absolute Protection Against Moisture. 


The problem of the return bag with all of the annoyance 
arising through short counts, losses, damaged bags, return 
shipments, accounting expense and difficulties arising over 
freight claims have been eliminated wherever paper bags 
have been specified. This is one of the greatest advantages 
claimed for the use of paper bags. 


d 


_A New Centrifugal Pump 


WELL-KNOWN concern has announced the addition 

of a centrifugal pump to its line of contractors’ equip- 
ment. This pump comes in three different sizes, with 
capacities of 325, 650 and 800 gallons per minute, respec- 
tively, on a total head of 20 feet. The features of these 
pumps are an open type impeller, which allows the han- 
dling of dirty water; an automatically lubricated center 


E 


This New Centrifugal Pump Comes in Three Sizes to Meet 
the Varying Requirements of Contractors. 


bearing; the same size suction and discharge flanges, allow- 
ing the use of the same size hose for both; and a unit 
construction which provides absolute alignment and rigidity. 
This pump added to the manufacturer's line makes the line 
most complete and includes single and double diaphragm 
pumps, single and double plunger force pumps, and à 
road pump. 
+ 


Appoint Advertising Manager 
N announcement from the Chain Belt Company, Mil- 
waukee, Wis., states that Mr. R. A. Shilbauer, for the 
past several years assistant advertising manager, has been 
appointed advertising manager. 
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, HAS A Д 1 THESE FEATURES 
jo: Check them TGL 


1. Operates from a light socket. — 
2. Weighs only 27% lbs. 


3. Only one moving part (the sander иш 
which is entirely enclosed. 

4. No. driving mechanism to become noisy and 
wear out. 


5. Ball bearing rollers front and rear. 


6. — halfturn spiral application, of sand 3 
7. XL gap in felt on sanding drum to pound E 


8. Sand paper speed a mile in two minutes. NX 
9. Operates exactly like a plane. К 


10. Serves as а jointer or edger in the inverted 
Position. 


11. Has exhaust fans on both ends of sander * 


drum to force the dust into bag. 


12. Straight induction motor — no brushes to 
wear out. 


13. Motor runs on extra heavy ball bearings. 
Guaranteed for life of machine. 


14. Greater diversibility of operation. E 
15. Works within 4” of base board on either È 


side. 


The REID-WAY Co. 


! 732 North 16th Street 
Cedar Rapids, Iowa 


Reid-Way Company. 
132 North 16th Stree 
Cedar Rapids, bon. ` 


ES E 
пет Whirlwind” ста er dedo атма от Bes Ball bearing guide rollers front and rear 
ч " insure ease of handling and uniform cut. 
The Reid-Way is instantly convertible 
from floor surfacer to bench sander or 

jointer. 
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Fit a Dandie to Your Job! 


ЕКЕ? the Dandie 7-S, for example 
—a one bagger with liberal room 


for mixing action! 

Equip it with the fast charging skip, 
roomy enough, and right-shaped to 
chute materials into drum in a swift, 
clean slide. No clogging! 

—or fit it with roomy low charging 
hopper and the strong sturdy platform 
that hinges up against drum in moving 
from job to job! 

Give it the Koehring automatic water 
measuring tank, and batchmeter to time 
mixing period and you're equipped to 
meetstrictspecifications and quality tests! 
However you equip your Dandie, you'll 
get fast charging and fast discharging! 


You get the long-service reliability of 
superior construction, the easy porta- 
bility and handiness of practical design! 


Study the Dandie transmission — that 
in itself tells a wonderful story of serv- 
ice-life! 

The more you know the Dandie — the 
more you'll recognize it as the out- 
standing value in its class! 


Get the Dandie Catalog 


Take our word for it — you'll learn a lot to 
your advantage from the Dandie catalog — 
tell us where to send it. 


Dandie Mixers: 6.6, 7-8, 10-8 
5-S single cylinder, 7-S two or four cylinder, 
10-S four cylinder gasoline engine. Charging 
skip or low charging hopper and platform. Rub- 
ber tired or steel rimmed wheels. Comply with 
A. G. C. standards. 


KOEHRING COMPANY ete 
WISCONSIN 
PAVERS, MIXERS — GASOLINE SHOVELS, PULL SHOVELS, CRANES AND DRAGLINES 
Sales Offices and Service Warehouses in all principal cities 
Foreign Départment, Room 579, 50 Church Street, New York City 
Mexico, F. S. Lapum, Cinco De Mayo 21, Mexico, D. F. 
Division of National Equipment Corporation 
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[April, 1929 


AMERICAN BUILDER (Covers the Entire Building Field) 


5 RIP CROSS CUT LI 


Some of the many cuts 
the Greyhound will make 


A real 
swing saw 
at a price 

anyone can pay! 


You need nct be handicapped another sea- have been waiting for. A sturdy, practical 
son by old-fashioned woodworking methods. machine that performs even better than 
No longer does high price stand in your more costly devices. A husky helper that will 
way. Here is the portable woodworker you speed your work and multiply your profits. 


The GreyhiundS lide aw 


Speed Without Effort | 
Rips Rabbets Ploughs Bores 


Cross Cuts Dadoes Routs Grinds 
Miters Grooves Tenons Sands 
Bevel Rips Bevel Rabbets Panels Flutes 
Gains Cut Jack Rafters Shapes 


Unequalled Capacity 
Cross cuts 20” wide—Clears 4" stock with 14" Blade 


Furnished with steel frame 
and hickory carrying 
handles, or with vibration- 
less table as shown below. 


The Only Woodworker 


with all these features 
Agents and Dis- 


Slides freely on Ball Bearings. You could tributors! Some 
pull it with one finger. Motor mounted priate > чш 
on universal knee with broad flat surface. proposition. — 
No wobble! Accurate! Steel frame that ^ 
will not warp or twist. 360 degree ad- V d 
justment. Set for any angle in a few Fx 
seconds. Can be used as vertical shaper Р. 
without taking spindle out of motor. P 

d — 


Pd Machinery Co., Inc., 
ө 250 N. 11th St., 
@ Philadelphia, Pa. 


Ф k П about 

ae Mail Coupon TO-DAY P d the “Greyhound "Slide. Saw 
For New Illustrated Folder and Price List P ала ди иче ae = 

We also make а complete line of single, purpose machines Fd ЧИНИО c 


THE WOODWORKING MACHINERY CO., INC. dure. . eee 


250 N. 11th Street, Philadelphia, Pa. 11 . 
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Combination Transit and Level 


N old, established manufacturer of instruments has 

brought out a new type of architects’ and builders’ 
transit, as shown in the illustration, for quickly and accu- 
rately running horizontal and vertical lines and angles from 
the same point, without disturbing any of its adjustments. 
It is a full size architects’ and builders’ transit with a 20 
power telescope and long sensitive spirit level. It is also 
equipped with a graduated vertical arc and vernier reading 
to five minutes and clamp and tangent, large horizontal 
circle and guard with double vernier reading to five minutes 
and clamp and tangent, shifting center, combination base 
with trivet points. The entire instrument is finished in 
black enamel and bakelite 
lacquer. 


This instrument is very sim- 
ple to set up and operate as 
a control lever guards against 
all errors and the telescope is 
brought exactly level or re- 
leased for use in the vertical 
plane instantly, with the clamp 
and tangent, the same as on 
all high grade engineering in- 
struments. The coarse corru- 
gations on the leveling screws, 
pinion, etc., are also a decided 
advantage, especially in cold 
weather when gloves or mit- 
tens are worn. 


les Without Disturbing The instrument is substan- 
Adjustments. tially constructed and fills the 
demand for a combination transit and level in a most 
satisfactory manner requiring no skill to use, and will 
answer all purposes. It is also furnished with a compass 
mounted in the base of the standards for rural use or 
where it is desired to determine true magnetic north 
and south. 

+ 
New Single Spindle Shaper 


HE is a well built, single spindle shaper which is 
designed for accurate work. The frame is a heavy, 
one-piece cored casting which allows no vibration. The 
table measures 24 by 40 inches and is accurately ground 


Two Views of a New, Single Spindle Shaper Designed 
+ Ден Work, with a Heavy Frame to Eliminate 
tion. 


and finished, its height from the floor is 36 inches. The 
hole in the table has a diameter of 4% inches. 

A 174 horsepower motor of 220, 440 or 550 volts is fur- 
nished as standard equipment. A two horsepower motor 
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may be furnished at extra cost if desired. The motor is 
ball bearing and is so mounted that both motor and spindle 
raise and lower as a single unit. Compensation for stretch- 
ing of the belt is taken care of by one screw and thumb nut, 

The spindle is of crucible steel, one inch in diameter, 
accurately ground and balanced. It is contained in a hous- 
ing with two ball bearings. One set of knife and fill-in 
collars is regularly furnished. Special size spindles may 
be had at extra cost if ordered. The specially selected ball 
bearings are so mounted that they are dust proof and 
require little attention. This machine occupies a floor space 
36 by 40 inches. 

T 


A Light Powerful Sander 


Ё deus floor sanding machine illustrated here has been 
designed by the makers of a well-known line of floor 
surfacing machines to fill the need for a low priced, light 
weight, sturdy and poweríul floor sander. 

This machine weighs only 115 lbs. A man can carry 
it easily and it can be taken from one job to another in 
any automobile, without removing the motor or disassem- 
bling the machine. It is equipped with two motors, one for 
propelling the machine and doing the sanding work and 
the other for operating the vacuum dust collector. This 
second motor is a special feature of this machine and it 
assures dustless operation all the time whether the machine 
is being moved backward or forward, and the suction never 
fails even if the main motor is slowed down by a heavy pull. 


The sander is 
planned for use 
on old floors as 
well as new ones. 
It will remove 10 
coats of varnish 
from a floor with- 
out the aid of 
neutralizers. It 
will surface right 
up to the quarter 
round without an 
additional side 
roller. It will : 
surface at least R hy 
2,500 feet of new 
floorings per day This New Floor Sander Is Light, Power- 
or from 1,000 to ful, Sturdy and Inexpensive. 
2,000 feet of old 
flooring, depending upon its condition, according to a 
statement from the manufacturer. 

The guiding handle has been made adjustable so that 
a person of any height can use it conveniently. The sand- 
ing roller is equipped with a special paper holding clamp 
which makes it impossible for the sandpaper to become 
loose or wear in spots. 

Double row selí-aligning bearings are used on the sand- 
ing roller, thus eliminating vibration. Only two bearings 
require lubrication and when filled with light grease, need 
no attention for three to six months. Bearing housings are 
equipped with felt and cork gaskets, absolutely leakproof 
and dustproof. 

The frame or chassis is made of one piece of chrome 
vanadium steel. It has no bolts, screws or rivets to loosen 
up and allow play. Every part is built solidly into the 
frame. The standard equipment includes galvanized iron 
pattern for cutting the sandpaper, a paper bending board, 
dust bag, 50 ft. of rubber trailing wire, 15 yards assorted 
varnish removing and finishing sandpapers, clamp wrench, 
enclosed snap switch, attachment plug and set of 
instructions. 
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| CONCRETE 
. EQUIPMENT 


To Serve Their Industry 
Still Better 


MILES 


Concrete Equipment 


is now offered to a critical but 
appreciative industry with — 


New Refinements — 
New Short-Cuts — 


New Manufacturing Cost-Savers — 


that only a pioneer builder, with 
large engineering facilities for 
research and experiment could 
hope to furnish. 


QUALITY 
and SERVICE 


still remain as the fea- 
tured items in a line 
brought up 
to the latest 
minute 
for 


OUR 
POLICY 


during over thirty 
years of successful 
manufacture has ever 
been to build the best 
possible equipment at 
the lowest possible 
cost, with prices ever 
reduced by large vol- 
ume production and 
unusual facilities for 
manufacture, which 
keep overhead and 
other expenses cut to 
ABOVE IS SHOWN A MILES COMPLETE POWER STRIPPER UNIT the minimum. 


THE MILES LINE IS COMPLETE 


It includes face down block machines, hand strippers, power strippers, power tampers, elevators and feeders. 
See a Miles plant in operation before you decide and ask the user to tell you how it performs. 


Write for catalogue. This book contains much you should know and it is free 


THE MILES MANUFACTURING CO., Dept. 6, Jackson, Mich., U. S. A. 
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standard 
"Buildin 


` MIXER 


KONT AXLE — built of two 4" Channels, width 1$” cold 
АЙ FRAMES — made of two 6" Channels. 
AIN-ROLLERS — 12" in diameter. 
Corner We Have 
The Ransome 10-S 


diameter by 39" wide: 
— 12"x2i"—car wheel iron, Timken Roller 
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Drom Rollers. 
Öt One set of levets located at drum end of mixer. 
LINE ENGINE—LeRoi or Novo—4 cylinder. 
MEASURING TANK — 16"z 40" — capacity, 37 gallons. 
Ransome—the first mixer in the ring 
the last to enter the repair shop. 


WG 


oi ae 


Get ALL of the facts about these fast, husky Ransome Mixers. Learn how they've 
performed — what they're made of! 


—— ooeceasm 1200009000 — 


Dept. A. B 
Ranso га € ozs m obiya 0 10-S Builder. 
Concrete Machinery Company e AAA he NAEUN E 
- 31840 — Servico fer 79 Tears — 1929 E 
Dunelien New Jersey ds —— Oe ME E 
FOR ADVERTISERS’ INDEX SEE NEXT TO LAST PAGE 
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Wallace Bench Planer and Jointer 


A compact and highly efficient machine— 
easily portable with ample power to handle 
all classes of work. 


Special reduced 


$140.00 


Here is a high grade machine 

built to take care of all cut- 4 
ting operations any angle if Desired 
compound meters—cutoff— 

ripping, dadoing—tenoning 

and routing, shaping, fluting, 

boring, sanding—practically 

all operations required in 

the shop or on the job. 


Send the coupon for full 
description and time 


payment plan Cast Iron Tableslo@ Extra 
Cast Iron Legs Is- xtra 
F.O.B. CHICAGO 
J. D. Wallace & Company 
136 S. California Ave., Chicago, Ill. 
Send full descrip- If interested in 


tion of Workace other individual 
portable machines 
check 
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Improved One Bag Mixer 


N improved one bag mixer has been announced by a 

well-known manufacturer. This new job was shown 
for the first time at the recent Road Show in Cleveland 
and attracted much attention from contractors. 
` While speed in mixing and moving is emphasized by the 
manufacturers in their bulletin on this mixer, yet sturdiness 
of construc- 
tion and 
long life 
have been 
given every 
attention in 
building it. 

Some of 

the out- 
standing 
featuresare: 
Timken ta- 
pered roller 
bearings; 
i —" spring 
= mounted 
Speedy in Operation and Sturdy in Construc- wheels to 

tion Is This New One Bag Mixer. absorb the 
shocks; interchangeable rubber-tired or steel wheels; dia- 
mond type roller chain drive, fully enclosed and constantly 
lubricated by running in a bath of oil, and the rail-tracks on 
which the drums revolve, which are guaranteed for the 
life of the mixer. A well-known rapid water tank is also 
standard equipment. E 


Efficient Concrete Heater 


OR cold weather work some sort of a concrete heater is 
a very necessary piece of equipment and the one shown 
in the illustration will be found convenient, practical and 
economical. It is attached directly to the mixer, as shown, 
and is operated with kerosene. It will produce hot concrete 
of from 70 to 90 degrees in zero weather. It can be 
attached easily to almost any non-tilting, drum type mixer 
on the market. 
With it in use, only 
in extremely cold 
weather is it neces- 
sary to reduce the 
speed of mixing and 
then only 10 to 30 
per cent, according 
to the manufacturers. 
Concrete heated in 
this way remains 
warm for from 48 to 
56 hours after being 
poured and will 
harden and set before 


Г 


Concrete Heater Attached to 
a Mixer in Operation, Assuring 
Smooth, Even, Strong Work. 

it has a chance to 


freeze. This insures smooth, even and strong work. 

This heater is available in three sizes for mixers having 
a capacity of three to five cubic feet, for mixers of seven, 
10 or 14 feet and for mixers of 21 or 28 feet capacity. The 
oil consumption varies from 1% gallons per hour with 
the small size to three gallons with the largest size. Each 
heater is equipped with an oil tank of ample capacity and 
a hose in addition to the clamps for attaching to the mixer. 


Р 


A Sander with Side Roller 


COMBINATION sanding and polishing machine 
which is, according to the manufacturers, meeting 
with a big demand among contractors, painters, realty 
owners and others, who find it highly practical and 
economical, has lately been further improved. Many con- 
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cerns which have a large amount of work to do and only 
one man to take the machine from job to job. and operate 
it, find this small combination machine most practical. 
The latest improvement on this machine is a side roll 
attachment that is described as being not only practical, 
but fool - proof 
and which now 
makes it possi- 
ble to sand right 
up to the base, 
eliminating all 
hand work with 
the exception of 
about three 
inches in the cor- 
ners. This ad- 
justable side roll 
will operate on 
both sides of the 
machine and can 
be changed from 
one side to the 


other in two ر‎ 
misgtea, A 1 e a 7 
stated. Side Roller on This Sander Gets Up 


This machine Close to Base. 


is ruggedly built 

and easy to operate. It does not require a skilled operator 
and is strictly a one man machine, doing all the work of 
10 men using hand methods. It is equipped with a %4 HP. 
motor, 25 feet of electric cable, a silent chain drive, ball 
bearings, an adjustable handle that can be raised or low- 
ered and disconnected entirely in one minute, adjustable 
wheels with rubber rims, and a separate, % Н.Р, motor 
which takes up absolutely all the dust. The total weight 
of this machine is only 85 pounds. 


fe 
This Saw Saves on Costs 


NE man and the saw shown here will do the work of 

10 men with hand saws. This is what the manufac 
turers claim for their new portable power saw 
and they back this statement up by offering 
a free trial. 

This power saw rig will run all day on one 
gallon of gasoline. And one gallon of gaso- 
line costs less than 
25 cents. The saw 
will make possible а 
saving of 10 to 12 
per cent on the en- 
tire building cost on 
the average sized 
bungalow or other 
building, according 
to figures taken 
from an actual re- 
port of a contractor 
who used the saw 
in building more 
than 500 houses, it | 
stated. | 

This saw is de- | 
signed to perform 
many useful opera- 
tions. It cross-cuts, 
rips, mitres and dados. With this saw you сап гір 34m 
material, green, wet or unseasoned—as fast as you can! 
it to the blade. E 

Such a saw will enable the user to make a saving o 
three to four weeks' time on each building costing 
to $4,000 in addition to the savings of 10 to 12 per cent o 
the actual building cost. 


A Power Saw, Gasoline Operated, 
Which Gives Economical ot 
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WHAT A DIFFERENCE 


METAFORMS 


MAKE in CONSTRUCTION COSTS 
! 


NO TIME LOST, NO LABOR LOST AND NO 
LUMBER WASTED ON ANY CONCRETE JOB 


THE SAVING IS AMAZING 


vork of 
anufac- — the amount you on lumber for one year, in METAFORMS and eliminate that 
— "^l мацу. That money becomes “velvet” along with other profits you reap — 
3 { T: — — — TAF S. Ordinary, unskilled labor can easily set them up. Adaptable to all 


types of monolithic and circular concrete construction. 


Each standard unit is a square of smooth, 14-gauge sheet metal 24"x24" in size, stiffened 
and held perfectly flat by angle irons. Fractionals from 2” to 22” make the forms adjust- 
able to any bui dimensions. 


METAFORM circular outfits for silo, tank, reservoir and grain elevator construction are 
just as easily handled by unskilled labor without the use of scaffolding and in about half the 
time employed by other methods. 


We also manufacture metal forms for road and sidewalk construction. Metaform Road 
rails are a and easily set in place forming a track for the wheel of the finishing 
machine. will not get out of line and will stand terrific strains and weights. For a 
perfect job ine ess time and less cost use Metaforms. 


Our illustrated circulars on all classes of Metaform Con- 
struction are awaiting your request. Send the coupon today 


METAL FORMS CORPORATION 
MILWAUKEE, WISCONSIN 


METAL FORMS CORPORATION 
Milwaukee, Wis. 


Please send me your illustrated circular on 
Metaform construction. 
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WHO BUT REX ~~ ~ ~ ~~ ~ ~ ~~~ 


COULD BUILD Such an Outstanding 


Y BAG TILTER VALUE? · « «+ 


O BUT REX could set the small mixer stand- 
ard for 1928—and then build a new and greater 
15-bag tilter for 1929? 


For in the new Rex Tilter, Rex engineers give con- 
tractors a compact, sturdy little mixer that makes cur- 
rent competitive design and performance obsolete. 


And only Rex production facilities could produce 
such an advanced machine at a price below average. 


Before you buy a new H- bag machine or drive your 
old machine through another season—look into this. 
Itsetsanew standard of value for mixer-buying dollars. 


CHAIN BELT COMPANY, 721 Park Street, Milwaukee, Wisconsin 


REX MIXERS 


(Reg. U. S. Pat. Off.) 


Cantileversprings make riding easier and 
towing safer . . new positive tilt lock 
can’t loosen .. . Timken in drum spin- 
dle... reinforced drum lip that shovels 
won’t nick ... drum with the easy 
shoveling height—dumps cleanly into 
any barrow... wheel and gear tilitng 
mechanism tilts drum faster and easier 
.. sturdy frame with no bric-a-brac to 
loosen ... counterbalancing makes 
moving easy. i 


1-bag 7-S 

1- to 2-bag 10-S O 
DP) ss 
— —̃ — 
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6-bag 
12-ba 
27-E 


cee = wwe 2225 


1 CHAIN BELT COMPANY 
721 Park Street, Milwaukee, Wis. 
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Adjustable Steel Trestles — Оп front of building, Adjustable Steel Trestles form first tier. Above 
are four tiers of sectional Steel Scaffolding. Nail attached brackets for stuccoers and carpenters on side. 


spend as much money building wooden scaffold- Steel Scaffolding is erected 
ing for one job, as for Trouble Savers which Tr ouble S aver and dismantled so quickly 
y are good for 100 jobs or more? that it saves its cost on every job, and is as good as 
— E o | 


i ? new after ten years' use. Same equipment can be 
va accidents used outside as inside, and moved from one portion of 
risk fire hazards? a building to another. Absolutely safe! 

Check items on which you wish particulars, fill out the coupon and mail today. By return mail 
will come full information and details of our 30 day FREE TRIAL OFFER. 


1101 N. Governor St., JheSteel Scaffolding, Company Evansville, Ind. 


а Trouble Saver 
Steel Products 


Trouble Sa Savor Bolt | 
атег amara 
ubie Saver Brackets в * , 
rov : 
ndustrial Com- Trouble Saver Adjustable Steel 
missions. Tresties (patented). 


A New Versatile Saw 


NEW, direct motor driven saw, which travels through 

the work instead of the work being pushed against the 
saw, while the stock lies flat on the table, will be found a 
valuable, money saving piece of equipment for the con- 
tractor. It is a machine which handles all types of work, 
which is easily and quickly adjustable, easily portable, 
accurate, sturdy and powerful. 

The one machine handles all cutting operations, any 
angle, compound  miters, 
cutoff, ripping, dadoing, 
tenoning and routing, shap- 
ing, fluting, boring, sanding 
and,in fact, practically every 
operation done in building, 
yard or woodworking plant. 

This machine has a ra- 
dial arm mounted on a 
turntable 10 inches in di- 
ameter on the upright col- 
umn of the machine. This 
makes it possible to turn 
the arm and lock it se- 
curely in any desired posi- 
tion for bevel cutting. This 
vertical, turn table carriage 
slides on two, accurately machined, one inch, vertical, steel 
bars in the upright column and is actuated by a screw in 
the vertical column so that the arm may be raised and 
lowered as desired. It has a maximum vertical travel of 
534 inches for gauging the depth of the cut according to 
the height of the stock above the table. 

The vertical column is also mounted on a 10 inch turn- 
table at the base so that the column supporting the arm 
can be swung and securely locked in any position for 
angle cutting. The two heavy steel bars, on which the 
motor travels horizontally, are accurately machined and 
are set at the center distance of six inches, assuring rigidity 
without swing or spring. А 7 Н.Р. motor furnishes the 
power. A safety guard covers the unused portion of the 
saw. Two handles are conveniently located for guiding 
the saw in the various operations. Each machine is sup- 


This Saw Will Prove To Be 
a Money Saver on All Con- 
struction Work. 


#rplied with one, eight inch combination cross-cut and rip 


blade. Other blades, dado and router heads are supplied 
as extras. 


* 
New Portable Airpainting Unit 


A NEW and compact air unit, which is low in price, 
furnishes a practical and efficient, light, portable unit 
with which a large variety of attractive decorating, air paint- 
ing, and finishing can be produced. This unit is especiauy 
adapted to touching up, repainting, shading and lacquering 
any article in the 
house, to light 
window trim- 
ming or to card 
and sign work. 
Furniture stores, 
department 
stores as well as 
fixture and elec- 
trical stores can 
refinish damaged 
articles at a big 
saving. 

These low 
pressure spray- 
ers represent the 
latest develop- 


Light and Easily Portable This Air 
ns Unit Has a Wide Field of 
se. 
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ments in low priced sprayers. They operate on low Pressure 
from a few pounds and up with lowest air consumption. 

The uniform fan spray turns in any direction and can be 
adjusted for small or large spray by simply turning air- 
cap in for wide fast spray and out for smaller spray. It 
has a patented clamp-tight cover, an unbreakable metal 
cup, a convenient pistol grip and leak-proof valve, and is 
simple, strong and serviceable. ` 


New Light Duty Drill 


HE new, % inch, light duty, electric drill, shown here, 

has recently been placed on the market by а well. 
known manufacturer. It is designed for use by carpenters, 
mechanics, electri- 
cians, plumbers, auto- 
motive shops and, in 
fact, by every work- 
man who uses tools. 
It is not intended for 
continuous produc- 
tion drilling, but is a 
strong serviceable 
tool for intermittent 
work. Being light 
and compact, it is an 
ideal drill for the tool 


Here Is an Electric Drill Suitable 
for Carrying in the Regular Tool 
kit. The handle de- 


Kit. 
sign and reduced + " 
length make it especially useful in close corners. [Its cost 
is low. It is equipped with a universal motor operating on 
either direct or alternating current, hardened alloy steel 
gears, chuck, cable and attachment plug. 
Bd ` 
Standard Truck Dump Bodies 


WELL-KNOWN manufacturer of trucks is now pre- 

pared to supply truck operators in the contracting and 
building supply business with a line of standard dump 
bodies which will cover the major portion of dump truck 
requirements, and meet the exacting demands of the field 
for ruggedness of construction. 

The announcement of the company states that all of 
these bodies are built of No. 7 gauge sheet steel, and are 
constructed to taper four inches from front to rear, a 
feature which insures rapid emptying of body, even with 
sticky material. The bodies have full length six inch 
running boards with round corner front, which makes for 
a smooth rub rail, the full length of body, and provides 
a substantial front corner body bumper. Front headboard, 
tailgate posts and gate all extend well above the body sides 
proper so that sideboard extension and large opening 
tailgate are provided for. 


One of a New Line of Standard Dump Now Available o 
Well Known Line of Heavy Duty Trucks. | 
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RLASTING 


* RACK EIS 
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* These sturdy brackets are so well made and so perfectly 


he field designed that they will support enormous weight as firmly 


and safely as the ground under your feet. ; 
* < \ And speedy! Just four nails in the studding and the bracket 


rear, à is put in place. It can be taken down just as quickly and 
en with transferred to another job. 

эй: я . You can rely on Everlasting Building Brackets to give com- 
provides plete satisfaction under all conditions. They are so much 
ıdboard, more efficient and economical than the old methods of 


dy sides scaffolding that they will increase your profits on any job. 


ening 
Your dealer has EVERLASTING Building Brackets, or he will 
gladly get them for you. The coupon below will bring catalog, 
Specifications and prices on our full line of building brackets. 


Mail it today 


HUBENY BROTHERS, Inc. 


‚600 First Avenue ROSELLE, N. J. 


HUBENY BROTHERS, Inc. 
M ғ. Dealer: 600 First Avenue, Roselle, N. J. 
We supply the highest grade _ Please send me complete information on your 
steel in chat at a pae MS оти line of Building Brackets. 
price. A definite dealer policy м 
guarantees fair dealing and 
pleasant relations. Address 


Write for details А ا ا‎ 
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TILL THE LEADER — 
BETTER THAN EVER 


BLACK & DECKER 
l5- Inch Portable Electric Drill 


“With the Pistol Grip and Trigger Switch” 


The most popular make - - 
The most popular size - - 


More have been produced than any 
other make or size. 


Your Jobber Can Supply Your 
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‘hip off the 
гоа Bloc 


Smith half-bag mixers 
have all the important characteristics of 
the BIG Smiths that have proven so out- 
standingly successful on the world's great- 
est construction projects — Muscle Shoals, 
Conowingo Dam, Cascade Tunnel, Pardee 
Dam, Coolidge Dam — and many others. 


The same tilting drum construction, the 


0,99 
| 


Even the Smith (2%,-5) Mascot—the baby of the tilting 
line—is built like the huge Smith (112-S) four yerd 
tilter, the largest mixer in the world. 


same “end-to-center” mixing action, the 
same ease and speed of discharge, and what 
is equally important, the same Smith 
quality throughout — make these little 
mixers BIG Smiths in everything but size. 


Prominent engineers specify Smiths for the 
big projects. And the same type of mixer 
is available to you for your small every day 
jobs. Why be satisfied with anything less? 


These better and more dependable half-bag mixers 
cost no more than ordinary mixers. And remem- 
ber, they have the handy feed chutes as standard 
equipment—the only small mixers with this feature. 


Mail the coupon below for complete descriptive information. 


THE T. I. SMITH COMPANY, [Division of National J} 1026-3 nd Street, Milwaukee, Wisconsin 
Please send me complete descriptive information on your Small Mixers. 


A5187-1-SM 
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Electric Drill Price Cut 


WELL-KNOWN manufacturer of electric tools has 

announced a reduction in the price of its % inch, light 
duty drill, shown in the accompanying illustration. This 
is a general pur- 
pose drill for 
light work and 
is especially 
adapted for 
workmen to 
carry in their 
tool kits, out on 
the job. It is 
equipped with a 
universal motor, 
operating on 
either A. C. or 
D. C. current. The gears are made of high grade steel 
scientifically heat-treated to just the right degree of hard- 
ness and toughness. While it is not designed for continu- 
ous production work, it is a strong serviceable tool for 
odd jobs. 

of 


An Improved Type Woodworker 


U NUSUAL ease of operation is claimed for a new type 
of portable, overhead, swing saw and universal wood- 
worker which has just been placed on the market. Because 
of the introduction of ball bearings, not before used in 
devices of this kind, it is said that much less effort is 
required to guide the tool across the work. Among the 
jobs. which this machine will perform are ripping, cross- 
cutting, beveling, mitering, compound. mitering, rabbeting, 
gaining, ploughing, dadoing, grooving, routing, shaping, 
tenoning, fluting, boring, paneling and sanding. 


A General Purpose Drill for the Tool 
Kit Now Sold at a Reduced Price. 


A New Type of Construction Makes for Ease of Operation 
of This New Swing Saw and Woodworker. 


With a 16 inch saw it will cross-cut material five inches 
thick and 18 inches wide. It cuts two by eight inch jack 
rafters at a 60 degree angle. The ripping capacity handles 
material four inches thick and 14 inches wide. The saw, 
or other tool being used, is mounted right on the shaft of 
the motor, giving the power advantage of direct drive. 

The motor is attached to a universal knee which permits 
it to be turned or tilted in any direction with a full 360 
degree of adjustment. This knee, in turn, is firmly fixed 
to a sliding section of “I” beam which moves back and 
forth on ball bearings. Because of the broad face of the 
bearing on the universal knee, the sturdiness and balance 
of the sliding mechanism, and the staunch construction of 
the entire machine, it is claimed that vibration is eliminated 
with a consequent gain in accuracy of work. 

The table is equipped with hickory handles for ease in 
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carrying. For those who prefer a stationary machine, a 
steel angle stand can be furnished, with underslung rip 


saw. Less than a minute is required to change the machine A 


to perform апу of its operation, it is said. Accuracy jg | 

assured by convenient locating pins. All parts are inter- 

changeable. This machine can be obtained with any size 

motor from % H.P. to five H.P. E 
T 


New Heavy Duty Truck Line 


A NEW line of heavy-duty motor trucks with respective 
ratings of 215, 3% and 5 tons has recently been devel- 
oped. The new trucks are being made in both the chain 
drive and double-reduction types with the exception of the 
5-ton size, which is of chain-drive type only. 

Several important new features are incorporated in the 


A New Line of Heavy Duty Trucks in Which a Numbe 
New Features “Afford the Operator Greater Servi. * 


design of these trucks, some of which are: new and more 
powerful engines, four-wheel brakes, single  dry-plate 
clutches with vibration dampers and transmissions with 
five forward and two reverse speeds. 

The engines consist of five independently maintained 
sub-assemblies, which greatly simplify servicing and thus 
help to keep the truck on the job. The entire engine unit 
of each truck is clean-cut and compact, and all parts are 
easily accessible, making possible a quick check-over. It 
has an overhead valve and camshaft arrangement, which is 
designed so that valve grinding is a simple bench job, and 
also made so that lubrication is carried to every moving part. 

Lubrication of the engine is accomplished by means of 
a gear type oil pump which completely supplies all moving 
parts, assuring longer life and added performance to the 
engine. 

The trucks are capable of developing an abundance of 
power for the hard pulls and speed for long hauls on 
the highway. Reductions in low gear are 100 to 1, giving 
ample power for pulling out of the toughest places. 


Portable, Self- 
Priming Pump 
NDER this same 
heading a descrip- 
tion was published on 
page 134 of the March 
issue, the illustration ac- 
companying which was, 
by mistake, printed with 
the wrong side up. This 
did not give an accurate 
idea of what the pump 
really looks like and we 
are, therefore, repub- 
lishing the illustration, 
herewith, in the proper 
position. 


Unusually Ligh 


ht агы pe 
Quality and Efficiency Will 
Found in This New Pump. 


ective 
devel- 
chain 
of the 
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Ends 


Sands Butt 
with the grain/ 


It is no longer necessary to nand scrape or hand sand the edges of 


flooring. These tedious, expensive operations are entirely eliminated, 
you get a more uniform and satisfactory finish that matches the 
of the floor, by using the Edging Attachment with the 


Tlf Sander 


Even on butt ends of floors you can sand with the grain right up to 
quarter round. The belt action gives a smooth ripple-less finis 
matches perfectly. the larger surfaces sanded with the Speedmatic. 

, Also quickly sands closets, alcoves, stairs, etc. Light weight makes 
1 time saver on bench work. With a Speedmatic and the Super 
bout Edger, you do the whole sanding job, eliminating all hand 
Work. Ask for further information or a demonstration of these machines. 
Built with machine tool accuracy by machine tool builders. 


(Covers the Entire Building Field) 


Do The Whole 
Sanding Job 


—with these two efficient machines, Mr. Contractor, and 
you will find your floor costs reduce while your profits 
increase. 

For the larger areas you want a machine that will give 
fast clean cutting with minimum wear of abrasive. You 
also want a machine that gives a smooth finish without 
chatter marks or ripples, that one man can move from floor 
to floor without help, and that can be carried from job to 
job in a passenger car without sending a truck to move it. 


All these requirements are met by the 


Speédmatic 8 


The high speed balanced drum with a revolving surface 
speed of 2,300 feet per minute ¢uts so fast that the abrasive 
has no chance to clog or drag, thus saving abrasive costs. 
Patented spring drum suspension secures a fine finish. 
SIXTEEN ball bearings built into the Speedmatic mean a 
low up-keep cost and handling ease that will surprise you. 
For areas over 1,500 sq. feet ask about the larger Speed- 

matic 12“. 


Porter-Cable Machine Company 


1721 N. Salina St. - 


Syracuse, N. Y. 
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In Getting 


Jobs Done... 


ETTING materials in and out of the 
drum faster—speed in handling—the 


Leach 5-5 Mixer has this **knack". It gives Put this Leach Tilter 
Trailer to work. It is 


you that extra daily yardage at the lowest low priced—it has 
cost per batch, which is profit to you. speed of operation 
In its size and type, it is outstanding. and is more durable. 


It’s a real buy. 


Think of it—all-steel construction, large 
Send for a copy drum openings, direct drive, no complicated 
of our 5-S cir- jack shaft, clean charging skip, dependable 
дааа дошт Power. 

Try the Leach 5-S—it’s a winner—has speed, 

capacity and longer life. It's the Hustler“ 

of all Leach Orange-painted Mixers. If you 

want low price and big yardage try a Leach. 

Write for Details 


LEACH COMPA N Y 
Oshkosh, Wisconsin 


LEACH MIXERS | 


FOR ADVERTISERS’ INDEX SEE NEXT TO LAST PAGE 
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Durundum Floor Sanding Paper 


Keeps Pace with Construction Schedules 


ODERN construction moves fast, and the floor 

M contractor has to get out of the way for the 

next man, just as all other contractors do. His abrasive paper 

determines his success in meeting his schedule. To finish up on 

time, he needs the fastest cutting paper; to have his work pass 

inspection, he must use a fine finishing paper; and to make his 
profit, he needs an economical, high production paper. 


| se ар e Durundum, as thousands of floor 
surfacers have found, has all these qualities. 
Its electric furnace grain is the fastest cutting abrasive obtainable. 
The careful grading and inspection given the grain assure a fine 
finishing sheet. A tough, rugged paper backing, combined with 
the long lasting, fast cutting grain, provides an economical paper 
with a long production life. 


“Good Workmen Know the Difference” 


A. BEHR-MANNING TROY 


"f 
\coRPORATION New york A. 


П 
ens 
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Builds Hollow Concrete Walls 


SING the molds illustrated here, it is possible to build 

two 3% inch, or two four inch, monolithic concrete 
walls with a 2% inch, dead air space between, uninter- 
rupted by anything that is conductive to heat, cold or 
moisture. This system saves all lumber, nails, wire and 
labor used in putting up and taking down wood forms in 
which to run the concrete. Two operators on the machines, 
with three helpers, will be able to build 50 lineal feet of 
wall in one hour, it is stated. These figures are for one to 
six standard mix. 

The walls are built 
in nine inch courses 
around the building, 
one course above the 
other, all knitted to- 
gether and bonded 
into a double mono- 
lithic wall tied to- 
gether with galvan- 
ized wall ties. The 
molds can be han- 
dled easily by one 
man, the two sizes 
used weighing 38 
pounds and 55 
pounds. 

This hollow wall 
construction obviates 
frost coming through 
these walls. The con- 
tinuous air space acts as the dividing line between the 
temperatures of the outside and inside and has a neutralizing 
effect, leaving the inner wall always warm and dry. A care- 
ful record has been kept, the manufacturers state, of the 
temperatures of the interiors and exteriors of hollow wall 
buildings in extremely cold weather. The results have 
been that where the temperature outside has dropped 30 
degrees within 24 hours time, no decided change was 
recorded in the interior of the building. This is offered as 
proof of the practical insulating value of this type of wall 
construction. 7 

Comparisons are also available of the cost of this con- 
struction and other commonly used types which make very 
favorable showing for this construction. 


КУ 
Brick Clamp and Tile Hook 


1 are two pieces of equipment which the contractor 
will find most convenient. The brick clamp handles 
eight or more brick at a time without injuring .brick or 
bruising workman’s hands. 


These Molds Are Light Enough to 
Be Handled Easily by One Man. 


Up. 


A Brick Clamp and Tile Hook Which the Builder Will Find 
Handy, Time and Labor Saving Tools. 


This clamp is made of malleable iron and stands rough 
usage. It is easily adjusted by a thumb nut to desired 
size of brick or number in a load. Picks up and dis- 
charges instantly. Lever grip is sure. 

Time and labor cost saved by the clamp quickly makes 
up the cost of equipment. The tile hook picks up one 


What's New in Contractors' Equipment 
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or two building tile, according to size, and makes pos- 
sible handling tile in each hand. Saves workman's hands 
and speeds up operations. Made in two sizes, two and 
three-prongs. 

> 


High Grade Portable Band Saw 


SMALL portable band saw is an important aid to 

the builder in producing a modern, up-to-date house, 
The machine illustrated here will operate from a line with 
a:20 ampere fuse. It can be carried up or down stairs by 
the average man, can be operated on a work bench, two 
horses or a soap box and will handle work up to 5% 
inches thick. | 

While this is not the most ex- 
pensive machine of its kind on 
the market it has been designed 
and built with quality as the ob- 
ject, regardless of cost because, 
this company states, its experi- 
ence shows that such machines 
lacking the best of material and 
workmanship are too expensive 
to operate and are soon 
discarded for quality ma- 
chines. 

This machine has the 
following specifications: 
weight, 180 pounds; base, 
18 inches square; height, 40 
inches; steel table, 18 inches 
square, offset, tips full 45 
degrees; wheels, 14 inch, 
steel disc, rubber tired, top 
wheel tilts and has vertical travel of three inches. The 
blades used are % inch for % inch radius, % inch for 
general work and % inch for ripping. A м H.P. motor 
is recommended for work up to 5% inches, a one H.P. 
motor for metal cutting and production work. Guards 
completely cover the motor, wheel gears and all of the 
blade, except from the guide to the table. The machine 
is shipped completely equipped, and ready to use. 


This Saw Is a Quality Job but 
Not Expensive in 


Tanks Measures Water for Mixers 


AN EW water measuring tank, quite extensively used 
in Europe, according to the importing firm which is 
now introducing it in the United States, is shown in the 
accompanying il- 
lustration. The de- 
vice consists of a 
cylindrical tank 
which can be va- 
ried in volume by 
the adjustment of 
a piston or spin- 
dle. On the outer 
end of the piston 
there is a handle, 
geared to an indi- 
cator, showing the 
volume of the 
tank. Turning this 
handle changes 
the volume of the tank to the desired amount. 

On the opposite side of the tank there is an air valve, 
at the top, and a water valve, at the bottom. The water 
valve is a three-way valve serving both as an inlet and 
an outlet. The deflector seen in the illustration turns the 
entering water so that complete filling of the tank is assured. 
It is claimed that this measuring device can be fixed to 
any standard concrete mixer. 


This Tank with Adjustable Volume 
Measured Any Desired Amount of 
Water for the Concrete Mixer. 


AMERICAN BUILDER (Covers the Entire Building Field) 


| pos. 
hands 
` jf Start NOW To Ear 
a BIG MONEY 
house, 
' with 
irs by 
e PRING is here. Thousands of old floors will be 
resurfaced during Spring house-cleaning. NOW 
is the time to get into the floor surfacing business 
for yourself. Many men are making $25.00 
to $40.00 a day surfacing floors with the 
AMERICAN HIGH PRODUCTION 
FLOOR SANDER. You too can earn big 
money in this business with this machine. 
b but | 
et. | 
h 7 American High Production Floor Sander 
notor 
b. Experience Unnecessary 
f the Many have started in this business with an “Ameri- 
chine can" floor sander but with no knowledge of floor sanding, 


and have developed a successful business. Why? Be- 
cause the American High Production Floor Sander pro- 
duces quality work easily and smoothly, and because it 
used does at least double the amount of work and therefore 


y makes double the amount of money for you. 
" Work Easy To Get 
With the large number of floor sanding jobs 
available right NOW, you will be able to develop 
a large, big paying business within just a few 
$ months. Let us tell you more about this profit- X : 
able business and about our *On Approval Plan." Easily Carried by One Man 
The American Mail The Coupon NOW! 
e. ә FPS ш = ш ш ш а зш ап аз ап эз аз ап ап ап аз ап ап са пз ап ап пп ап аз аз ап аз ап ап 288888 
E Floor Surfacing Machine Co. n. кь Foor Surtaciné Machine Co 
of 1 315 So. St. Clair St., Toledo, Ohio 
" 915 So. St. Clair St. Toledo, Ohio : Gentlemen: Without obligation, please tell me more 
Branch Service Stations in Principal Cities about how I can cash in on the Spring months.with an 
1 American High Production Floor Sander. Also tell me 
CANADIAN REPRESENTATIVES ! about your "Dn Approval Plan." 
alvê, The A. R. Williams Machinery Company, Ltd. i 
E ММ . —— E Gadia ar ee a e 
"7 Manufacturers оў Floor Surfacing and Polishing 1 
tie Machines Exclusively for More Than a eee ee eee eee hn nn 
* a Quarter of a Century E sas ҮКҮ е 
ry: П 
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Profits 


ANY contractors who maintain their own shops 
M are on the lookout for supplementary shop work 

to fill in the slack periods and keep the shop organ- 
ization together, ready for peak demands, and at the same 
time add an additional item of profit. The tremendously 
rapid growth of the use of motor trucks opens up for 
such contractors a field of work which fits in admirably 
with the work already handled. That is the building of 
special truck bodies. 

Many types of truck bodies are already on the market 
and can be purchased as stock equipment. At the same 
time there are many owners who require special bodies 
which must be built to order and then, too, there is the need 
of providing new bodies for used trucks which are changing 
hands and must be differently 
equipped. А surprisingly 
large number of farmers, 
who are very extensive users 
of motor trucks, want to 
work out their own ideas in 
the matter of truck bodies 
and the logical place for them 
to have the work done is in 
the shop of their local con- 
tractor. When the contrac- 
tor is organized to handle 
this business he can turn out 
a better job at lower cost 
and greater profit. 


The enterprising contrac- 
tor with a small shop can 
well afford to spend some 
time checking up on the de- 
mand for such work in his 
territory and, if he finds a 


Type. 


A Very Good Type of Body, Solid Floor with Movable 
Sides, a High Type for Stock Handling. 


in Iruck Bodies 


sufficient market, organizing his shop to handle it. In 
making such a check up, not only the farm truck market 
should be investigated, but also the market among mer- 
chants and others in the various towns in the territory, 
When starting out in this line of work, it is seldom wise 
to lay plans on too pretentious a scale at first. Starting 
on a small scale, first make sure that the market is there 
and that you can turn out the work in a manner to meet 
the demands and sell it at a fair profit. When this is deter- 
mined, you will be justified in increasing your equipment 
and building on the basis of what you actually know. Aíter 
you have made some sales, have found that you can give 
satisfaction and that you can make money on every job, 
then will be the time to lay plans for enlargement. 
The shop outfitted for 
making truck bodies should 
contain at least the follow- 
ing pieces of equipment: a 
cut-off saw, a rip saw, a trim 
saw, planer, tenoner, jointer, 
mortising machine and a 
complete paint spraying out- 
fit, which must be confined 
within a tight room. This 
paint spraying outfit should 
include the machine itself, a 
compressor and tank of good 
capacity and suitable pipe 
lines. It will, quite prob- 
ably, be found an advantage 
to pipe the compressed air 
to other parts of the shop 
where it can economically be 
applied to a variety of work. 
As will be noted, this is 
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The INTERNATIONAL HARVESTER 


SIX-SPEED SPECIAL has a 2-SPEED AXLE 


The Only SPEED TRUCK Built with 


Two Complete Power Ranges 


This truck will Out-Pull, Out-Climb, and Out-Perform 
any truck of similar rating under full load 


| The International line also 


includes the Special Delivery 
for loads up to %-ton; 4 and 
6-cylinder Speed Trucks of 
1%, 1%, and 2-ton sizes; 
Heavy-Duty Trucks ranging 
from 2%-ton to 5-ton sizes; 
Motor Coaches and McCor- 
mick-Deering Industrial 
Tractors. Sold and serviced 
by 172 company-ow ned 
branches in the United States 


| and Canada, and dealers 


everywhere. 


INTERNATIONAL J 


WV 


HIS new 1-ton truck — the 
International Six-Speed Special 
—has already rolled up a re- 
markable reputation, not only in 


this country, but also in Canada 
and foreign lands. 


Sales have been breaking records 
and the performance of the truck 
is setting new records in every kind 
of hard hauling. 


No other truck built is like The 
Six-Speed Special. It has a 2-speed 
axle, giving it six speeds forward 
and two reverse—making two com- 
plete power ranges. А light shift 
of the auxiliary lever throws from 
one range to the other instantly. 
And there you are—as the going de- 


mands—fleet speed for the straight- 
away or ten times the pulling 
power for your capacity loads in 
the toughest going. 


There are four-wheel brakes to 
balance the speed with safety; every 
chassis member is designed and 
built to stand the strain of the 
tremendous tractive power; and 
the engine itself demonstrates real 
all-around operating economy. 


See this unusual truck—drive it— 
try it on your job—give it any 
test. You've never seen a truck 
built like The Six-Speed Special and 
you've never seen one equal its per- 
formance. And you'll like the low 
price as well as the truck. 


INTERNATIONAL HARVESTER COMPANY 


606 So. Michigan Ave. 


OF AMERICA 


(Incorporated) 


Chicago, Illinois 


= INTERNATIONAL TRUCKS 
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A Special Truck Body Built to Meet the Individual Ideas 
of a Farmer. 


just about the same equipment as required in the wood- 
working shop of the general contractor who maintains his 
own shop. Such a contractor will have to make few 
changes in shop equipment and very little investment when 
first experimenting with this work. Later he can add 
equipment as the volume of business justifies it. 

The equipment of the shop should be arranged, as nearly 
as possible, so that the work can move continuously from 
one end of the plant to the other. An arrangement in the 
form of a horse shoe will permit the raw materials to start 
at one end of the building, move along one side, across the 
other end and down the other side and, theoretically at 
least, they will reach their starting point as a finished product. 

Of course the building, when finally organized for truck 
body building, will be divided into several rooms. First, 
there is the woodworking room where the rough lumber is 
sawed, formed and dressed. This will include saws, planers 
and most of the woodwork- 
ing machines. The parts will 
then move along to an as- 
sembly room where they are 
put together. А blacksmith 
shop is a requisite for the 
shop handling a íairly large 
amount of work. This must 
have rather complete mod- 
ern equipment and should 
adjoin the assembly room. 


After the body has been 
assembled it passes to the 
paint shop, where it is fin- 
ished, and then on to the 
upholstery room and finally 
to the crating and shipping 
room. There should also be 
an ample space for the stor- 
age of lumber and other ma- 
terials, the size being deter- 
mined by the amount of work 
handled and the advantage 
which may be obtained by 
buying of materials in quan- 
tities. 

As a business of this kind 
grows larger, it will be found 
advantageous to have a fore- 
man in charge of each de- 
partment or room, who will 
be held responsible not only 
for production and the steady 
flow of work through his de- 


go 


A Speed Truck 


Peetz, Colo. 


A Cheap Body of a Type Which Will Appeal to 
Many Farmers. 


2 Pid 


Equipped with a School Bus Body for 
the Use of the Peetz Consolidated School System, 


The Truck with a Detachable Body Is in Demand Among 
Farmers Because It is Adaptable. 


partment, but also for the economy and quality of work done 
in the department. ۲ 

The experienced contractor should have no difficulty in 
perfecting. his shop organization and production as these 
problems, as well as the problems of purchasing material, 
are already familiar to him. The sales department will, 
perhaps, present the greatest problem, for, though the 
selling of truck bodies is not greatly different ' from the 
selling of building jobs, it is important that the volume of 
work should be as steady as possible in order to obtain real 
economy in production. Then, too, if this body building 
work is carried as a supplement to the general contracting 
work the sales effort should be so directed as to make it 
serve this purpose by developing the greatest volume of 
body work for periods when the building activity is at its 
lowest. 

One of the best ways to obtain new prospects for truck 
body work is, of course, 
through customers already 
sold. A customer well satis- 
fied with the work done for 
him will not hesitate to rec- 
ommend your shop nor to 
give you the names of others 
who may be interested in 
similar work. Every name 
obtained should be listed in 
an open file and followed up 
regularly. 

One very successful way 
of keeping your shop in the 
prospect’s mind and creating 
good will is by the means 
of a monthly letter or printed 
periodical. This should go 
not only to the prospects of 
truck body work, but also to 
dealers. It will be found 
highly profitable to work 
with truck dealers. These 
dealers are in constant touch 
with owners who require 
body work and very few of 
them are equipped to handle 
such work themselves. They 
should be approached with a 
definite proposition which 


them to turn work your way. 
DALE Van Horn 
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will make it profitable for 
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Why Not Save 
$22 Out Of 8100 


The American Mutual paid back to policyholders last year $22 out of each $100 
that they paid for Workmen's Compensation or Automobile Insurance. For the past 


mong forty-two years, it has always paid back at least 20% of the cost of their insurance. 
done 2 
Compensation Automobile 
ty in 5 а.а 
these Policyholders have saved thousands Dividends of never less than 20% 
-s of dollars . . . and this, the strongest, mean a saving on automobile insur- 
89 largest and oldest mutual liability ance — in addition, the American 
| the insurance company in the world has Mutual has helped policyholders pre- 
* given them quick, efficient service. vent accidents. 
| real 
13 In fact, American Mutual service is The American Mutual has worked 
ke it of such high quality that 96% of its with truck fleets that have averaged 
е of policyholders renew their policies one accident every 4,000 miles. Our 
ita year after year. engineers kave instituted systems of 
* \ "E safety that have improved these rec- 
sec Write for a representative list of our ords to the extent that some fleets 
ready policyholders and let them tell you now average only one accident every 
мее about American Mutual service, sta- 150,000 miles. Write for detailed in- 
өз bility and saving. formation today. 
+ м AMERICAN MUTUAL LIABILITY INSURANCE COMPANY. 203 COLUMBUS AVENUE, BOSTON 
А 1s Branch Offices in Principal Cities 
name 
ed in : 
d up » 
n the 
ating 
jeans 
inted 
d go 
ts of 
so to 
i" й"взааааавававававааааананьапававаааапаз. 
“hese — To the American Mutual, 203 Columbus Ave., Boston Е 
ouch z Please send me detailed information about American в 
à a Mutual service and saving — gonmu as applied to ® 
a - O Workmen's Compensation, C) Automobile Insurance. в 
wo a 
andle Name — 
They D Write today for full information about this, the = Company — — : 
P strongest, largest and oldest mutual liability in- = Address в 
; T ө 
{ог nnn raussusesccnuacucceeseccsnscansncesansssé 
way. f 
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or the 
FINEST 
RESIDENCE 


| Bradley. Miller 
i Mich: oa? White Pine 


C Ty, ^ Frames 5 


Did you ever inspect a 
Bradley-Miller Michigan 
White Pine Frame? Then 
go to your dealers today 
and do it. Note the fine 
workmanship, correct de- 
sign and excellent mate- 
rial. Remember that all 
exposed parts are of 
Michigan White Pine, a 
wood that withstands rot- 


ting, cracking, splitting 
and warping. That takes 
paint well and holds it 
. long. 

These Frames are built 
to last a lifetime. You 
will find them accurate to 


the last detail. You can 
secure Bradley- Millers 
without delay for any size 
opening, any style of 

, architecture and any type 
of construction. Place 
your order for your next 
job now; a trial will con- 
vince you of their supe- 
rior qualities. 


Or— 
SMALLEST 


COTTAGE 


| 
Your Dealer Can Supply You 
—ů—— 


We have an interesting booklet describing Bradley- 
Miller Michigan White Pine Frames. A copy will 
be mailed you free of charge. Just send us your 
name and address. 


BRADLEY-MILLER & CO. 


BAY CITY, MICHIGAN 
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` St. Clair St., Toledo, Ohio, offers several interesting pamph- - 
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Books, Bulletins and Catalogs for You 


HE literature and publications listed here are avail. 

able to the readers of American Builder. They may be 
obtained from the firms mentioned and will be forwarded 
without cost except where a price is noted. 


The Finishing Lime Association of Ohio, Toledo, Ohio, 
has issued a pamphlet under the title "The Preparation and 
Application of Textured Finishes.“ Ж 

G. I. Sellers & Sons Co., Elwood, Ind., has publishe $ 
an attractive new catalog (ie the title "New Stylish Col 
orful Sellers Kitchen Cabinets and Kitchenaires," w 
illustrates in colors this company's products. E 

The Durabilt Steel Locker Co, Aurora, Ill, has issued 
new inserts for the Durabilt loose leaf catalog covering 
“The Improved Durabilt Steel Locker" and “General op 
Open Locker. Specifications." "E 

The General Electric Company, Schenectady, N. V., hag? 
issued two new loose leaf catalog sheets on the subjects! 
"Atomic-Hydrogen Arc-Welding Equipment" and “Туре 
CP, Motor-driven, Center-gear, Reciprocating Air Com 
pressors for Railway and Industrial Service." a 

The Buffalo Forge Company, Buffalo, N. V., has issued 
a catalog pamphlet covering a new line of unit heaterg? 
known as the Lowboy and the Highboy. P. 

The Morgan Woodworking Organization, 2287 Blue 
Island Ave., Chicago, has put out a new folder on home 
modernizing’ which is designed for the use of Morgan 
.dealers throughout the country. E. 

The American Concrete Institute, 2970 West Grand 
Blvd. Detroit, Mich., has published the following booklets 
which are portions et the proceedings of its 1929 conven- 
tion: Proposed Purchase Specification for Concrete Ag 
gregates, a committee report; Proposed Specifications for 
Cast Stone,“ a committee report; Proposed Specifications, 
Finish Coat Portland Cement Stucco,“ a committee report; 
“Confusion of Specifications for Aggregates,” by L. E. 
Williams; Water Tables and Curves for Use in Designing 
and Estimating Concrete Mixtures,” by Herbert J. Gilkey. 4 
Price 25 cents each. 

The American Floor Sanding Machine Co., 518 South | 


lets describing its floor sanders, floor maintenance machi 


and floor polishers. = 

The Consolidated Expanded Metal Companies, Wheeling,” 
W. Va., has published a catalog as a reference for specifying 
its Steelcrete frame bar window, door, transom and skylight 
guards. for public buildings, factories and homes. 

“General Electric Elevator Control” is the title of a new | 
booklet, published by the General Electric Co., 1 River 
Road, Schenectady, N. Y., describing the electric elevator 
equipment manufactured by that company. 

The Bureau of Business Research, Harvard University, 
Boston, Mass., has published its bulletin No. 75, “Oper- 
ating Expenses of Building Material Dealers in 1927” 
which is the second study of this subject made by the 
Bureau, the expenses of which were met by The Atlas Port- 
land Cement Co. 25 Broadway, New York City. Price 
$1.50. 

“A Trip Thru the Home of the Vanishing Door” is the 
title of a book published by Mr. V. L. Evans, Washington 


Indiana, which illustrates the office and plant where the 


vanishing door, ring joint and hollow sanitary doors are 
manufactured. i 

"Techniques" is the title of a very handsome book pub- 
lished by the Chas. M. Higgins & Co., 271 Ninth St. 
Brooklyn, New York, and which contains illustrations in 
Higgins’ American India Ink, typical examples of pen and 
ink techniques. Price, 50c. 
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CERTIFIED EARNING ABILITY 


Hard-thinking business men, who realize that 
HAULAGE SAVINGS are NET PROFITS, are the 


men responsible for Federal’s remarkable record 


... 72% REPEAT SALES. 


THE FEDERAL MOTOR TRUCK CO., 5842 FEDERAL AVE., DETROIT, MICH. 


“Leading Specialists in Commercial Transportation 


(221) 
Write for he Federal System of Truck Operation Control“ 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


^- — uan OR —— — ⁰— - 


amies © tye Puma a o iae itio ^ ^tt " ањо 


„ ao 


pedo EE о M M T —— O DGS — 


206 AMERICAN BUILDER (Covers the Entire Building Field) 


Books, Bulletins and Catalogs for You 


Tas literature and publications listed here are avail- 
able to the readers of American Builder. They may be 
obtained from the firms mentioned and will be forwarded 
without cost except where a price is noted. 

“A Revelation in Woven Metal,” is the title of a booklet 
prepared by the Metalace Corporation, South Boston, Mass., 
and listed as Catalog F covering this company’s line of 
metal grilles and webbings. 

The Chemical Toilet Corp., 621 Glen Ave., Syracuse, 
N. Y., offers several pieces of literature on its equipment 
to provide modern toilets without water. 

The National Lumber Manufacturers Association, Wash- 
ington, D. C., offers a book “Lumber and Its Utilization 
—The Lamella Roof” contains complete data and illustra- 
tions of Lamella roof construction. 

Pass & Seymour, Inc., Solvay Station, Syracuse, N. Y., 
offer two booklets on their Alabax porcelain lighting fix- 
tures, which can be obtained in colors. 

The Armştrong Mfg. Co., Bridgeport, Conn., has pub- 
lished a circular on their Armstrong adjustable dies. 

Finishing Research Laboratories, Inc., Chicago, Ill, has 
published a pamphlet containing a paper, by Mr. Wm. J. 
Miskella, prepared for and presented at the regular monthly 
meeting of the Illinois Society of Architects on "Learning 
New Facts About Paints, Varnishes, Enamels and Lac- 
quers by Research Developments in Testing.” 

The Long-Bell Lumber Company, Kansas City, Missouri, 
has published a very charming booklet, “The Book of 
Lawn Furniture” which is very completely illustrated. 

The “Upson Blue Book” offered by the Upson Company, 
Lockport, New York, contains detail plans showing the 
proper way to obtain attractive walls and ceilings with 


Upson board. 


The Vitrolite Company, 120 S. LaSalle St., Chicago, Ill, 
offers two attractive booklets “Vitrolite Kitchens” and 
“Vitrolite for the Home” which are illustrated in black 
and white and colors. 

The Bureau of Business Research, Harvard University, 
Soldiers Field, Boston, Mass., has just published the re- 
sults of a study of "Operating Expenses of Building Mate. 
rial Dealers" in 1927 in their Bulletin No. 75. Price, $1.50, 

The Insulite Co., 1202 Builders Exchange, Dept. 6, Min- 


neapolis, Minn., has issued a pamphlet on “How to Build 


a Playhouse for the Kiddies” using their wood-fiber insul- 
ating board. 

The Concrete Steel Co., 42 Broadway, New York, N. Y, 
has published a book on “Modern Concrete Reinforcement” 


which is a practical manual for architects and builders on 


concrete reinforcement and includes notes on e 
tions and inspection methods. 

“Store Fronts,” by Zouri, is a very W Жа 
published by the Zouri Drawn Metals Co., Chicago Heights, 
III., which entirely covers the ашнен of store fronts 
and encloses full size details of Zouri and International 
Store Front Construction. 

The Norman W. Henley Publishing Co., 2 W. 4th St, 
New York, N. Y., has recently published a book, “The 
ABC of Aviation” by Victor W. Page, Major U. S. Air 
Corps Reserve and which contains 150 illustrations, 
Price, $1.00. „ 

“A Roof Simplifier and Rafter Chart” issued by Т. W. 
Martin, 714 E. Fourth St., Charlotte, N. C., is an accurate 
and time saving method of cutting roof rafters. Price, $1.00. 

“The Charm of the Sovereign Wood” is the title of a 
book published by the Hardwood Manufacturers’ Insti- 
tute, Memphis, Tenn., and which very handsomely illus- 
trates the use of oak. 
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Backed by thirty-five years of specialized experience 
in the screen industry, the Higgin Organization has 
now developed a Rolling Screen that operates satis- 
factorily under all conditions. 


Up or down it glides—swiftly—quietly. As convenient 
as your window shades! Winter storing eliminated. No 
painting. No trouble. Ultra-modern home equipment 
—for the first time made thoroughly practical and 
amazingly serviceable! 


What a selling point for the homes you build! Your 


clients naturally prefer rolling screens. 
And now you can give them the best on the market— 


at little or no extra cost to yourself! 


Mail the coupon now for our illustrated 
booklet and complete information. 
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| CHEVROLET 


The Chevrolet 1½ Ton Chassis with 
Cab equipped with Dump Body 


A Six-Cylinder Truck with the 


Economy of the Four... 


Ideal for Builders 


Offering all the brilliant performance 
advantages of a great new six-cylinder 
valve-in-head engine—yet amazingly 
economical, both to own and to opet- 
ate—the new Chevrolet trucks are 
meeting with unrivaled popularity 
among usets in every line of business. 


Never before has Chevrolet's leader- 
ship in quality and value been so 
decidedly pronounced. 
Six-cylinder perform- 


4-wheel brakes, and a positive, 
smooth-acting dry disc-clutch! 
Rugged dependability—assured by a 
heavy channel steel frame, massive 
banjo-type rear axle housing and 
scores of additional features of 
advanced design! And all available 
in the price range of the four. 


See your Chevrolet dealer today. 
He can provide you 
with a Chevrolet six- 


ance—with its greater 
reserve power, higher 
speed, faster accelera- 
tion and smoother oper- 
ation! Marvelous han- 
dling ease—the result of a 
full ball bearing steering 
mechanism, powerful 


114 Ton Chassis. 545 


14 Tet Mod puem *650 


Sedan Delivery . *595 
чн ea * 400 


All Plon 0. b. factory 
Flint, Michigan 


cylinder truck designed 
especially for your 
business that will 
combine dependable 
six-cylinder transpor- 
tation with the out- 
standing economy of 
the four! 


CHEVROLET MOTOR COMPANY, DETROIT, MICHIGAN 
Division of General Motors Corporation 
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| WALL COVERING 


A Better Rough Wall Decoration 
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For Free Sample 
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Hp in Modern Craft Texture Designs 


Washable — Decorative — Easily 


Applied Inexpensive - Built up 
in Linseed Oil — No Surface 7 
Cracks — Easily Repaired — Сап B 
de removed, permitting any other ¢ 

Bh type of decoration. 


The wall is finished in one opera- 


S tion without smudging the wood- #@ 
work and a uniform texture is 


assured. Applied to any smooth 
surface like wall paper. 


Made in any color and in a vari- 
ety of designs suitable for any 
room in the home, public hall, 


stores, etc. 


‚ Lincrusta -Walton Co. 


T 
Width of Roll 1914 Inches Trimmed | 
LENGTH OF ROLL—8 YARDS 


LINCRUSTA-WALTON CO. 
Hackensack, 


New Jersey 


Please send me íree samples and literature. 
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Books, Bulletins and Catalogs for You 


Ta literature and publications listed here are avail- 

able to the readers of American Builder. They may be 
obtained from the firms mentioned and will be forwarded 
without cost except where a price is noted. 

The Asbestos Shingle, Slate & Sheathing Co., Ambler, 
Pennsylvania has published a pamphlet, which illustrates 
in colors its Ambler asbestos “Waltile”. 

The Alexander Oil Burner. Corp., 201 Fulton St., Brook- 
lyn, N. Y., has published a booklet which describes its 
line of oil burners. 

Steel & Tubes, Inc., 232 E. 131st St., Cleveland, Ohio, 
offers a booklet on its new electrical metallic tubing, 
"Steeltubes" which is a threadless thin wall conduit. a 

The General Maintenance Co., 5419-29 Cicotte Ave, 
Detroit, Mich., has issued a pamphlet which describes their 
use of the “Nielco Lightning Washer” as made and sold 
by Nielco (Div. Consolidated C. M. Corp.), Adrian, Mich. 


The Home Brass Radiator Corp, 1 Е. 42nd St, New 


Vork, N. Y., offers a pamphlet which tells of its Robras“ 


invisible radiator designed for steam, vapor or hot water 
heating work. 7 

“Foundation Walls and Basements of Concrete” is a new 
booklet published by the Portland Cement Association, 33 
W. Grand Avenue, Chicago, Ill. 

The American Stamping Works, 219 So. Peoria St, 
Chicago, Illinois, has published a circular which describes 
its “Art Kraft” steel ceilings. 

“Houses of Stucco” is a very complete 44-page illus- 
trated book published by the Atlas Portland Cement Com- 
pany, 25 Broadway, New York City. 

The Consolidated Expanded Metals Companies, Steel- 
crete Bldg., Wheeling, W. Va., offers a circular which tells 
of the use of Steelcrete mesh reinforcement, as the mate- 
rial used for the construction of the Holland Vehicular 
Tunnel under the Hudson River. 

The Speed-Way Mfg. Co., Inc., 40 Eighth Avenue West, 
Cedar Rapids, Iowa, publishes a circular illustrating and 
describing its combination portable electric saws. 

The Philadelphia Building Congress, Otis Bldg., 112 So. 
16th St., Philadelphia, Pennsylvania, has published “Archi- 
tectural Woodwork”, which is Document No. 1 covering 
the completed millwork report of the first of the Phila- 
delphia Building Congress’ Industry Group Conferences. 

“Standard Specifications Covering Installation of Rubber 
Floor Tiling,” is the title of a pamphlet published by the 
Rubber Flooring Manufacturing Division, the Rubber Asso- 
ciation of America, Inc., 250 W. 57th St., New York. 

The Copper & Brass Research Association, 25 Broadway, 
New York, N. Y., has published a circular illustrating 
materials and articles that should be made from Copper, 
Brass and Bronze. 

The Vento Steel Sash Co., Muskegon, Michigan, offers 
a circular illustrating and describing its Vento puttyless 
steel basement windows. 

The Keasbey & Mattison Co., Ambler, Pennsylvania, 
publishes a book entitled “Ambler Sound Absorbing 
Plaster” in which its acoustical plaster is illustrated in 
different colors. 

The Atlas Portland Cement Co., 25 Broadway, New 
York, N. Y., has published a book on the use of “Atlas 
White Portland Cement—Pure white and with all the 
strength of gray Portland Cement—for Remodeling 
Stucco.” 

The Stow Mfg. Co., Inc., Binghamton, New York, offers 
two Bulletins, Nos. 350 and 6000 on the Stow flexible 


shaft machines. 
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Au -CORD...that’s the 
process that makes Fisk mile- 
age a fact. 

All-Cord construction does 
away with cross threads in the 
tire fabric...prevents internal 
friction and overheating. 

In addition to the All-Cord 
process Fisk uses the Multi- 

ple Cable Bead, giving extra strength at the rim, where the 
strain is greatest. d 

This firm foundation of steel cables, and the frictionless 
All-Cord action, make Fisk Tires equal to every driving 
strain. Depend on them for any truck tire job...they pile 
up mileage even where working conditions are worst. 


THE FISK TIRE COMPANY, INC. 
CHICOPEE FALLS, MASS. 


TRANSPORTATION CORD 
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Resili Floor of Be; 
that Defies wear and Las 
a Lifetime 


For floors below grade—especially where dampness 
must be contended with; and for schools, hospitals, 
offices, churches, stores and similar large areas at 
above or below grade—TILE-TEX Resilient Tile 
affords the most economical and resillent floor that 
money can buy. 


Neither water nor dampness affect TILE-TEX in any 
way. Being composed chiefly of asphalt and asbestos, 
it has all the waterproof and time-proof qualities of 
these famous materials. And it is the only resilient 
floor tile guaranteed to stay down and give perfect 
satisfaction when applied directly on concrete base- 
ment or grade floors. 


TILE-TEX is resilient for comfort and quietness. 
Yet it is tough and durable for resistance to wear. 
No TILE-TEX tile has ever been known to wear out. 
It is laid complete in one operation and used immedi- 
ately without waiting for drying or setting. And it 
costs less than any other resilient tile floor. 

If you seek lifetime floors of beauty, permanence and 
economy, investigate TILE-TEX. Mail the coupon 
today for our big interesting floor book and name of 
nearest distributor. 


The TILE-TEX COMPANY 
Chicago Heights, i 


The TILE-TEX Company 
Chicago Heights, Ш. 


Send your book—''Floors That Endure"—and give 
name of nearest TILE-TEX distributor. 
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The Water-Cement Ratio 
(Continued from page 85) 
Depositing Concrete 


Concrete shall be handled from the mixer to place ay 
rapidly as practicable and in a manner that will preven 
segregation of the ingredients. It shall be deposted in th 
forms as nearly as practicable in its final position to avoid 
rehandling. Concrete as it is deposited shall be puddle 
with suitable tools until forms are completely filled and 
reinforcement and embedded fixtures thoroughly incor. 
porated in the mass. 

Concrete shall be deposited continuously and as 
as practicable until the unit of operation, approved by the 
engineer, is completed. | 

Concrete when deposited shall have a temperature of not 
less than 40 degrees Fahrenheit and not more than 1% 
degrees Fahrenheit. In freezing weather suitable mean 
shall be provided for maintaining the concrete at a tem. 
perature of at least 50 degrees Fahrenheit for 72 hours or 
more after placing, or until the concrete has thoroughly 
hardened. The methods of heating the materials and pro 
tecting the concrete shall be approved by the engineer, 
Salt, chemicals, or other foreign materials shall not be 
mixed with the concrete for the purpose of preventing 


freezing. 


Protection of Concrete 
Exposed surfaces of concrete shall be protected from 
drying for a period of at least seven days after being 
deposited. 
+ 


Glossary of Building Terms 
(Continued from page 97) 

Stile—The upright piece in framing or paneling. 

String Board—A board placed next to the well-hole in 
wooden stairs, terminating the ends of the steps. The string 
piece is the piece of board put under the treads and risers 
for a support and forming the support of the stair. 

Tail Trimmer—A trimmer next-to the wall, into which the 
ends of joists are fastened to avoid flues. 

Trimmers—Double or triple joists or timbers for framing 
an opening in the floor. Support for headers. 

Valley—The inside meeting point Gf roofs sloping at right 
angles with each other. 

Wainscot—To line with boards or panels. 

Water Table—A slight projection of the lower masonry or 
brickwork on the outside of a wall a few feet above the 
ground as a protection against rain. L. Pests. 


* 
L. E. Sigur Passes Away 


к= Southern Pine Association regrets to announce the 
sudden death of Mr. Louis Earl Sigur, assistant adver 
tising manager, on January 31, 1929. 


T 


Name Exclusive Distributor 


[uL & FEIG, 76-86 10th St., Long Island City, N. Y. 
has selected the Fiwale Equipment Mfg. Co., Inc, 0 
New York City as exclusive distributor of their screen 
enamels, undercoats, varnishes, etc., to the screen trade. 


e 


Druckenmiller Joins Penn-Dixie 


W. DRUCKENMILLER is now connected with th 
B. Penn-Dixie Cement Corporation of New York City 
and is assigned to special sales work for that corporation 
in marketing its products in different territories. 


[April, 1929 _ 
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REPEAT orders ..... new 
orders . . fleet orders 
s.. e orders for single 


trucks... . . hundreds of 
them in a single day..... 


More than a million dollars' 
worth of Dodge Trucks are 
built and sold every week. 

No testimonial could be more 
convincing than are the pur- 
chases of these keen buyers 
Who are backing their sound 


SOLD BY DODGE BROTHERS DEALERS EVERYWHERE 
WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


Building each week 
more than a million dollars’ worth 
of business builders 


truck judgment with their 
operating dollars. 


They are buying what you 
want—power, speed, depend- 
ability, low operating costs, 
long life, high earnings. They 
buy business builders. 


Let your Dodge Brothers 
Dealer show you the Dodge 
Truck that fits your needs 
exactly — body and chassis 
complete, ready to work. 


Formerly Graham Brothers Trucks 


The complete line of Trucks, Buses and 
Motor Coaches which Dodge Brothers have 
been manufacturing and selling under the 
name of Graham Brothers now take the 
name oftheir makers—Dodge Brothers. 
These Trucks, Buses and Motor Coaches 
have always been powered by Dodge 
Brothers engines. For years they have 
been built of Dodge Brothers partsin Dodge 
Brothers plants according to Dodge 
Brothers standards. 

These Trucks. Buses and Motor Coaches 
are sold, as they always have been sold, 
by Dodge Brothers Dealers everywhere. 


PRICES 
MERCHANTS EXPRESS- 109 ' w.b. $ 545 
COMMERCIAL TRUCK—120/w.b. . . 775 

1-TON—130" wheelbase . 1 
1-ТОМ№--140° Wheelb asses 1065 
1!4-TON—150" Sheelb ase 1345 
144-TON—168’ Wheelba se 1415 
2-TON—150' wheelbase . . . . .. 1515 
2-TON—165' wheelbase . . . . . . 1585 
3-TON—135' wheelbase . . . . . . 1745 
3-TON—165".wneelbase . . . . . . 1775 
3-TON—185" wheelbase . . . . . . 1845 


Chassis f. о. b. Detroit 
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NSTALLING store fronts today is a bigger and 
more profitable business than ever before. Modern 
stores demand new and different styles of fronts, 

to keep up with the latest in architecture. Merchants 
must have better display, larger plate, more striking 
effects. 

Brasco leads in creating and manufacturing new 
designs in store front construction. We offer the 
most advanced ideas, worked out in the new white 
and black PermaWite Sash and in copper and art 
bronze—marvelous effects that catch the eye and 
pocketbook of every store owner. 

And remember—Brasco has every advantage known 
today—simplicity—strength—glass safety—permanent 
beauty—ventilation—drainage—uses standard millwork 
saves you money in erection. 

Mail the coupon below for full details of how Brasco 
design service gives you all the co-operation you 
need to help you get the business and make money. 
No obligation whatever—mail it now! 


Brasco Manufacturing Co. 


5029 Wabash Ave. Chicago 
28-14 Wilbur Avenue =- Lon Island City 


Mail 
the 
COUPON STORE FRONTS 


BRASCO MFG. CO., 5029 Wabash Ave., Chicago 


Send me your free information on profitable store front 
work. 


Name......... КУЧЕМ РТТ UL da die depen 4E (AB 4-29) 
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N. L. M. A. Adopts Certified Grade and 
Trade-Marking | 


HE “National Tree” trade-mark has been adopted by 
the National Lumber Manufacturers’ Association, Inc, 
This trade-marking and grade- 
marking of lumber, with this sym- 
bol as a guarantee, is rapidly being 
adopted by the leading lumber 
manufacturers of the country. This 
gives assurance, to the lumber 
using industries, that there will 
always be available, in the future, 
ample supplies of lumber manufac- 
tured and graded in accordance 
with the American Lumber Stand- 
ards, approved by the U. S. De- à 
partment of Commerce and the Mes "National Tree" 
: и rade Mark of the 
Forest Service, of a quality at- N. L. M. A. 
tested by the grade mark, of a size | 
as represented, and that, in case of error, refund of the 
purchase money or other satisfactory adjustment is guar- 
anteed by the National Lumber Manufacturers’ Association, 


dB 
Now Called Andersen Frame Co. 


A" announcement from the Andersen Lumber Company, 

Bayport, Minn., states that this company has just | 
completed the necessary legal procedure to change its name 
to the Andersen Frame Company. The company was 
incorporated under the old name 25 years ago. It was 
then just starting in the frame business and was oper- 
ating retail yards at that time. For some time, the ! 
Andersen Lumber Company and its advertising agency have 
felt the rfeed of a change of name as their name was not 
suitable to the product that they manufactured—Andersen 
Frames. With the changing of the name there has been 
no change in the management, stockholdings or policy of 
the company. + 


Ambler Waltile Colors 


HE Asbestos Shingle, Slate & Sheathing Company, 

Ambler, Pa., manufacturers of Ambler Asbestos Waltile, 
which is a glazed, fireproof, wallboard, calls attention to 
the present list of colors in which this material is made. 
These are: white, black, smoke, green, pink, apple green 
and Nankin blue. А descriptive article in the January issue 
which mentioned marblized, walnut and mahogany as 
other colors available was incorrect to that extent, as 
these colors are not furnished by the manufacturer. 


i x 


Introduce Floridene Stone 


ORIDENE stone, a natural travertine of unusual indi- 

viduality, quarried on the west coast of Florida, will be 
given its first public showing as a feature of the exhibit 
of the Johns-Manville Corporation, 292 Madison Ave., New 
York City, at that Architects' and Allied Arts' Exhibition, 
to be held at the Grand Central Palace, New York, April 
15 to 23, 1929. The Johns-Manville Corporation has 
recently secured the exclusive distribution rights of this 
stone. One of the walls and a section of the floor of the 
Johns-Manville booth will be constructed of this material. 


v 


New Sales Promotion Manager 


qum A. C. Horn Company, Long Island City, N. Ys 
manufacturer of paint, varnishes and waterproofings, 
has appointed Mr. Morton H. Schwartz as sales promotion 
manager. Mr. Schwartz was formerly advertising manager 
of the Fairfame Company and he succeeds Mr. W. H. Wahl, 
who has resigned. 


FOR ADVERTISERS' INDEX SEE NEXT TO LAST PAGE 


In choosing tires for hauling service on 
your trucks, you have two sources of infor- 
mation to guide you. 

One is the data about the tires them- 
selves—the other is the experience of those 
who have rigorously tested these tires by 
actual use. 

And both point to Goodyear. 

You will hear this statement, by P. J. 
McGinnis, repeated with slight variations, 
by fleet operators everywhere: 

“I find that I receive more mileage from 
Goodyear Tires, at a lower cost per mile, 
than from any other make of tire. 

Goodyears have the cushion which car- 
ries the tons with less jar to truck and 


AMERICAN BUILDER (Covers the Entire Building Field) 


M. McGinnis Co., Jamaica Plains, Mass., bas used Goodyear Tires for five years 


“I Receive More Mileage from Goodyears 


driver. They have the brute vitality to 
stand up under the demands of contracting 
and excavating service. They have the 
exclusive All-Weather Tread, famous alike 
for powerful sure-gripping traction under 
every hauling condition and for remark- 
ably slow, evenly distributed wear. 

The Goodyear Super Heavy-Duty Cush- 
ion, the Goodyear Super Cushion (hollow 
center) and the Goodyear Dump Truck 
Pneumatic each meets a special need of 
contractors, builders and excavators— 
with time-saving, money-saving accuracy. 
Call on any Goodyear Truck Tire Service 
Station for recommendations covering the 
right tire for your hauling. 


More Tons Are Hauled on Goodyears Than on Any Other Tires 


660 


Copyright 1929, by The Goodyear Tire & Rubber Co.. Ine. 
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Will Merchandise Packaged Shingles 


* C. A. Mauk Lumber Company of Toledo, Ohio, 
has introduced an innovation in the merchandising of 
stained shingles. Mauk double dipped” shingles, stained 
under pressure, are now packaged. Each bundle of shingles 
is wrapped in two sheets of heavy craft paper. It is then 
sealed, dust-proof and practically rain-proof. 
The trademark is prominently shown so that the package 
does a double duty in acting as a distinctive identifying 
mark, as well as a protection for the shingles themselves, 


f 


Berger Makes Announcement 


HE Berger Mfg. Co., Canton, Ohio, subsidiary of the 

Central Alloy Steel Corp., has acquired the metal furni- 
ture division of the Van Dorn Iron Works Co., Cleveland, 
Ohio. Accordifig to an announcement issued by Mr. S. S. 
French, president of the Berger pany, the manufactur- 
ing and sales of the Van Dor iH be continued at 
Cleveland for the present time his purchase involved 
approximately $1,000,000 and it ас es all of the Van Dorn 
metal furniture machinery, tools and inventory in process, 
In addition, the Berger company has assumed all Van Dorn 
agency contracts. 

of 


T. L. Smith Buys Kwik-Mix 


HE T. L. Smith Company of Milwaukee, Wis., has 

announced the purchase of the Kwik-Mix Concrete 
Mixer Company, Port Washington, Wis. With the excep- 
tion of the business office, which will be combined with 
the Milwaukee office of the T. L. Smith Company, the 
entire plant of the Kwik-Mix Concrete Mixer Company 
will continue to operate as before. 


+ 


Milcor Plant Expands 


Ar announcement has been made by Mr. L. Kuehn, 
president and treasurer of the Milwaukee Corrugating 
Company of Milwaukee, Wis., of the extensive additions 
which are now being made to their Eastern plant, the 
Eller Manufacturing Company, Canton, Ohio. The addi- 
tional investment for buildings and machinery will amount 
to $200,000. 
> 


De Vilbiss Names New Officers 


OLLOWING the death of Mr. Thomas A. De Vilbiss, 
the founder and president of the De Vilbiss Company, 
of Toledo, Ohio, the reorganization of this company finds 
Mr. Allen D. Gutchéss, nephew of Mr. De Vilbiss, in 


*I Fell In Love With 
That House On Sight!“ 
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This charming house at Portland, Oregon, shows color effects 
possible only through the use of Cabot's ‘Creosote S hingle 
Stains on exterior woodwork and Cabot's Clear Brick 

Water proofing on brick front. Cash & Wol 
Architects, Harry Phillips, Contractor. 
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charm of a house as design. The new and 
exclusive Cabot Collopaking Process en- 
ables the colors to penetrate the wood, with 
the oil, instead of lying flat on the surface like 


ordinary paint. 


(G cram has just as much to do with the 
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The result is a soft, glowing, permanent color 
scheme. It is the joy of every good builder to 
recommend Cabot’s Creosote Shingle Stains— 
he can secure luminous, lasting color effects 
that cause people to fall in love with his houses 
on sight. 


آنا تا ن لاا ات یا یا یاب ا با 
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Send for new booklet today. You will have 
an interesting hour reading it, and there is no 
obligation. 
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Creosote 


Cabot’s Shins! 
Stains | 
charge of the industry. 

OAE IDITTITIIIITICITITITITZIILIII IIIIIITITITITITITITITITITITITII VV The other new officers are: William M. Booker, chair- 

man of the board; Frank A. Bailey, vice-president and 
general manager; William F. Gradolph, general sales man- 
ager; Frank C. Penoyar, secretary; Walter W. Conklin, 
treasurer, and Howard De Vilbiss, son of the founder, assist- 


ant secretary. 
i 


Names of Subsidiaries Changed 


Ag cw to a statement issued by Mr. H. Stuck- 

mann, president of the International Cement Corpora: 
tion, the names of the domestic subsidiaries of the corpora- 
tion are officially changed to the Lone Star Cement Com- 
pany of the state in which each company is located. This 
change directly identifies each company with its product, 
Lone Star Cement, and makes the subsidiary company 
names uniform throughout the United States. The change 
Name ——.———ͤe)n ñ "| only affects the name of the company, there is no change 
in the management, policies or products. 


Wewew 


141 Milk Street 
Boston 
Please send me full infor- 

maton on 


CABOT'S CREOSOTE 
SHINGLE STAINS 


Ee ee CEE EE L چ‎ ANETE met 
АВ-4-249_ 
FOR ADVERTISERS’ INDEX SEE NEXT TO LAST PAGE 


AMERICAN BUILDER (Covers the Entire Building Field) 215 
nnn n mꝶꝶm n ͤ⸗ . 


BLACK BOARDS 


for All Requirements 


Our products include Permaroc, Duroplate, Enduraroc, 

natural slate tack board and cork board. We posi- 

tively guarantee the highest quality in all our materials. 

We will gladly furnish drafting room details and specifica- 

tions for your blackboard and bulletin board problems. 

Architect’s details and a list of recommended areas and i 

heights of blackboards covering all school, laboratory and | OROPLATE 
lecture room requirements will be sent upon request. . | CEO 
Our quotations on blackboards and bulletin boards will 


save considerable money for you. 
d ROWLES 
Samples sent free on request TACK BOARD 
— ы ы 


Е. W. А. ROWLES СО. 


2345 So. LA SALLE ST., ROWLES 
CHICAGO, ^ -  - ILLINOIS CORK BOARD 


н ~ aa a бик 
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“led-hed” Nails make a water-tight seal, the lead under the head plugs 
up the nail hole. The lead rim on the under side of the head conforms 
to the shape of the corrugated sheet and covers the break in the galvan- 


izing, making a water-tight and moisture-proof seal. Always use 
“led-hed” nails in putting on corrugated sheet steel or iron 
roofing. They never fail to make weather-proof job. 


Note these Superior Points 


MORE and BETTER nails for less money. 
. The “led-hed” CANNOT come off—not one is thrown a 3 
In driving the hammer hits the actual nailhead—not the lead. 
A water-tight and moisture-proof seal is assured. 
They drive through sheet steel without first punching the hole. 
Impossible for sheet to ever rust around the nail hole. 
Made with good barbed nails that will hold securely. 
Quickly driven; labor cost reduced; cheaper to use. 
Write today for free samples and circulars and 
please give us your dealers name. Building 
Supply Dealers—write for Dealer proposition. 


ومد یورم 


The DENISTON COMPANY 


Not Incorporated 
4856 So. Western Ave., CHICAGO, ILL. 


“THE NAIL THAT NEVER LOSES ITS HEAD" 


: 
E “all the lead Under the head" 
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EQUIRE 
| ESS 
Expansive Screw Anchor Ackermanfohnson Expansive Screw Anchors 


hold greater load, particularly an agitated load, 

than any other expansive fastening made. 

To drill the concrete and complete a fastening (,, Single Screw 
requires but a fraction of the time taken for any other ping Pipe Strep 


method and the saving is often more than the cost of 
the anchors. 


б LLL Expansive Screw 


Anchors excel equally for fastenings to all 
the vitreous substances from plate glass to 
concrete and rock and that excellence has 
been substantially recognized by the larger 
contractors and construction engineers of 
the United States and parts of the world 


Stud Expansion Bolt (Double) abroad. 


Ackerman blond 


625 W. Jackson Blvd., Chicago 
53 Park Place, New Vork City 


It’s time to discard the old chalk line, plumb bob and rule 
method. This instrument guarantees absolute accuracy 
puts you іп the bigger builder class—brings you prestige! 
- The new “3-Е” Super-Speed Level Level and Transit com- 

A bined—is the World's best. More quickly convertible, very 
accurate, yet so simple that anyone can use it. 


Practical for a Hundred Uses 
For leveling foundations, walls, piers, buildings, floors—running straight 
lines for fences, streets and ditches—laying out irrigation projecte— 
surveying lots and fields—it fits any and every job requiring an accurate 
Level and Transit combined. Guards against expensive errors and saver 
time and money for you. 


You Learn to Use It in an Hour! 
No technical knowledge needed—no experience necessary. With our 
plain and complete Instruction Book, included free, you can put the in- 
strument to work at once, with the assurance of perfect accuracy and the 
pleasure of knowing you are doing superior work. 


MAIL COUPON TO-DAY 


A. 8. ALOE COMPANY, 
1808 Olive Street, St. Louis, Mo. 

Without obligation, send me FREE your book, “Ве a Bigger 
Builder." Also full particulars about the ‘‘3-F’’. Convertible 
Level and details of your Easy Ownership Plan. 


Be alert to this great opportunity! Don't let 
negligence rob you of this chance—it may be the 
turning point in your career. Fill in the Coupon, 
mail it NOW and get your Free copy of this 
booklet, *Be a Bigger Builder." Success comes 
to the energetic. In fairness to yourself—in- 
vestigate. H 


L^ А. 8. ALOE co., Us: 


FOR ADVERTISERS’ INDEX SEE NEXT TO LAST PAGE 
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THIS BIG BOOK 
FREE! 


with your New or Renewal Subscription 
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“ARCHITECTURAL DETAILS” is a 

manual of building practice, as applied to carpentry, 
construction and the use of millwork. It is a remark- 
able collection of full-page plates, accurately drawn 
and reproduced to exact scale, showing clearly every 
detail of modern building construction and finish. 
These plates make plain the framing and construc- 
tion of residences of every type. This volume, 9 x 12 
inches in size, has 160 pages of illustrations. All 
dimensions, angles, measurements and joints are 
made so plain and are so well illustrated that the 
man on the job will have no difficulty or trouble doing 
the work, 


How to Get Your Free Copy 
Send in your new or renewal subscription 
for one year at the r rate of $2.00 


and we will send you “ARCHITECTURAL 
DETAILS” absolutely FREE, postpaid. 


Offer good in U. S. and Canada. 
Add $2.00 to Foreign Countries. 


USE THIS COUPON FOR YOUR ORDER 


i THE AMERICAN BUILDER 


105 W. Adams St., Chicago, Ш. 
Enclosed find $2.00 for which Enter my subscription to 
The American BUILDER for one year and send me free and 


postpaid, a copy of your book, “Architectural Details.” 


My occupation is (Check Only One) 


Г 
Dealer [J Builder [ Architect [J Real Estate [] Miscellaneous ® 
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“My Saws Sure Cut 
Better Since I File 
Them on My Foley" 


Carpenters who 
have used saws that 
have been filed on 
the Foley Automatic 
Saw Filer will tell 
you that they cut 
faster, truer, cleaner 
and stay 
sharplonger 
than hand 
filed saws. 

They can do more 
and better work with 
less effort, too. 


Keeps All Kinds of Saws in 
Perfect Cutting Condition 


Files all kinds of hand saws—rip, cross-cut, back, 
panel, keyhole, mitre and others—band saws 1%” 
to 412" wide and cross-cut circular saws 3" to 
24” diameter. Evens every tooth to uniform height, 
size and spacing, so every tooth cuts, at the 
same time it files. Files teeth from 3 to 16 points 
to the inch and puts the proper bevel on cross-cut 
saws, automatically, with such mechanical accuracy 
that saws are filed better than the most expert 
hand filing. Uses standard 3-cornered taper files. 


You Can Make Extra Money 
Filing Saw for Others, Too 


Contractors and other carpenters will give you 
their saws to file on your Foley when they sce 
what fine work it does, and how much better 
Foley Filed saws cut. You can do this work in 
your spare time and make enough extra money 
to pay for your machine. 


. FREE PLAN Tells You How 


Hundreds of carpenters and contractors using . 


our FREE PLAN are making extra money 
filing saws for others. You can do it too. Write 
TODAY for complete information—you'll have 
better cutting saws and make extra money too. 


Foley Saw Tool Co., Inc. 


340 Foley Bldg., II Main St. N. E, Minneapolis, Minn. 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


IER ES i — 


— — ee 


— 


— — OF элес 


218 AMERICAN BUILDER (Covers the Entire Building Field) 


Toner enclosures, shower stalls and wainscoting of Sruc Slate іп 

the Wykagyl Country Club, New Rochelle, N. Y., are typical of the many 

installations made possible with the use of this natural product. Its colorful, high- 

ly polished, everlasting finish, in a selection of over sixteen beautiful veined, spatter and 

plain designs is the ideal material for every installation. A book on Sm gladly sent on request. 


C^», THE 
430 Robinson Avenue 


[April, 1929 
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you a beautiful 
paper weight in 
Struco 


pt 3 


No matter what kind 
of work, inside or out- T 
side, the Alta Electric Hand- > 

saw will do it ten times faster and 

more accurately. Ask your dealer 
about it or write to us for a dem- The six 1с 
e teel Prod: 
onstration. ч te 
. . е "rc 
Depth Adjustment-Tilting Base | | 5*5, 
А | and Packag 
Three Sizes coe Ч 
— — ůw-r— NC Basement Y 
Mortisers—Planes—Saws Ry PEA! 
Hd A 
The IDEAL 
Please demonstrate on my job. 9 
MEN 
GEAR WORKS, we. T4. 
to us. 

7526 Meade St., Pittsburgh, Pa. 

— en 
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Group 
| Selling of 


IDEAL 


Steel Products 
yields 
positive monthly 


PROFIT! 


Profit in IDEAL Steel 
Products is not a 
matter of capital or 
quantity buying! For 
here is a plan through 
which building mate- 
= И rial dealers, who buy 
а — | but little at a time, 
The IDEAL Red Line can make a profit-per- 
Basement Window job which compares 
favorably with саг- 
load buyers, when 
these products are or- 

dered as a group. 


The he IDEAL 1 Milk and 
Package Receiver 


There are six build- 
ing specialties avail- 
able for you to sell. 
Check the coupon be- 
low for a complete de- 
scription of the 
IDEAL Group Sell- 
ing Plan, and further 
details on IDEAL 
Steel Products. 


The IDEAL Coal Chute 


Attention of 
Mr. T. F. O'Connell, 
Sales Manager 


tou трель 
referred to are Ideal Steel Products 
I and "ti". 308 N. Michigan Ave., Chicago 


The IDEAL Milk n send details of the IDEAL Group Selling 
and Package an. 
Receiver 
The IDEAL R 
Bete tin 
h 
chap DEAL Coal 
т e IDEAL Clothes 
» IDEAL Dust 


Chute? 

“Net Illustrated Attention of 

MEN who have a following among building supply dealers can 
profitably handle the IDEAL Group Selling Plan as a side-line 
or in their full time. If you are interested, describe yourself 
tous. Address your letter to Mr. O'Connell. 


————————— 


All the Operations You Need 
IN ONE MACHINE 


SIMPLICITY 


COMBINATION 
WOODWORKER 


8 machines 
in one 


2 


28 important 
operations 
on one 
machine 


Buy one machine 
instead of eight 


Individual m dern жир ake up more 


TY Woodworker 


, tenoning, panel rai 
Zand saw, upright "spindle shaper 
desired. 


ickness, rab 
and speed spindle =~ 
and lathe attachments if 


A man sized machine, 


not a toy or a freak 
Do not confuse SIMPLICITY Woodworker with 
machines. It is not a p g, but a practical durable 
machine that does real erg fast and ud M le, 
strong, safe. Small 1 small investment, small 
upkeep. Ample power for all ordinary work in the shop 
or on the job. 


Save time, labor, money 


SIMPLICITY Woodworker cuts labor costs, speeds up 
production and increases profits. No other machine can 
do so many kinds of practical work. 


Make money all 
the year ’round 


fits in cabinet ‚ sash, fly scr 


eens, furni- 
ties — — 


f 
hundreds other 
service to SIMPLICITY — to help them 
turn their dull seasons into big profits. 
Pay as you earn 
2 Woodworker will pay for itself many times 
throu ugh increased erg: oR and lower costs. Buy a 
SIMPLICI Y on our long time t plan and make 
it pay for itself from its own gs. 


Write for complete information and 
prices. The coupon below will bring 
our remarkable offer by return mail. 


COMBINATION WOODWORKING MACHINE CO. 
551 W. Randolph St., Chicago, Ill. 


MAIL THIS COUPON FOR MONEY-MAKING INFORMATION 


COMBINATION WOODWORKING MACHINE CO. 
551 W. Randolph St., Chicago, Ill. 
Send me full information on Simplicity Woodworker: 
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KI M BALL 


ELEVATORS 


CHIEFTAIN---A 
New Eppley Hotel 
at Council Bluffs, 
Iowa 


Equipped with Kimball 
Elevators 


Bakelite Molded door knobs in various colors and finishes, 
made by National Brass Co., Grand Rapids, Mich. 


Door Knobs of р 
i assenger Elevators 
Bak el 1 te Mo I ded In the - building, where the ab- 


е о solute certainty of elevator service is 

to match wood finishes an essential, it is interesting to note 
that the type of elevator construction 

AHOGANY, walnut, oak and is pointing towards the Kimball 

other wood finishes may be Straight Line Drive Elevator Machine, 


matched in Bakelite Molded door 
knobs. The whole appearance of a 
door is improved through the use of 
knobs, roses and key escutcheons in 


complete harmony with its color and The simplicity of Kimball Straight 


finish. The effect is very pleasing А : р" 
and always invites favorable comment. Line Drive construction, its fewer parts 
to get out of order, forms a sane con- 


as the most practical solution for the 
builder who figures the upkeep, as well 
as initial cost. 


These door knobs of Bakelite Molded trast to older style double unit type, 
have other advantages in addition to - still much in use. 

good looks. They cannot corrode or 

stain and their finish and color are If you are interested in Kimball effi- 
lasting. Polishing is never required. cient elevator installations you can se- 
They are very hard and strong, so cure valuable information and litera- 
chipping or fracture is practically un- ture on the Kimball Straight Line 
known. The price of these superior Drive Elevators by writing to this 


Bakelite Molded Knobs is so reason- 
able that it is possible to use them in 
all classes of buildings. 


address: 


Examine these Bakelite Knobs and get 
prices before ordering door-hardware 
for your next job. 


BAKELITE CORPORATION 
247 Park Avenue . New York, N. Y. 


Chicago Office . . 635 W. 22nd St. 
BAKELITE CORP. OF CANADA, LIMITED 
163 Dufferin Street . . Toronto, Ontario 2 | 
E A K Í i T E 989-97 Ninth Street Council Bluffs, lowa 
2 = 2 P. Elevator Builders for 45 Years 


€ X— M o poe cod m س‎ a 
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Down Where 
the Leaks Begin 


NE inch below the surface of the 

ground—that’s where moisture begins 
to gnaw at foundations, cellar and base- 
ment floors. It eats its way into all lithoid 
structures—causing disintegration which 
results in damp, unhealthy conditions. These 
conditions, in time, spread the effects of 
general decay. 


Moisture, flood water and springs be- 
neath your excavations—all can be coped 
with suceessfully, by surfacing the floors and 
foundations, inside and out, with 1:2:3 
Hydro Proof. The Hydro Proof formula 
assures a water-tight surface to all floors, 
foundations or other parts of a structure to 
which it is applied. Moisture simply can’t 
get in; nor can the surface be damaged by 
the chemical reactions of process alkalies 
and acids. 


Hydro Proof 1:2:3 formula is the ideal 
solution for all floor repairing and resurfac- 
ing problems. 


For a roof coating that will protect 
against the elements for years, without the 
sign of a leak—use our BRUSHING 
PLASTIC. 


For coating metal against corrosion— 


apply BITUMET. 


For an interior or exterior surface pre- 
servative where light is essential—try our 
aluminum-asphalt paint—SILVER SEAL. 


Mail the coupon below for specification 
sheets, prices and detailed information. 


THE ASPHALT PRODUCTS CO., Inc. 
703 Free Street Syracuse, N. Y. 


= — — — — Mail This Coupon — — — — 


THE ASPHALT PRODUCTS CO., INC., 
703 Free Street, Syracuse, N. Y. 
Without obligation, please send me complete informa- 
3 sheets and other detailed information 
u 


0 1:2:3 Hydro Proof 
О Silver Seal 


„Û Bitumet 
О Brushing Plastic 
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Deco-Lin 


The most durable wall cover- 
ing you can buy. It is made 
of a soft and pliable water- 
proof composition, which is 
colored in the process of man- 
ufacture and embossed in a 
sharp relief which it retains 
permanently. 

Deco-Lin is washable and can 
be painted or stained as often 
as desired. It hangs the same 
as wallpaper. Deco-Lin is 
sold in rolls eight yards long 
and hangs 19% inches in 
width. 

Sold through established wall 
paper dealers. 


The coupon below brings you 
Free samples and literature. 


THE DECORATIVE CO. 
Saratoga Springs, New York. 


The Decorative Co., 
Saratoga Springs, N. Y. 


Please send me Free Samples and Literature: 
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The home with 


Mom 


INCINOR 


has more to offer 


* 


Build and equip two dwellings exactly alike. 
Then install Іхсімов in one and see which 
home ninety-nine women out of 100 will 
choose. IwciNoR is the touch that differ- 
entiates between “just a house" and a modern 
dwelling. 

INCINOR is just a trifle in the cost of a house, 
but such “а trifle” often clinches a sale. People 
have learned that “‘the decent way" is to burn 
their garbage, trash and rubbish with gas. 
They instantly see the advantage of modern 
home incineratipn. 


Built-in incinerators are costly and' often clog 
up, become odorous and a breeding place for 
roaches, mice, etc. Simple, compact, gas- 
fired, inexpensive, INciNon fulfills every re- 
quirement for home incineration and without 
these drawbacks. ' 


Investigate INciNoR— find out how effectively 
it functions—and you will a/ways specify it. 


See it at your local gas office, your INCINOR 
dealer’ s, or write direct for full information 


Home Incinerator Co., Security Building 
Milwaukee, Wisconsin 


INCINOR: 


THE HOME INCINERATOR 


Good Riddance 
GARBAGE - RUBBISH - TRASH 


Т2 \ 
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LABOR 
end BREAKAGE — 


REPLACEMENT 


ACTUAL 
COST 


Qctual Costs 
ProveThese 


All-Steel 
Pulleys Qa 
the World's Greatest Value! 


Though it has been repeatedly demonstrated that Grand 
Rapids Pulleys will outlast the buildings in which they are 
installed, their first cost is no greater than that of ordinary 
cast iron pulleys. à 
In ACTUAL COST, therefore, they are infinitely cheaper; 
for they completely eliminate breakage and replacement, 
and cut labor to the irreducible minimum. They are per- 
ee uniform—always fit the mortise guaranteed trouble- 
proof. 
Literally millions of these pulleys are still operating per- 
fectly after more than 30 years of service —forcibly demon- 
strating how well it pays to standardize on the Grand 
Rapids line. 

There’s a type to meet every requirement. 

Twenty Models in Ball Bearing, Cone Bearing and 


Axle Bearing types. 


Sold by leading jobbers everywhere 


GRAND RAPIDS HARDWARE CO. 


Eleventh 


GRAND RAPIDS, MICHIGAN 


GRAND RAPIDS 


HARDWARE COMPANY 


ALL = STEEL 


SASH PULLEYS 
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PEERLESS 


Building ing Specialties 


THE PEERLESS FIREPLACE DAMPER 


Its Absence May Cause 


A Smoky Fireplace 


In spite of the architect’s and builder’s efforts 
fireplaces are frequently more ornamental than 
useful. Contractors are not usually fireplace 
experts and with all the many possibilities of 
going wrong in building the fireplace throat 
the builder should take every precaution to 
insure correct construction. The use of a Peer- 
less Fireplace Damper automatically gives the 
correct width, height and taper to the throat 
and permits draft control which is essential for 
an even burning fire. When the fireplace is 
not in use the closed damper door keeps out 
falling soot, rain and insects. A fireplace 
necessity. 


Other Peerless Home Conveniences 


COAL WINDOWS ASH DUMPS 
ASH PIT DOORS 


PACKAGE and GARBAGE RECEIVERS 


PEERLESS MFG. CO.., 
14th & Ormsby 4-29 U Contrac lor Г] Architect 
Louisville, Ky. 


Kindly Check 


C] Home Owner [ ] Dealer 


Please send Peerless Fireplace Damper Information. 
О Other Building Specialties.| 
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ARCHITECTURE 


Learn at Home 


HUNDREDS of men have become successful architects through the 
home-study courses of the International Correspondence Schools. 

The textbooks are complete and practical, and are so well 
regarded by educators that they are used by many leading colleges 
and technical schools, including Cornell, the Iowa State College 
of Agriculture and many others. k 

George A. Grieble, who was a stone cutter when he enrolled 
with the I. C. S., is now making $10,000 a year and was Superin- 
tendent of General Construction for the State of Ohio for two 
years before he opened his own office. 

Ralph M. Snyder, another I. C. S. student and a former clerk, 
earned $12,000 the first year he started in business for himself 
as an architect. The Equitable Building in New York City was 
erected under the direction of I. C. S. Student H. S. Gardner, then 
Superintendent of Construction for the Thompson-Starret Co. 

The first step these men took was to mark and mail an I. C. S. 
coupon similar to the one below. 

Make your start the same way and make it right now. We'll 
gladly send you free information about the I. C. S. courses in 
Architecture or any other course in which you are interested. 


Mail the Coupon Today for Free Booklet 


INTERNATIONAL CORRESPONDENCE SCHOOLS 
BOX 8130-D] “The Universal University” 
SCRANTON, PA. 


Without cost or tion, please send me a copy pe 
Wins and Why, and full 8 А, on the subject е 2 اس‎ which 
marked X: 

C Architect Business Management 
Oo Architectural Draftsman B Navigation 
O Architects’ Blu саз, Û Salesmanship 
O Contractor and Û Advertisi: 
Û Building C. О Window Displa 
Û Concrete Builder Г] Show Card and Sign Lettering 
О Structural Engineer Û Industrial Management 
О Structural Draftsman О Sec ial Work 
Г] Plumber and Steam Fitter O Business Correspondence 
Li .— and Ventilation [1 Bookkeeper 
L] Plumbing Inspector О Stenographer а -— "ge 
Û Foreman Plumber О Higher 
Г] Sheet Metal Worker О соха School Subjects 
О Civil Engineer О Mathematics 
H Es veying and Mapping О English 
E Electric Lighting E Railway Mail Clerk 
lectric Li 

dog" 1 

elegrap in ineer 
О Practical Telephony oO En i ay 
O Mechanical Engineer O Textile Overseer or Supt. 
Û Mechanical Draftsman О Traffic Manager 
О Toolmaker О Airplane Engines 
Û Mad Machine Shep Practice Н — сү B Spent 

culture 

о Chemie eet Ci су О Poultry Raising 


eee SORES CLES 002000 02000100 0940304000 02000500 0200205002220 22 9500 102 00 200095. 


99649€9909909090995099909909900900090009092099080090002090090900090090900990099400900000920999 9490990299000 00090: sc tmt oo 5 
, please send this coupon to Interne- 
Limited, Montreal, Canade 
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ШИША ИЕТ 
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SEDGWICK 


. and d 
ELEVATORS | 


for all purposes 


Sedgwick Hand Power Dumb Waiters and Elevators, designed 
and built by specialists of thirty-seven years' experience, guarantee 
satisfactory service and lowest ultimate cost. 

Consult us for recommendations, blue-prints, and prices, covering 
equipment best adapted to your needs. 

Standard sizes ready to ship, special sizes are built to meet any 
requirements and shipped on short notice. j 


Standard Sizes—Listed Below—Ready to Ship 


DUMB WAITERS ELEVATORS 
20” x 16” 3° x3’ 
24 x20 3% x 3% 
28 x24 I 1 
32 x28 14 x 45 
36 x36 6 x6 


SEDGWICK MACHINE WORKS 


. 154 West 15th Street New Vork 


WRITE FOR N E W CATALOG 


l————————————————————————— 


SS) ee ининин ини? 
——————-—<——ї ———— ————-——— —-- ee —— 
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As 'satisfying in 1959 as they will be in 1929 


Structures and improvements made with ALPHA CEMENT will be in use 
decade after decade, giving full service. 


The owners will not find any replacement necessary because of rot, rust or fire. 


Our various offices and our many dealers are glad to furnish assistance on 
any plans you are putting through. 


Alpha Portland Cement Company 
Baltimore Battle Creek, Mich. Birmingham, Ala. Boston 
Chicago Easton, Pa. Ironton, Ohio New York 
Philadelphia Pittsburgh St. Louis 
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CABINET 


A Selling Feature 


In New Homes! 


DA G ago style decreed 
rounded corners for all 


The Ideal 
Garment Carrier bathroom equipment. But until 
Corcoran Cabinets—with their 


gently rounded corners were 
CI O t h es Cl ose t introduced through a new and 
unique method of construc- 


C 909.9 4 6 | tion, this important part of the 
Fixtures bathroom ensemble remained Cabinet body and flange 


CORCORAN 


one piece 


Steet. Bathroom 


| CABINETS 


VERY woman wants convenience, order and cleanli- an outlaw. Not only do drawn from one continuous 
ness. Anything that will preserve clothing appeals Corcoran Cabinets harmonize piece of steel. 
toher. That is why every woman likes the K-V Fixture. —they afford, for the first Round corners inside and 
And the clothes closets of new homes thus equipped time a cabinet through which —— — wih. эп 
attract the most favorable attention. These fixtures no wall moisture can enter— Rep 
double the capacity of the small closet. They actually because not a single crack, inge will nbt sag o M 
help sell homes. And their cost is low enough to permit joint or seam is present in Bulb ed 1 helv у 
complete installation. Most dealers carry К-У Fixtures them. Nineteen models make pot — anitdik. 3 
as well as other K-V products that builders and con- up a most comprehensive line Heavy brass spring catch. 
* tractors can use to advantage. . . . If you do not know in Venetian Mirror Door, Colo- 
these products and how they will save you money in | nial Mirror and regular insert specially « — MM A 4 
every home you build, increase your turnover and satisfy type cabinets. You will want 
your clients, write for complete details. — x this superior line. Write special device prevents mir- 
y. ror breakage. г 
К V Adj ustable Shelf Supports Corcoran Cabinets are the original One-Piece Steel Cabinets. 
м For All Shelving Needs No cracks, no seams, no welded joints, no rawرed‎ fes; 


K.V Convenience Shoe Racks The CORCORAN MFG. Company 
Another Clothes Closet Fixture NORWOOD CINCINNATI, О. 


K. Steel Sash Pulleys 
“They Cost No More” 


Have you our new catalog? If not, write us for your copy 


KNAPE & VOGT MFG. CO. 
06 Richmond Ave. Grand Rapids, Mich. 


MAIL THIS COUPON TODAY 


Corcoran Cabinets are sold through: me 
only. Distributors who are 

handle this superior line in availab Кен 
tory will be interested in the details of a 
proposition with unequaled possibilitiéà for 
profits. Write at once. 


LEXIIDIIPPPTTIIIITIITIIITTITTTTTTTTTITITTTITTTTE - Corcoran Mfg. Company— Dept. AB 
KNAPE & VOGT MFG. CO. 1 Gent 
656 Richmond Ave. 1 — 
Rapids, Mich. INSERT CABINETS We are interested in Corcoran 
B 
Send me information, prices, etc., concerning: Style No. 40 and 400 1 — € — pe — Kindly 
О K-V Clothes Closet Fixtures (О К-У Sash Pulleys One of the many popular Ж 2С 060 an — 
О К-У Shoe Racks L] K-V Shelf Supports models in the regular in- 1 Name А 
sert type cabinets. Same 1 
NAME one-piece construction аз 1 Address i җе 
0 „„ „ 66 „ 6 2 2 6 „ „ „„ „%% „„ „ озооеооовезовеове о о оо 5 50 6 eeeseees оозое е — 2 mirror type no : 
cra no seams — no ; 
ADDRESS........... А ee MU T RTT TIT TA Hs welded joints — no raw 8 r GSA n. AS 
8 Contractor О0О Dealer ( Architect 
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Save Time 
with ElectricTools 


There isn’t any job of sawing that can’t be done 
10 times faster with a Wodack Saw, and it saves 
hard work too. Builders use Wodack Saws for 
cutting and notching joists, sawing rafters, stair 
stringers, studs and lintels. Concrete forms, 4 x 4's 
or any other sawing is easy with a 

$20.00 a day saving is not unusual. 4 models to 
choose from. 


$ Cuts Up To 25%” 
Q&A Here is Model K P 8" blade and 14 


h. p. G. E. Universal Motor. Weighs 


` AT CHICAGO 
only 151bs. Rips a plank 10ft. long, 2" thick in 30 seconds. 
Com this capacity with any saw at anywhere near the 


2 


price 


Model 
“pn 


Cuts Up to 4%” 


Model B is the most complete hand saw on the market. 
Makes bevel cuts up to 60 degrees with 11” blade. Cuts 
any lumber up to 4%”. Has every refinement. G. E. 
Universal Motor develops 1-9/10 h. p. under load. 


Operate from Light Socket 


Combination 
Lock Mortiser 
and Router 


Cuts both face-plate and barrel 
of a door lock IN ONE OPER- 
ATION. Will mortise 60 doors 
an hour even after they are hung. 
34 h. p. G. E. Universal Motor. 
You can save 50 cents for every 
door and do a perfect job. Motor 
is removable to convert to Router. 
Sold separately or in combina- 
tion. 


And Something New! 
Wodack Electric Hammer 


Write for demonstration on your jobs 
Write for literature 


F. L. ROGERS & CO. 


23 8. Jefferson St. Chicago, Ш. 
ALSO NEW YORK 


One of the greatest innovations of the year 


Parsons Pureaire Cabinet solves many of your 
problems in planning a modern apartment. 

You must do something about those objectionable 
cooking odors which every housewife objects to. 

This cabinet takes care of that by direct flue con- 
nection which carries off all cooking odors as 
well as heat and grease odors. There is no fan 
or moving parts to get out of order. 

You must save space. 

This cabinet does that by providing extra compart- 
ment space and shelves in the lower section. 
And you can install an electric refrigerating unit 

in the lower section of this cabinet. 

There again you save space. 

Here is a beautiful, clean cut, sturdily built cabinet 
that will add to the attractiveness of any room. 

Its installation means you save redecorating and 
cleaning costs for this cabinet keeps the kitchen 
pure and clean at all times. 

Channel frame construction. Securely welded. 
Built by men who are accustomed to large pro- 
duction, which means the prices are right. 

Cabinets finished with either shelf and separate 
compartment below or space for refrigerating 
unit. 

Now being installed in modern apartment houses 
in various parts of the country. 

Standard apartment stove fits right into cabinet. 

Write at once for complete information. 


Liberal proposition to dealers. Get details today. 


The Garcons. Company 
603 Milwaukee Ave., East, 
Detroit, Michigan 
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demands selling features 
Both steel and wood casement windows will add beauty and 


attractiveness to many new homes this year. Wherever they are 
used you can make CONVENIENCE an important selling feature 
with Win-Dor Hardware. Win-Dor casement operators afford 
perfect control of casement windows THROUGH THE SCREEN. 
Houses with casement windows which are easy to operate are 
houses that are easy to sell. The cost of Win-Dor equipment is 
surprisingly small. Your name on the coupon below will bring 


you our catalog. 1 1 
* Dor 


CASEMENT HARDWARE 
THE CASEMENT HARDWARE CO. 
402-A No. Wood St., Chicago, Ill. 


Series 25 geared 
operators on steel 
sash, 


On the window 
transom is Win-Dor 
Series 10 transom 
operator. 


for design of fireplace and location of grilles. Above ex- 


Heatilator as delivered, ready to install. Scope is unlimited 
ample is by Glenn Elwood Smith, Los Angeles, Architect. 


Assuring Fireplace Charm 
with Furnace-like Heat! 


Ax fireplace built with a Heatilator 
will burn satisfactorily, without smoking, and will 
deliver double—or triple—heat from the same fuel. 
Double walls surrounding the fire turn cold air into 
heat which is sent back into the room. 

The Heatilator is a scientifically designed, rust- 
proof metal form around which may be laid any 
kind of fireplace masonry. It is one complete unit 
up to the chimney flue. With a Heatilator, proper 
construction and entire satisfaction are positively 
sure and fully guaranteed. Savings in the damper, 
smoke box, materials, labor and fuel more than cov- 
er cost. Many sizes. Sent for inspection if desired. 


HEATILATOR COMPANY 
630 Glen Avenue, Colvin Station, Syracuse, N. Y. 


Warehouses in 25 cities 


Fireplace Init 


ORE ت‎ 
Heatilator Company, 630 Glen Ave., Colvin Station, Syracuse, N.Y. N 
Please send plan sheets and full particulars to (name and address below.) | Address AB 
— —— M ce —À 
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Wall-Tex gives added 
charm to even the 
handsomest room 


In a dining-room as attractive as this one, cracks and 
spots could so easily mar the beauty of its walls. But 
they will not, if you use Wall-Tex durable wall cover- 
ing. It is a strong, flexible fabric of great decorative 
beauty. It conceals cracks in old plaster in both walls 
and ceilings. It helps prevent new plaster from crack- 
ing. Wall-Tex can be kept as fresh and clean as new, 
for it can be wiped clean with a damp cloth. 

The new and enlarged Wall-Tex line includes many 
handsome patterns for every room in a home. To har- 
monize perfectly with any style of decoration or fur- 
nishing. There are plain whites, also, for ceilings, and 
as foundations for the popular modern applied finishes. 
In every decorating job, there are rooms where nothing 
can give satisfaction equal to Wall-Tex. Architects, 
builders and decorators: write your name and address 
on margin of this page and send for samples, full in- 
formation and name of nearest Wall-Tex distributor. 
The Columbus-Union Oil Cloth Co., Columbus, Ohio. 


WALL-TEX 
Durable 
Wall Covering ` AN Y 


7S handier 
with the handie 


Carborundum 


RUBBING BRICK 


LUTED, to give a sheer, clean cut- 
CF ting action in rubbing down con- 
crete surfaces and quickly removing 
mould or form marks. 


(| Leaves a smooth, uniform finish — 
saves time—saves labor. 


{Made of genuine Carborundum, 
the manufactured abrasive; cuts 
faster, finishes more smoothly and 
lasts longer. 

MADE IN FOUR SIZES 


WITHOUT HANDLE 


No. 286—6 x 2 x 2 inches 


No. 284—8 x 3 x 3 inches 
No. 287—4 x 2 x 2 inches 


No. 285—8 x 2 x 2 inches 
The No. 288, size 8 x 514 x 114 — 
has the Handle— 
It’s Handier 


Carborunduw 

is the Hegistered 

Trade Mark of The Carbo- 

rundum Company for its Silicon 
Carbide and іа its exclusive property 


From Your Hardware Dealer or Direct | 
THE CARBORUNDUM company 


NIAGARA FALLS, N. Y. 


CANADIAN CARBORUNDUM Co., LTD., NIAGARA FALLS, ONT. 
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Handles 


the В EAVE wheels! Kos 


ECONOMICALLY 


PORTABILITY Plus UTILITY 


Just what thousands of Builders and Lumber 
Dealers asked us to build. Well, here it is 


Ready to start whenever and wherever there’s work to be done. No matter 
where your job, this outfit can be taken to it. Material up to 3-inch is rapidly and 
accurately worked on the BEAVER equipped with this sturdy and dependable 
single cylinder, air cooled gasoline engine. It is always ready for immediate use. 
No time lost nor expense added for running power lines. Place it alongside of 
your lumber pile, give the engine a turn and away she goes. It tows safely up to 
fifty miles an hour. 


The “MINUTE MAN" in the woodworking field 


That’s what Builders and Lumber Dealers call this outfit. Here is a combination 
woodworker, performing 23 different operations, and always ready to go. It 
doesn’t surprise us that it’s always the outstanding sensation at every Building 
Show where it is shown. 


It will save Time and Money for You 


" 
On cross-cutting, mitering, ripping, beveling, dadoing, ploughing, grooving, Onemancan move Pot 
mortising, tenoning, jointing, rabbeting, boring, etc., the BEAVER does the it anywhere on G 
work of at least five men. the job or in A № 
Ld Mosen 


ASK for your free copy of our new catalog the a. Ч 
е 


t9 
HUTCHINSON MANUFACTURING Co., Inc. n 
NORRISTOWN, PENNSYLVANIA Pip o NS. 2 
2l MON e er Amd 


Manufactured and Guaranteed by 


Sales representatives in most of the principal cities 


TIME AND MONEY SAVED 
ON PRACTICAL WORK 


506 Studdings .... 
allthe Roofing .... 


RIPS - CROSS-CUTS - MORTISES 
DADOES < MITERS + GROOVES 
GRINDS - SANDS MBBETS 
BORES - TONGUES - BUFFS 
TENONS + BEVELS 


ne Batety Sa emire, 
0. K. as 1 was just eng 
ing s building 170 T 


This machine will handle all mate- 
rial from the lightest veneer to 214" 
thickness. It is built sturdy and 
strong and will carry long, heavy 
work such as rafters, roofers, etc., 
as well as flooring, siding, trim, etc. 


The motor runs from any light 
socket. 


The Table raises and 
lowers ON A LEVEL 
and tilts to a full 
45 degree angle. 


“$ » 3 S s Ё 
afety-Saw" Model Af ua uy 
We Also Manufacture ty N 15 Day Trial pA d ues Parts ^ 
A complete line of woodworking machinery. Saw Tables from Our TRIAL OFFER protects you from F i о“ ee * РА — 7 
$35.00 up. 4" and 6" Direct Motor and Pulley Drive Jointers. risking a single cent. Whether you 4, С Svo ; pr ЖЕ. * 
16" Band Saws Combination Woodworkers. Both Electric Motor are ready to buy or not, we will be . br sé JEN АР. 9^ 
and Gasoline Engine outfits. Before buying any equipment it will glad to send you our free litera’ "n . s s "d 
рау you to get our catalog and prices. ture. L * Pr oF » 
"i 4 $ {oe Р o я "d 

: „„ SUO, 

SAFE TOOL MFG. CO., BRIDGEPORT, PENNA. , We a w. = e, ane 
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The NEW 


“Universal” 
Level Transit 


Superseding the 
Convertible Level 


TEN Days FREE trial 


Transit Position 


HE new “Universal” is the highest develop- 
ment in combination Levels and Transits. 
It is superior to and displaces the convertible 
level. 

No previous experience required for perfect suc- 
cess in operation—this is the ideal instrument 
for any builder or contractor. Instantly change- 
able to level or transit, it is the most scientific 
development of its kind available. Only a slight 
touch of the finger changes it to either need. 
An indispensable instrument for the up-to-date 
builder. 

This combination level-transit is exceptionally 
accurate, strongly built, with 3-point support, 
assuring perfect optical and mechanical align- 
ment; 43-degree tilt above or below. Trade in 
your old instrument for a New Universal. We 
manufacture surveying and drawing instruments 
for every need. 

Sold by first-class supply houses throughout the 
country, or directly by the manufacturer. Write 
for information and free trial offer. 


DAVID WHITE COMPANY 
315-319 Court St., Milwaukee, Wis. 
Branch Office: 2101 West Van Buren St., Chicago, Ill. 


Sell Homes Easier 
Rent Them Faster 


ARDINAL TOGGERY RACKS give 
the space of two clostes in one. They 
keep toggery smooth, hats in shape, shoes 
off floor—all in plain sight, within easy, 
instant reach. Cardinals lighten women's 
work. There are thousands in use every- 
where. Housewives like Cardinals—be- 
cause they add a finishing touch to homes 
and make them really modern. 
Cardinals are important selling and 
renting features. Their cost is small, their 
benefits great. Beautiful Duco finish. 
Jade Green, Old Rose and Silver Color 
Cadmium. All metal. Strong. Easily 
attached on the inside of any closet door. 


CARDINAL 


Toggery Racks 


are a necessity in the small apartment, an 
added convenience in large ones—and in 
all houses, city and country, they not only 
save closet-room—but make it. You can 
see for yourself the appeal in 
them to every family, large or 
small. 
Write today for prices and 
quantity discounts. For a very 
small outlay, you can add a 
big profit factor. Cardinals 
have a mighty persuasive 
force—the instant you swing 
open the closet door. They 
are certainly a big talking 
point. 


CHARLES FISCHER 
SPRING CO. 


244 Kent Ave. Brooklyn, N. Y. 
Telephone, Greenpoint 10,000 
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A Book for Every Builder 


GOOD 
CONSTRUCTION 


A big useful book of 160 pages cov- 
ering recommended construction in 
Wood, Concrete, Brick, Tile and Stone for 
residential and other construction 


This Up-to-Date 12” Portable Band Saw is the most advanced design. 

Its material and construction are unexcelled. E c surprisingly absent 

from vibration, due to the accurate balance workmanship. Ask 

for complete specifications. Price, $35.00 — base or motor. 
(B) ADJUSTMENT 


It deals with every phase of construction work. Has 
Sir Full Page Plates detailing the recommendations of 
the National Lumber Manufacturers Association for 
standard mill construction. 


(&)TENSION SPRING IN BACK 


You May Have It Free! £ Wo 


This useful book will be sent Free and Postpaid with 
a new or renewal subscription to “American Builder” 
at the regular subscription rate, $2.00 for one year—the 
book is a gift. 


The subscription may be new or renewal, or an exten- 
sion of present subscription, but in all cases must be 
sent direct to “American Builder” and be accompanied 

check, money order or currency for $2.00. Subscrip- 
tions sent in any other way will not entitle sender to 
free book. 

OFFER GOOD IN UNITED STATES AND CANADA 
Add $2.00 for Foreign Countries 


THE AMERICAN BUILDER 
105 W. Adams St., Chicago, 111. 


HARDENED AND AP Д 
GROUND SHAFTS t 7 f SANS. SILVER 


SOLID SEMI 
STEEL FRAME > 


ARCHITECTURAL 
DETAILS 


A Big Book with 160 Pages of Illustrations 
and 500 Details of Building Construction 


FREE 


with your New or Renewal 
Subscription to AMERICAN BUILDER 


(13) BUILT-IN SWITCH 
You can save 25 by buyi 1 Woodworking Machinery. 
The low First Cost fr из efficient operation make this saving possible. 
Let us explain in detail. 


CAM ACTION 
TENSION DEVICE 
ATKINS SAW BLADE 


RCHITECTURAL DETAILS is a complete 

manual of building practice, as applied to car- 
pentry, construction and the use of millwork. It is a 
remarkable collection of full-page plates, accurately 
drawn and reproduced to exact scale, showing clearly 
per detail of modern building construction and 
fini These plates make plain the framing and con- 
struction of residences of every type. This volume, 
9x12 inches in size, has 160 pages of illustrations. 
All dimensions, angles, measurements and joints are 
made so plain and are so well illustrated that the 
man on m job will have no difficulty or trouble doing 


This "Орлеан Sapias Jig Saw, complete D Blades, Belt ong 
Pulley, — * It has a sawing capaci will le 
stock, ” fly-wheel, and a tilting saw ta ie e x7. 2 of die 
best m and fully guaranteed. Write for full detail 


UP-TO-DATE MACHINE WORKS 


the wor 


Send in your new or renewal subscription for one 2913 South Wabash Avenue CHICAGO, ILL. 
year at the regular rate of $2.00 and we will send USSR SESS SSS SSS SSS 68266 
# UP-TO- PEIR MACHINE WORKS 1 


you “ARCHITECTURAL DETAILS“ absolutely 
free. poetpaid : 


1 2913 So. Wabash Ave., Chicago К a 
i Please send me complete details on your Band Saw and Jig Saw. - 


SHE AMERICAN (BUILDER p ТҮШЕ E 
105 W. Adams St., Chicago, III. - FCC - 
ee eee аад ee eee eee TTA XIII ree ee Pee АЕ t 
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ENTO PUTTYLESS | 


Lansing 
10-S Mixer 


Powered with a 4-cylinder, 12 H. P. 
gasoline engine. 8 seconds to elevate 
skip from ground and 15 seconds to 
empty. Automatic clutch knockout 
bar holds skip in charging position. 
Operating levers arranged on drum 
end, making effective one-man control. 

Thirteen Heavy Duty Hyatts mean 
long life and easy running. Rubber 
tired wheels. Capacity: Mixed con- 
crete per batch, 10 cu. ft. Drum heads 
shaped to throw material towards cen- 
ter, away from. openings. Alemite 
Pressure lubrication gives quick thor- 
ough greasing. GET THE COM- 
PLETE SPECIFICATIONS ON 
THIS FAMOUS MIXER. 


Have You the Latest Lansing Catalog? 


Mixers - Scrapers 
Wheelbarrows-Carts 


LANSING-COMPANY 
Lansing, Michigan 


BRANCHES: 


CHICAGO BOSTON NEW YORK PHILADELPHIA 
MINNEAPOLIS SAN FRANCISCO KANSAS CITY 


Lansing 


[THERE'S A LANSING DEALER IN YOUR VICINITY} 


STEEL WINDOWS 


“*Glaze Without Putty” 


Lead All Other Sash 


Increase Your Sales and Profits 
—Be the Dealer in Your City 
or Town to Sell “VENTO” 


(Pat. U. 8. Pat. Off., 3-4-24, 12-11-28—Other Pats. Pending) 
Manufacturers and sellers of an infringement will be prosecuted 


Made of 12-Gauge Steel 
Electrically Welded at Every Joint and Mantin 


(NO RIVETING) 
Sheds Water Outside Has g Water Drip Sill 


Only window made with Two-Way Ventilator — 
opens full wide (as other sash)—also opens in 
at top, giving Overhead — Indirect Ventilation 
— 1929 Stage Opener allows Window to be 
opened at any point and “STAY PUT” 
(no direct draft). Every “Vento” Puttyless Steel 
Window drilled to be fitted with a flat metal 
bound 16-mesh Wire Screen or Storm Sash — 
* another Profit. 
Puttyless — saving cost of putty —and glazing. 
Pane of standard size glass is held against a 
cushion of cork (bed putty) by “Vento” Patent 
Glazing Clips. Anyone can glaze in no time. 
Sell the Contractor and Builder the Best Steel Window 
Made and He!p Them Sell Their Buildings at More Profit 
“Vento” sold only thru the lumber and building supply 
dealer—and “not all of them". 100% dealer distribution. 
Be the dealer in your city to sell “Vento” Products — 
and make money. 


Write for literature illustrating the Basement and Factory 
Type Vento“ Puttyless Steel Windows and prices. 


Over 2,000 Satisfed Dealers in Canada and U. S. А. from Coast to Coast 


PUTTYLESS FACTORY TYPE--BARN—GARAGE— 
BASEMENT WINDOWS and STEEL COAL CHUTES 


MADE BY 


VENTO STEEL SASH CO. 


MUSKEGON MICHIGAN 


FOR ADVERTISERS' INDEX SEE NEXT TO LAST PAGE 
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New York Life In- 
surance Building. 
Architect, Cass Gil- 
bert. This building 
is Tontine-equipped 
throughout. 


These 


washable 
window 


shades 


... help you sell 


the houses you 
build 


D" PONT TONTINE, the nationally advertised washable 
window shade, that may be kept always clean and 
attractive, gives you one more talking point when showing 
prospects through the houses you build. 


Women like these washable shades. And no wonder! An 
occasional application of soap and water instantly restores 
their original freshness and beauty. No more dirty, smudged 
shades that must be thrown away. Less money spent for 


replacements. For Tontine window shades can be always 
clean and spotless. And they are built to last season after 
season. 


Tontine window shades are impregnated with pyroxylin, 
the same basic substance which accounts for the durability 
of the famous du Pont Duco. This treatment keeps them 
from cracking, pinholing, fraying,—prevents spotting and 
staining in rain. Nor will sunlight fade them. 


Install Tontine in your houses. Point out its advantages 
to women. You will find it a definite selling aid. 


To assure maximum shade service. and satisfaction, ask 
your dealer to mount your Tontine shades on the companion 
product—Tontine Rollers. 


E. I. DU PONT DE NEMOURS & CO., Inc., 
Newburgh, N. Y. 


Canadian Distributors: 
Canadian Fabrikoid Limited New Toronto, Ontario, Can. 


| 
TONTINE 


146. u. 8. РАТ. ore, 


THE WASHABLE WINDOW SHADE 


E. I. DU PONT DE NEMOURS а CO. Inc. 
Desk AB-2, Newburgh, N. Y. 


Please send me sample and íull information about 
Tontine, the washable window shade. 
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BRICK—MORTAR—CEMENT 
Take it up with an 


PORTABLE 
ELEVATOR 


Gem. 
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SAC GE 


We manufacture а complete 


—N { 0 


line of Hoisting: Machinery 
and Air Compressors, Gaso- 
line Power, Electric Power, 
Belt Power. Consult us be- 


fore you buy. 


1 — 


WEA 


Diver | 


Strong 
and 


afe ~ 


Contractors and Builders endorse the O. K. Elevator—because 
it eliminates costly wood towers, is easily made any desired 
height by adding 10-ft. sections. Is readily portable and can 
be erected or dismantled in a small amount of time without 
skilled labor. 


The O. K. Elevators are of all-steel construction, electric 
welded. They come equipped with a single-drum O. K. Hoist 
and 8 or 12-H. P. Gasoline Engine or Electric Motor. 100-ft. 
of 3$" wire rope, steel platform and. steel carriage guides 
complete the outfit. It's ready to set up and run when you 
get it. Nothing else to buy. 


Write for catalog containing full information and 


specifications. The coupon ts for your convenience 
O. K. Clutch & Machinery Co. 
Columbia, Pennsylvania 


O. K. CLUTCH & MACHINERY CO. 
Columbia, Pa. 


Please send your latest catalogs of equipment as checked. 
O PORTABLE O HOISTS О PORTABLE AIR 
ELEVATORS COMPRESSORS 
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TER 


MAS 


Just off the Press 


You will want this catalogue. It 
describes in detail the construction 
of the NEW MASTER, its opera- 
tions, its uses and how it 


CUTS LABOR COSTS 
SAVES TIME 
BOOSTS PROFITS 


It will prove of value to those vitally 
interested in doing their work in the 
quickest, easiest, safest and most 
economical manner. 
The NEW MASTER is the нд 
growth of 15 years’ experience m the 
manufacture of woodworking ma- 
chinery. It has the same reliability, 
quality and accuracy that character- 
ized the former Master, plus many 
new improved features. 
Before you buy, investigate the safety 
and the rugged, lasting quality of 
the NEW MASTER. Don’t buy an 
inferior machine and be sorry after- 
ward. MAIL THE COUPON. 
Gasoline or 


, Electric Drive 


8 models. There's 
one to fit your 
requirements. 


MASTER 
WOODWORKER 
Congress & Brash Streets 
Detroit, Michigan 


Please send new catalo 


prices and easy payment p Bevel rippin . Penis 


tilts to allow a 
degree rip. 


FOR ADVERTISERS’ INDEX SEE NEXT TO LAST PAGE 
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“For Sale” 
signs 


New Catalogue should not sta 


on the job 


Oak Flooring helps 
to sell houses quickly 


Like everything else offered for sale, a house 
is considered point by point before it is bought. 
Floors of oak upstairs and down are a mighty 
strong sales point. They have beauty, utility 
and a reputation for long wear and lasting 
attractiveness. They are a standard of value. 


When a prospective buyer inspects a house, 
he may take many things for granted. But he 
judges the floor for himself. He sees it. He 
walks on it. And he taps it with his foot. If 
floored with oak he readily feels that here is 
a really fine house. It has a rich mellowness 
of color that one associates with the craftsman- 
ship of old-time woodworkers. It has a flavor 
of aristocracy. It’s so solid and strong. It 
must be worth the money. Such is the regard 
for oak. 

It doesn’t cost much to lay oak floors up- 
stairs and down. The additional cost of oak 
as compared with soft woods is slight. Yet the 
sale-price is usually increased by hundreds of 
dollars. That’s nice profit. And often the sale 
comes quicker because the flooring is oak. 
Definite data on comparative costs are available 
at all lumber dealers. 

This advertising is published by the Oak 
FLOORING BUREAU, 1238 Builders’ Building, 
Chicago. A bureau maintained by the oak 
flooring industry for the benefit of home 
owners and builders. Write us for helpful 
literature or advice on any flooring problem. 
Our technical staff is at your service without 


obligation. 


Oak Flooring advertising will be carried on dur- 
ing 1929 on an increased scale. Look for the ad- 
vertisements in “House and Garden,” “House 
Beautiful,” “Good Housekeeping,” “Better 
Homes and Gardens" and “The Literary Digest." 
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agic: ‘Beauty 
CHROMI E 


ITCHENS are gayer—bathrooms аге 
richer—halls are brighter—under the 
magic of CHROMITE. 


Walls are given life—glittering newness 
with this modern wall covering. 


CHROMITE endures for a lifetime. Its 
glossy flint-hard surface is waterproof, non- 
absorbent and easily washed. 


CHROMITE is enamel baked on zinc sheets 
by a special process creating a metal tile of 
rare charm. 

It is applied easily and quickly—like wall paper to old 
or new walls. There is no fuss, no confusion. Chromite 
costs but one-third as much as ordinary tile, installed. 

Any color harmony you want is available in the wide 
range of rich tints. 


Write for name of nearest dealer and attractive illus- 
trated circular showing installations and describing 


Chromite. 
CHROMITE COMPANY 
228 N. La Salle St. Chicago 
An Artist's con- > NN | 
ception, in beau- А \ у 
tiful colors, of \ J | * 
Aladdin and a 
“The Magic ў » 
Beauty of Chro- 7 


mite’ for the 
kiddies to enjoy, 


mailed on request. Unusually at- 


tractive terri- 
torial arrange- 
ments open for 
a few additional 
distributors. 


CHROMI TE 


FOR WALLS OF ENDURING BEAUTY 
SS SS 1 
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Meee 


our sales, and jo 

selling direct to users, We havededucted the salesman’s and jobber's commis- 
sion from each machine and the difference is our price to you. This is the most 
astonishing hing news in the construction industry and it is certainly paying us as 
dential whole 

ential w 


‘QUALITY 
M OSS Mixers and — romains the 


E LlB: s reputation Get the . Note 
patented Re-M: Action 
d usive features that have made 
ferred wherever used. Hundreds 
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better built machine than a 
get all this for less. 
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Use it in the 
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housing. 
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uarantee. Read 
above. 


GET OUR PRICES 
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AMERICAN CEMENT MACHINE CO., 
218 8. Fourth St., — 21 Iowa. | 
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Massillon Nailer Joists in position to 
receive wood roof on Joines Motor Co. 
Garage. Brevard, М.С. S. Sternberg 

> & Co., engineers. 


“Steel Joists with 
Wood Nailing 


Members 


HESE joists provide every advantage of 

the famous Massillon Bar Joist except 
where a strictly fireproof floor is desired. 
Wood flooring or roof decking is nailed 
directly to the top member of the joist. Any 
type of ceiling can be attached to the bottom 
bars. Nailer Joists are rigid and prevent sag- 
ging floors and cracked ceilings. Their open 
web design facilitates the installation of 
plumbing and conduits. 


Massillon Nailer Joists are made in stand- 
ard stock sizes to meet all span and load 
requirements. No cutting or fitting is nec- 
essary. They are light and easily handled 
into position. Used in all types of buildings, 
these joists provide the strength and rigidity 
of steel at a cost comparable to wood joists. 


Send for literature and 
safe loading tables 


THE MACOMBER STEEL COMPANY 
909 Belden Avenue Canton, Ohio 


MASSILLON 


NAILER JOISTS 


Massillon Products are manufactured and distributed 


in Canada by the Sarnia Bridge Co., Ltd., Sarnia, Ont. 


Dept. 128 


Style No. 10S 


More Light on 


SKYLIGHTS 


You never guess—you know beforehand 
your profit on a WILLIS skylight installa- 
tion. You are sure of a job exactly fitting 
your specifications. There won't be any 
cutting, trimming, or any altering to be 
done. In fact, the shears can be left in the 
tool box. 


Neither is there any call for skilled, high 
priced labor. Turn the whole job over to 
an ordinary workman with a scréw driver 
and hammer. 


Once installed, a WILLIS skylight can be 
promptly forgotten as far as you are con- 
cerned. No future servicing to eat into 
your profit. With built-in strength far in 
excess of service demands, there is no 
danger of any sagging, buckling or bending. 


When you specify WILLIS you get a 
strong, clean-cut masterful product that is 
guaranteed you by our 30 years’ experience, 
our insistence upon the best materials and 
labor and our practice of trial assemblage 
before your order is ever shipped. 


Our complete line is shown, our complete 
story is told in our big catalog on sheet 
metal products. You will need it as a ref- 
erence book. It’s FREE. Send for it today. 


WILLIS MFG. CO. 


Style No. 708 


Standard and special sizes. Send 
your specifications for estimates. 


FOR ADVERTISERS INDEX SEE NEXT TO LAST PAGE 


(April, 1929 | 


Galesburg, Illinois 


AT THE E ^Y LOW 
jw" 


$112.99 CASH 


(SEND CHECK WITH ORDER) 
30 DAY TERMS - - - $118.00 
(REFERENCE— The Liberty National 

Bank of Syracuee, N. Y.) 


It planes any edge up to 25, 
either straight or bevel and cuts 
fast, smooth, and flat without 
effort—it's electric. You can't 
match its work by hand—it will 
out perform three men easily. 
Weights only 10 pounds. Is 
supplied with bench bracket 
for jointing and grinds its own 
cutters. 


The Carter Hinge Butt Router 
avoíds all mistakes in cutting 
for butts, insuring a perfect fit 
always—many times as fast as 
by hand. Same templet for 
both door and jamb. 


TheCarter Lock Mortiser slogan 


AM Me e e к шл Folder **A" describes the only door set 


THIS TRIM SEASON WILL BE A PARTICULARLY SUCCESSFUL ONE IF YOU 


CARTER-IZE 
THE R. L. CARTER СО., 1302 CHESTNUT ST., PHOENIX, М. Y. 


SAFETY j Standard blades 
(99 | CUTS me COST Say, used 


Made in four sizes 


Crowe Manufacturing Corporation 
317-321 Sycamore Street 
CINCINNATI, OHIO, U. S. A. 


Dealers in All Principal Cities 
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THE NEW CARTER POWER PLANE 


(THE FASTEST IN THE WORLD) 
~ A UNIT OF THE ECXLUSIVE CARTER DOOR SET = 


(NOW USED BY NEARLY 2500 BUILDERS) 


CROWE SAFETY 
BEVELING SAW 


cuts angles with the speed of cross-cuts 


And it cuts them ten times as fast as one man with an ordinary 
saw. Makes those difficult jobs easy. Makes a correct bevel. Saves 
your men for other work by taking the drudgery out of the job. 

Absolutely fool-proof. It has been approved for safety by industrial 
commissions, listed as standard by Underwriters’ Laboratories, and recom- 
mended by insurance companies. 

Just mark the place to be cut, plug into the socket, press the trigger— 
that’s all there is to it. 
flooring, make window frames, cut joints, studding, sills, frames, cut rafters 
at an angle, rout for stair risers. The line is always in sight. 

Body of saw is of aluminum alloy, making it light and easy to handle. 
Every part is machined with accuracy and precision and is interchangeable. 

Saw shown in illustration is beveling 2-inch undressed material. Saw 
blades are standard and retain their cutting edge exceptionally well. 

A G.E. motor supplies the power, and operates on 110 or 220 volts, 
using a No. 10, two-conductor cable. Crowe saws do not heat up, and will 
stand the gaff longer than any similar machine on the market. 

Get acquainted with this wonderful time and money saver. Write today 
for further information. 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


Employer and employee both prefer it to trim 


Crowe Mfg. Corp. 
Dept. A, Cincinnati, Ohio 


Gentlemen: 
I am interested in a saw of this type. Send further 
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oi: Steel 
COAL CHU TES 


Whenever I put up a new residence, I usually pay 

little attention to coal chutes and basement win- 

dows, because I have always thought of them as just 

that much additional expense. However, you can 

M yr. boots oat zw now on, it will be KEWANEE 
an 


С 

BASEMENT WIN- 
DOWS in every 
building I put ир. I 
am tired of having 
my basement open- 
ings mar the appear- 
ance of the whole 
building and these 
modern, attractive Ke- 
wanee Chutes are the 
last word in conveni- 
enee and economy. I 
look upon them as an 
investment rather than 
as an expense. 


KEWANEE Copper Steel 
BASEMENT WINDOWS 


The modern home de- 
mands modern base- 
ment openings that 
transmit maximum 
light and are always 
easy to operate. Ке- 
wanee Copper Steel 
Windows meet all re- 
quirements. Improv- 
ing the appearance of 
any property increases 
its value. e of the 
main features of Kewanee Chutes and Windows is the fact 
that they fit into any style of architecture and remain at- 
tractive and serviceable for the life of the building. 


Dealers: Write for our attractive offer 


KEWANEE MFG. CO. 
409 Tremont Street KEWANEE, ILL. 


204 Madison St. 


Sema begtos Tiles 


PATENTS 


Homes, Pipe 
Schools, Churches, 
Stores and Hospitals 


ANA-BESTOS FLOOR TILES cost 

less than other types of approved floor- 

ing. They are easily and quickly laid in 
plastic cement by the average workman. 

This modern indestructible flooring is 
moderate in first cost with no upkeep ex- 
pense. It is not affected by acids or alka- 
lines. Ink stains and marks of cigarettes 
are easily removed by washing with soap 
and water. 

Sana-bestos Floor Tiles will not buckle, 
crawl, warp, wrinkle, loosen or turn up at 
the corners. The comfortable, non-slip- 
pery, resilient surface is not affected by 
traffic no matter how severe. The floor 
never wears rough or gritty. 

Sana-bestos Floor Tiles offer a variety 
of color tones, including Black, Maroon, 
Red, Brown, Green, that harmonize with 
any artistic layout. (Sana-bestos Tiles can- 
not be manufactured in light colors.) 


Sana-bestos Heavy Duty Tiles 


Sana-bestos Tiles for industrial use, are manu- 
factured 1% inch in thickness. They may be 
laid either in our special plastic cement or in 
concrete. When laid in concrete, they may 
be used out of doors as well as indoors, with 
excellent results. 


Descriptive literature sent upon request 


FRANKLYN R. MULLER, Inc. 


Manufacturers of Asbestone and Sana-bestos Tiles 


Established 1906 


FOR ADVERTISERS’ INDEX SEE NEXT TO LAST PAGE 
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wao the House... 
...how about the Heating Plant? 


A MODERN, up-to-date Hot Water 
Heating Plant, Thrush Equipped is one 
essential which home buyers are being 
educated todemand. If you provide that 
finest type of home heating, the homes 
you build will sell easier. 


Hundreds of thousands of home 
seekers are reading of Thrush Equip- 
ment in seven national and trade mag- 
azines and every one of these messages 
is an advertisement for you if your homes 
are Thrush Equipped. Thrush System 
means Automatic Control of tempera- 
tures, greater convenience and much 
greater economy. 


Ask your heating contractor! 


H. A. THRUSH & COMPANY 


PERU, INDIANA 


THRUSH 


SYSTEM OF HOT WATER. HEATING 


H. A. THRUSH & COMPANY 

Dept. B, Peru, Indiana ——— ЛИНЕ 
;; Please send me your booklet “Which Heating Plant 
fer My Home?” J am interested. 

Name 

‘Address 


My it tg. Contr. 


MAKING BIGGER PROFITS FROM THE 
BIG PAINT JOBS 


and other 


Bud Es 


Put An HB Paint Spray to work 
for you : zh 


Get the profit on 
painting work that is 
now going to outside 
painters. 

One man with an HB 
Spray outfit enables 
you to do the work 
of 4 to 5 brush paint- 
ers—at a big profit to 
you. Does the high- 
est quality work both 
inside and out. 

Pays for itself out of 
the profits on the first 
one or two jobs—and 
continues to earn for 
you on that basis. 


ONLY $25 
Monthly 


Easily Paid Out of 
the Increased Income 


Attractively priced— 
built complete by HB 
Industries — insuring 
higher quality, yet 
lower priced. Not 
assembled. 
Highest quality 
throughout— ball 
bearing motor—silent 
spiral bevel drive — 
gives a readily port- 
able outfit, which eliminates noisy 
breaking belts. 


30 Days Trial 


—at our risk on your job 


We welcome comparative tests. 
That’s why you can have 30 Days 
Trial of an HB. We know what 
your choice will be once you com- 
pare HB’s quality and HB per- 
formance. 


Check the coupon below for full 
information without obligation. 


HOBART BROTHERS 
Success manulacturas ~ since 1893 ~ 
Box V-49 TROY, OHIO 


HOBART BROS., Box V49, Troy, Ohio, 


Without obligation send me complete details on the items I’ve checked 
below, together with liberal trial offer and easy monthly terms. 


U Gas Engine Outfit O Electric Outfit 
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Saw Rigs—7 sizes: Triplex Pumps — 4 sizes. 
Centrifugal Pumps—10 sizes: Trench Pumps—3 sizes. 
Lift & Force Pumps—4 sizes: Mortar Mixers— 2 sizes. 
Write for Hoists—9 sizes: Piston Pumps—3 sizes. 
Complete Catalogue Material Elevators —3 sizes. 


— —— —— ͤ öwJä— — m 


MUD HEN DIAPHRAGM PUMP NO. 28 SAW RIG 


C. H. & E. MANUFACTURING CO., INC. 
CLINTON AND MINERAL STS. MILWAUKEE, WIS. 


- TES — 


Contractors: Let us help you Sell! 


HE merchants in your town—do their stores 

need new fronts? Now is the time when 
agressive merchants are thinking of the summer 
selling season which is just around the corner. 
Now is the time when you can interest them in 
& new store front—to help them increase their 
summer business. 


Hundreds of contractors all over the country 
have used International Service to their profit in 
landing store front contracts. We will be glad 
to supply designs and estimates free of charge to 
all reliable contractors who appeal to us for this 
service. May we suggest that you write today 


The above photograph comes from Paris, Kentucky. It P . 
wre of the Baldwin Brothers store front—design for further information. 


$s a pict 
and steel by International. 
Ask for our new illustrated steel catalog. 
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T PRODUCTS of INTERNATIONAL |0 
INTE EEL Олы ME 
& IRON COMPANY Public Garages - Roof Ventilators 
DEPARTMENT 18 Airplane Hanaars li. 
EVANSVILLE —and many more listed in our Catalog! 5 ۸ 
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featherpru 


Here’s the Portable 
Work-ShopYou've 


Been Looking For 


The convenience and saving in time afforded by a 
portable work-shop are so obviously advantageous 
to the contractor and builder as to need no elabora- 
tion here. What you want to be assured of is that 
the work-shop you buy has the power and the 
strength and the accuracy essential to its satisfactory 
and profitable use in your business. 


Unhesitatingly we can assure you that the Ar-Con 
Utilitool in all these qualities measures up to the 
requirements of commercial use. From the sturdy 
14 HP, ball-bearing, repulsion- induction type motor 
the most efficient type built to the wing screws and 
lock-nuts of drop-forged steel, every detail of this 
real man’s work-shop is designed and built to insure 
an ample margin of power and strength and a long 
life of satisfactory service. 


The complete Ar-Con Utilitool consists of a substan- 
tial, cast iron bed lathe—31 inches between centers; 
8-inch swing—with grinding and buffing head; a 
circular saw table with 7-inch saw; jig and scroll 


Casement 
Windows 


A Perfect Casement 
Window 


Nothing so adds to the appearance of a house 
and the pleasure of living in it as many cheer- 
ful casement windows—windows that invite 
the beauty of the outdoors into the comfort 
of your home—windows in keeping with the 
modern idea of light, ventilation and health. 
All objectionable features of casement windows 


have been „— pem, 


saw; sanding disc and table; and complete accessory removed. | 7 PR N / Q \ 
i § \ , 


and tool equipment. WEATHERPRUF 
You owe it to yourself to learn all about this super- Casements 
efficient portable work-shop—and there's no better are absolutely 


rain, dust and 
wind-proof. 
No special 
sash required. 
Any window 
frame may be 
equipped with 
this hardware. 


time than right now. 


THE AR-CON TOOL COMPANY 
500 FASSETT STREET TOLEDO, OHIO 


AIR=CON 


| UTILITOOL American Casement Window Hardware Co. 
238 N. LaSalle St., Chicago 


Mail This Coupon Now 


American Casement Window Hardware Co. 
228 N. LaSalle St. Chicago 


Please send me complete information on Casement 
Please mail complete description and Hardware. 


prices of Ar- Con Utilitool. 


Let us send you complete information. 


Ar-Con Utilitool units THE AR-CON TOOL COMPANY 


may be purchased 

singly or in any com- 500 Fassett Street, Toledo, Ohio 
bination of units that 
meets your needs. 
Moreover, the purchase 
can be made by con- 
Yenient time payments, 
if desired. ail the 
coupon now for fully 
illustrated circular and 
complete price-list, with 
terms. 
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“The Boiler That Makes Its Own Gas” 


овоии GAS- O- GEN 


FOOLPROOF Heating and Cooking Only 

kin The unit at right i 11 

AUTOMATIC rnin my cet tax fr gf gi generator 

i ter 

SILENT a home heating, 7^ ЫЕ у З 
аг 

GAS-O-GEN make ыы 8 burner, | 
is the easiest, cleanest, or gas heater. Installed comforts ` 


safest, and least expensive in basement or outbuilding 

way of producing gas for within 100 feet from kitchen f civilization 
heating and cooking. stove. Only charcoal and 
Only coke and water used. water used. 


A Boiler Making Its Own Gas 
With a Surplus for Cooking 


No Carbide — No Kerosene — No Oil — No Gasoline — 
No Pressure — No Storage. 


FULLY AUTOMATIC 


Write for name of nearest representative. All sizes 
for homes, hotels and institutions. Industrial units 
for all purposes. 


DISTRIBUTORS WANTED 


Exclusive franchise. Write for our sales plan. 


GAS-0-GEN CORPORATION 
165 West Wacker Drive, Chicago, 111. 


SPRING HINGES . 
Quality 


The constant and increasing demand 

for Chicago Spring Hinges indicates pen 22 
a universal recognition of their 
Quality and Value. 


Type 9001 


Applied without 
Hanging Strip 


Catalogue illustrating and describing 
our complete line will be sent on 
request. Send for Catalogue Y42. 


Chicago Spring Hinge Company. 


1 CHICAGO NEW YORK dudit 
U. S. A. Sagless 
Gate Spring Pivot-Hinge 


Triplex 
Lavatory Spring?Hinge 
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Hot Water and Steam Heating 12 Se d Jof Bones 
Andrews Steel Boiler sueeues— BIB 


Vertical and Locomotive Styles y | | 


Made by Andrews Heating Company Y ilii «Y if. = 
Minneapolis, Minn. { . {| — 


WATER SPACE 


iro. ___A large deep round fire- 
Fir е pot box. No dead ash cor- 
ners. Room for abundance of fuel to carry 
many hours without attention. 


High Heating Effici- 
enc Steel is thinner than cast iron. 

y This brings the water closer to 
the fire, heating it quickly and producing a 
rapid circulation thru the radiators. 


Big Combustion Chamber— 


The large roomy combustion chamber above the 
fire-box gives the gases lots of room in which to 
mix and burn, insuring complete combustion. 


Ease of Cleaning the Boiler— 


Only one place to clean and only one door to open. 
Result—No excuse for a dirty boiler. 


F e]— The boiler and grate are adapted to 
u burn any kind of fuel—hard, soft, splint 
and lignite coals and coke as well as oil and gas. 


In addition to 
Complete Plants — lets plante 
(Hot Water, Steam. Warm Air, both pipe and pipe- 
less) we furnish plumbing. water supply, and sewage 
disposal systems, all described in a general catalog. 


Ask for this Free Catalog. Send in Plans or 


Sketch of House for Free Estimate of Cost on 
any of these Plants. 


DUMPING GRATES 
Send Coupon Today for Details 


ANDREWS HEATING CO., 1591 Heating Bldg., Minneapolis, Minn. 
Please send catalog and Agents Offer. 


MESKER BOWSTRING TRUSSES 
GEO.L.MESKER « CO. EVANSVILLE IND. — — 


MESKER Bowstring Steel Trusses / н 


For Garages, Gymnasiums, Community Buildings, Factories, 
Warehouses and Airplane Hangars. Write for Catalog. 


MESKER COMPLETE STORE FRONTS 


Designed free by experts. Send measurements. 
MESKER MARQUISE i». rte 


METAL BUILDING SPECIALTIES — Steel Sash, Fire Doors, Coal Chutes, 
Cast Iron Columns, Structural Steel, Cast Iron Lamp Standards, Sky- 
lights, Millwork, Steel Joists, Hollow Metal Windows. 


fronts, 
Standard, 
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STOCK KALAMEIN I 


SHIPMENT IN 48 HOURS 
QUALITY & SERVICE 
JAMBS - TRIM-MOULDINGS 


COMPLETE STOCK IN 162 PANEL TYPES 
Sizes 1N WIDTH 2:6, 2-8; 2-10, 3'O" 
IN HEIGHT 6'8, 6-10" 7-0" 


NEW YORK KALAMEIN CO. ine. 


New York Fer, Now Won 800 HUMBOLT ST. 
—— CC a Cos BROOKLYN, NEW YORK 
Sen by New York KALAMEIN DOORS & WINDOWS 


Kalmein Co., Inc. 


IN BRONZE COOPPER E TERNE PLATE 


ALUMINUM 
GENERAL PURPOSE 


(90 Ib.) 


FLOOR SANDER 


ZIMMERMAN 


(Patent Iron Base) 


Prevents rotting 
of wood col 


The Zimmerman is the only base havin 
column from 17$ 


Latest Model 
Just Out! 
Built for 
GREAT SPEED and L——— 
HIGHEST QUALITY t 
eu Cuts Mortising Costs 
No vibrations—no dust C f 
| —no chains—no belts. 
| Roller sands even with the Champion does dT r шге skilled labor t tó 
| wall on either side Mer mode E parton via mee ole — 


Sa bottom and ends. No danger of 


| of machine. 9” long 
eee) roller 1-3 HP АС & 
A DC motor. 


Write for price 


WAYVELL CHAPPELL & CO. 
96 Jackson St., Dept. Z., Waukegan, Ш. 


our 15-day trial offer. Send 
for literature now and save money as 
hundreds of cont doing! 


Colgan Machinery & Supply Co. 


AM Hayden Bidg. Columbus, Ohio 


Still Greater Bargains in Boice Machines 


Boice-Crane, the world's largest builders of small bench machines, now offers you the very greatest bargains 
in their 14 years experience. Fifteen different Boice-Crane Machines. Unsurpassed quality and capacity. 


— Universal 
Handisaw 


Table 15” x 17", 
tilts 45 de- 
жее. 8” 


Table 10” x 
= ag ed 
degrees. С uts 


ep. 
—— 8 “bearings. Ji 
H « 2 gs. : opie after 18 Saw 
di Jointer tachments for dadoing, jointing, disc our — 14" band ваз. Table v5 dia., tilts 45 


d and pol-* and drum sanding, boring ekness Guar $8. Sturdy construc- 4 Ground smooth. 
гаре vine 3 4”. x4”, Жм, planing e grinding. Wgt. 60 60 ibs . $30 tc. (Without motor or 835 Vertical oad | 114”. 
tilts 45 deg. both ways. Im- Big value, guards. )): eese Capacity 10” to tr 
[s rabbet arm. Bronze — free sow 1623 catalog of pagus, Investigate Bolce-Crane bargains in machines belere yeu buy. 6 Pe ^ ty” to 


ue $25 W. B. & J. E. Boice, nep. a. s. «r, Toledo, Ohio f N. 500 $12 
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| The Dingman 
BUILDING CONTRACTORS? 
POCKET BOOK LIBRARY 


Make your costs come down 
and your profits go up! 


H , is a set of books that is packed to the covers with 


plans and methods for saving Time, Money, Materials 

and Labor. The five books cover every phase of prac- 
tical construction work from estimating building costs to the 
selling of construction service—from plan reading and quan- 
tity surveying to practical job — With these 
books, the contractor and construction superintendent can 
make costs come down and profits go up! 


5 handy pocket-size volumes 


The Dingman books have won a wide reputation among 
builders and building contractors for their sound, practical 
and easy-to-understand disgfission of building construction 
work. All of the material, has been drawn from actual 
practice. 2 


This library is intended for 


(1) Thé*building Мае ма who wants a handy refer- 
ence set that will pe him fu instantly a ready 
answer to most of the problems that come up in 
the course of the day's work. 

(2) The young men in the building industry who intend 
to make the business of construction their life 
work and who want the kind of guidance that will 
aid them to climb to the top. 


Free Examination—Small monthly payments 


Without a cent of expense—without any obligation on your part—you 
— examine the Dep Building Contractors’ Library for 10 days 
determine its value for yourself. Try the books out on your 
— d problems — make them n M their worth to you. Unless they 
meet every test, send them at our expense. If the books prove 


and you decide to keep them, pay only $2.00 in ten days .‏ ا 


$2.00 a month for five months. 
Every contractor and builder, every et and engineer, every student 
ond executive, who és seeking practical help on the everyday problems 


connected with building construction work should have this valuable 
reference library. 


Only $12.00 for the complete set— 
payable $2.00 a month. Send the cou- 
pon and see the books for yourself 


F tee Cram malin Coupon 


[| я С 
- McGraw-Hill Book Co., Inc., 370 Seventh Ave., New York. - 

Send me for 10 days’ free oe. . we prepaid, the Dingman 1 
1 Building Contractors Pocket Book Library in 5 andy pocket-size volumes. B 
1 1 find them satisfactory, will sen Tou $2.00 in ten days and $2.00 a 8 

month unti] the speci a ies of nin Has been paid. If I do not want g 
ген. Iwill ‘send them beck ai your expense at the end of ten days. a 
1 FFV - 
pee FF 
en ̃ .. эша жуман жрм елден - 
{Position A E НОНЕ E OEP EE 
ne ef Genn. „„ „ „ „„ „„ „ e „„ „„ AB-4-29 8 
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this face brick for ренли 
арест: Сар و ا‎ extra cost 
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à Residence of E. H. Schaffer, 
ttsburgh, Pa., Contractor 
and Дш... B. T. McCart- 


Д ney—Architect. 
Boral Biends—Ochre Joint, 
Flush. * 


g 


posee Face Brick lends 
distinction to any building. It's 
patented texture and wide range of 
permanent colors makes any building 
easier to sell or rent, The fire safety 
of face brick construction, its low up- 
keep, slow depreciation and permanent 
color need not be recalled to the ex- 
perienced contractor. Finzer Brothers 
Clay Company cooperate to the fullest 
extent with builders to enable them 
to increase their profits. Prompt ship- 
ments are made and Finzer dealers re- 
ceive mixed carloads without extra 
charge. (A service which is passed on 
to the contractor.) Naturally more and 
more Foréstblénd face brick finds its 
way into. buildings. 


Send for thé Finzer plan book of 
model homes, "Beauty in Brick". In 


it are illustrated many pleasing, easy- 


to-sell мч The cost is only 50c. 
THE FINZER BROS. CLAY CO. 


Members of the American Face Brick Association 
SUGARCREEK, OHIO 


jresiblend 


FI NZER FACE BRICK 


Ce. 


The Finzer Brothers СІ 
Dept. — "e Ohie 


Gentlem 
Enclosed. find 50 1 for ا‎ forward me 
„Beauty in Brick.“ ا‎ 
Yours very truly, 


—„— —4.UARRR R R —Æ „ 
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LOOK FOR THE NAME STAMPED 
ON. EVERY. FOOT OF CORO 


SILVER LAKE CO; 
NEWTONVILLE, MASS, 


Solid Braided 100% Cotton 


LOWEST PRICED 
STAIRWAY 
IN THE WORLD! 


$29.50 will now buy a 
well built, good looking 
disappearing stairway, 
guaranteed to last the 
life of the building. 
Not only is it the low- 
est priced stairway in 


the world . . . it is also the 


easiest and quickest to install, 
yet it is a real disappearing 
stairway, not a ladder. Will 
add $1000.00 to the value of any 
house. 

See your dealer today! 


The Bessler Disappearing Stairway 


AKRON 


Greater Speet 


ture, Automobile 
Screens, etc. 
removers, neut 


NATIONAL SANDING М 

Co. 4567 Diversey Ave. Chicago, Ill. 
OHIO 

Compare the Values- Compare the Prices 
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Four Sides To 
This Argument 


There are four good reasons why Reading 
Cut Nails stay tight, year after year. These 
reasons are the four sides—the four grip- 
ping surfaces—that give Reading Cut Nails 
72% more holding power than wire nails! 
Because Reading Cut Nails remain firm 
until the wood itself decays—because it 
takes fewer of them to do a good job—be- 
cause for generations they have been the 
standard where great durability and hold- 
ing power are required—you will find that 
they attract the quality trade wherever they 
are sold. They make staunch friends with 
your customers, bringing in a steady vol- 
ume of profit to you. 


Stock a supply of Reading Cut Nails— 
there’s a size and type for every need. Send 
for our catalog today. 


READING IRON COMPANY 


Reading, Pennsylvania 


Atlanta Cincinnati San Francisco 
Baltimore Detroit Fort Worth 
Boston Houston Seattle 
Buffalo Los Angeles Philadelphia 
Chicago New York New Orleans 

Pittsburgh 

Cleveland 

St. Louis 

Tulsa 
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Modernized 


o m types of window con- 


struction are suitable for 
Rolscreen installation. All 
styles of window trim which 
present different problems of 
installation have been fully 
solved. 

All plaster or stone jambs— 
solid wood or semi wood and 
plaster return and the “forty 
and one” other conditions 
may be screened with ease and 
satisfaction. 


The demand for Rolscreens 
is increasing daily for 

tion in modern homes, apart- 
ments, hotels and hospitals. 
TheRolscreens are substantial 
in construction, all metal, eco- 
nomical = — and 
service, fireproof —no ques 
tion of sagging, bagging, warp- 
ing or decaying. 


Send for Instruction Sheet and 
Rolscreen Illustrated Booklet 


A section 


through guide show- 
— M 
vents screen from 


253 Main Street, Pella, Iowa 


247 


248 


You can’t take your roof 
out of the rain and snow 


A great deal of the winter your roof lies under 
a blanket of snow. In spring the snow melts. 
Then comes driving rain—intense heat. You 
can’t bring your roof inside to protect it from 
this weather. It must withstand the cold of 
winter—the heat of summer. Ordinary roofing 
cannot do this long—that’s why so many people 
use Leadclad. Leadclad gives you the protec- 
tion of PURE LEAD, long known to be the 
best roofing material available. Leadclad is 
copper bearing steel on which is fused a heavy 
coating of PURE LEAD. 


- Leadclad is light in weight and may be applied 
over any construction thaf-will support tin or 
composition roofing. If you are tired of paying 
yearly repair bills for your roof, gutters, flash- 
ings, conductors, use Leadclad. You'll be 
money. ahead. 


Leadclad is furnished in beautiful Spanish Tile, 
dignified shingles and a complete line of drain- 
age products as well as in roll, V-crimp, corru- 
gated roofing and flat sheets. “Defying Age 
and Time” is a booklet which gives you the 
details of Leadglad economy. Write today 
for your copy. It’s free. 


Leadclad — core with 
a heavy jacket of MURE LE LEAD. lt 1t combines 


he disadvantages of eac Very wi 
— ы . valley gutters and con- 
ductor pipe 


WHEELING METAL & MFG. CO. 
WHEELING, W. VA. 


WHEELING METAL & MFG. CO. 
Dept. I, Wheeling, W. Va. 
Gentlemen: send me a copy of your booklet, “Defying 


Please 
Age and Time.” I understand this entails no obligation. 
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RREADYBUILI 


FIREPLACES 


Bring 


Living Room Rea 
That Sells Homes 


Builders everywhere are installing Readybuilt 
Fireplaces as an aid to sales. A prominent 
New York developer installed Readybuilts in 
a group of 32 homes left over from the active 
selling season, and sold 28 homes in two 
weeks of the year's dullest selling period. 
Another New York builder found Readybuilt 
equipped homes sold twice as fast. He now 
uses Readybuilts in hundreds of homes. 


Sells Homes іп Dull Installed in One Hour 


Season Readybuilts can be in- 
A Readybuilt brings stalled in one hour in any 
beauty and charm to the home, under construction 
living room, the most ог completed. They are 
cherished room in the economical in price, and 
home. Makes the home come in many styles 
more homelike and desir- colors. in period or m 
able. Is a deciding factor designs. Shipped any- 
that quickens home sales. where ready to install. 


Decide Now Builders, 
to Profit Deal 
The opening of сани» 
the building Home 
season is here; 
decide today Owners 
to get full in- write for de- 
formation on ive liter- 
howReadybuilt scriptive liter 
can help you ature and full 
sell your homes information. 


more quickly. 


The Readybuilt Products Co. 
1705-23 McHenry St. 
Baltimore, Md. 


کک ʒñ⸗ ꝗ .œ—‏ سے 
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No Home Is 
Complete if it 
Lacks a Shower 


Today people want 
more than one bath- 
room — they prefer 
the second bath to be 
a shower. If you are 
building or remodel- 


ing homes, consider : 
the many advantages THE bs rtis 
of the Fiat Shower кыра: 


ickest and strongest clamps made. 
Bath Compartment. That abe they’re the a in О. 8. 


It is a complete unit— А A lah and in such 
` shipped knocked down, ready as General Electric Co., Dod e. Brow 
to install. Fits corner or + чи Co., Vietor Talking Machine Co., 


closet .space—"fits in" and TE 

stays tight. Positively leak- ou soci Stan 

proof construction guaran- mn 
Shower Bath teed. No extensive remodel- James L- Taylor Mfg. Co. 12422225 
Compartment ing required no tiling—no мы ' 
Made of steel-Vitreous breaking walls—a wonderful 


Enamel or Duco Fin- improvement that doubles 
ish in colors. Four Р Sie. © 
models—fourteen sizes, the bathing facilities of the 
from 30x30 in. er- - 
tum: Receptors. Doors home. The last word in 
75 curtains E o modern, sanitary shower 
e popular bath made : 
practical. equipment. 


Let us send уон our complete 32-page catalog, 
REE, Write today 


FIAT METAL MFG. CO., 1209 Roscoe St., Chicago, Ill. 


FRAZIER CRESCENT 


Universal 
Wood Worker 


yar ay you greatly increased efficiency at very moderate 
The Crescent Universal Wood Worker ker is a thor- 
ical, substantial is very Y Y^ 


: oughly p 
| lent % ted turning a 
ae as ble with ing top, 
) f reversible single-spindle shaper borer. 


Ап f 
— valuable room and 
space b — са 
TRAZ Stairs 


Self-Balanced 
DISAPPEARING STAIRS 


Hallway for 12 Туң * 


the attic. AZIER 
cl 


“ 
We Build: 


Band Saws 
Saw Tables 
Self Feed Rip Saw 
mounted on 
F. О. B. Pittsburgh, Pa. door and is eas- 
(Shipping weight 125 Ibs.) ily operated. 
FULLY GUARANTEED 
Attractive he ager 7 for 
EL. توه سی‎ 


— STAIR COM COMPANY, 261: 2613 West Libert West Liberty A — Pittsburgh, Pa. 
tlemen: I Architect Builder Dealer Please 
* details on Frasier Stairs. 5 * 2i 
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HAGSTROM'S 


PATENTED 
Three-Point Lock tor Single Door or Casement 
Five-Point Lock tor Double Doors or Casements 
Handle Lock or Pushlock tor Standing Leaf 

of Double Doors or Casements р, == 


SECRET LATCH 


[ see oun FRICTION CATCH 
CATALOGUE | 


— > 


ale 
Friction Catch 


The ideal cov- 
ering for Porch 
Floors, Decks 
or Piazzas, Sun 
Parlors, etc. 


j " 


v. 
uv 


е | Waterproof 
z rable 
Helps Sell Homes 5% | Flexibie 
Colored light helps the Long Building Company, if Rae Lays flat 
Seattle, to sell new homes in their Varsity Villas N rn. Stays flat 
development. Above shows two homes floodlighted Ready to lay Requires no white lead bedding; will 
r, not buckle, or 


Framed in the darkness of the night, floodlighted 
homes stand out more prominently and attractively 
than in the daytime. 

If interested in using floodlighting to help sell homes or to help 
familiarize the public with the location of a new apartment house 
or other buildings, write Pittsburgh Reflector Company, 304 Ross 
Street, Pittsburgh, Pa. 


Permaflectors 


The Silvered Reflectors with the Permanent Reflecting Surface 


Write today for our Sample Booklet P.“ 
2 JOHN BOYLE & CO. Inc. 


Established 1860 


112-114 Duane St., New York 
St. Louis, Mo. : 


seme’ 1317-1319 Pine St., 


A P urse at Your Feet Make Your Own Mouldings, Bead- 


If a pocketbook lay at your feet ing, Matchings, etc., with the 
* * you'd pick it up, wouldn't you? We Ball 
29 lay a proposition before you that has 

774 7 J \ | `\ \ Б money іп it than any purse you H & A Bearing SHAPER 

* are likely to find. Be an agent for i é 
М Е Г А [. Federal Metal Weather Strip. It is 1117... det mM M 
т ا ت‎ ае и в шейш | | Ийе А Дер таарна, E 

W Е АТ Н Е R per drieku сеа 2 ery eque shop equipment. Get the facts about it! 
азат Pick up this pocketbook by writing Write for Catalog of 
S Í R | P us today. Band Saws Scroll Saws 
We tell you how others have 
. doubled weekly income Sha E — 
Federal Metal Weather Strip Co. | | HESTON & ANDERSON 
4538-58 Fullerton Ave. - Chicago, I11. 204 Market St., FAIRFIELD, IOWA 


FOR ADVERTISERS' INDEX SEE NEXT TO LAST PAGE 


AMERICAN BUILDER — the Entire Building Field) 


Ae шш 


и "m una x i 
! ji | 


че ) 


- ^N P 


{| 
JE 
me gh 


=: 


- 
— 


Standard 


CASEMENTS 


MODEL N95 


In single and combination 
units. Factory assembled 


TRUSCON STEEL COMPANY 


STEEL WINDOW DIVISION 
YOUNGSTOWN, OHIO 
Warehouses and Offices in all Principal Cities 


FREE-O-DUS 
THE ONE SURFACER THAT MAKES FLOORS PERFECT 


New Exclusive Construction Features 
INSURE 


FASTER - CLEANER - BETTER 
FLOOR SURFACING 


The new Improved Free-O-Dust is the result of 25 years' expe- 


rience in the manufacture of floor machinery. Correct speed, 
ce and weight result in greater production in square feet 
per hour and smoother vibrationless surfacing. 


The ERMCO V-BELT 
is quiet and positive, re- 
quires no oiling or greasing 
and has no parts to wear 
&nd cause trouble. 

The Free-O-Dust has suf- 
ficient weight to “hug” the 
floor, yet may be carried 
by one man. 


Full information and details of our 


FREE TRIAL OFFER 


Sent on request 


MAIL THE COUPON 
TODAY 


Eleetric | Rotary 
Machine Co. 
Chicane 1ш 


ELECTRIC ROTARY MACHINE CO., A-B. 4-9 

38%4 W. Lake St., Chicago, Ill. 
Please send free booklet and complete information on 

nd new Improved FREE-O-DUST SUPER SURFACER. 
ame 


ALLMETAL is the logical 
weatherstrip for you to use to 
increase your profits. 


It is cut to size ready to install 
by your own men. You make 
the sub-contractor's profit on 
each job and thereby save 
about 50 percent. 


Our complete stock and ship- 
ping facilities insure 24-hour 
service on all orders. 


Why not start NOW to increase 
your profits. 


WE LOAN NECESSARY TOOLS 


ALLMETAL WEATHERSTRIP CO. 
— WEST ILLINOIS ST. CHICAGO, ILL. 


GENTLEMEN: SEND LITERATURE AND SAMPLES 
NAME 
ADDRESS 
CITY. 


A NEW IDEA... 


For Homes 8 Apartments 


New, attractive, practical —this 
Kitchen Maid Telephone Niche is 
one of the most convenient built-in 
features a home or apartment can 
have. Directly below the telephone 
shelf is a small compartment for the 
bell box. Beneath this is a neat panel, 
which, when opened, is a strong, rigid 
chair — a comfortable seat for the 
longest conversation. Close the panel, 
and the chair is out of sight. In the 
chair compartment also is ample space 
for the largest telephone book. This 
unique Kitchen Maid unit will bring 
the final touch of convenience and 
attractiveness to any home or apart- 
ment — and increase re-sale or rental 
value. Prices, delivered east of the 
Rockies: unfinished at $16.50; brown 
mahogany or walnut varnish, Olive Green or Manda- 
rin Red lacquer at $20; two-tone Olive Green or 
Mandarin Red lacquer at $22. Mail coupon below. 


Wasmuth-Endicott Co., Andrews, Indiana АВ-4 
Enclosed is $ 
[1 Unfinished. 
— .:.... ی ت ت‎ SS ees 


— بی و ت ی ن 
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for Kitchen Maid Telephone Niches. 
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sash, doors, screens, fittin ng 758 
smooth, accurate jobs wi 


out vibration. 
s and a little Re Will sa 


interest you. 


. Another name 
for Quality 


1 . a name that has traveled down the 
years, gaining fame as a Hardware Special- 
ties name . . specialties 
of worth. The items shown 
below are two of the many 
Kees high-grade, builders’ 
specialties: 


Drop Siding 
Metal Corners 


A long-life, waterproof, 
metal building corner . . 

gives butt-mitred joint ef- 
fect . . . chemically treated 
to take paint—no "sizing" 
necessary. Practically in- 
visible and will last as long 


as the building. Saves Screen Door 
money and time on any нео. 

. practical neces- 
"pes ds. sity in any home. Pre- 


vents screen from bulg- 
ing or breaking. Rein- 

forces door frame. 

Comesin one size which 
fits most all doors, tel- 
escoping from 24 to 32 
inches. Available in 
many different finishes, 


Our catalog and prices on request 


F. D. KEES MFG. CO. 
Box 93 Beatrice, Nebraska 


IRON RAILINGS FOR EVERY PURPOSE 


Plain and ornamental iron fence—entrance gates, wire and iron window 
guards, balcony railings, grilles, folding gates, gratings, cellar doors, etc. 


Cataleg on request—estimates cheerfully given—erders filled promptly. 


S CINCINNATI. Ol OHIO” 


CINCINNATI IRON FENCE CO., Inc., 
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SAVE 60% OF SAWING COST ON BUILDINGS| 


When You Take A Power Saw Out On Every Job 
The Saving You Make With Its Use Is A Real Profit 


‘Here is a Powerful, Portable, 8 Sawing Machine 
ndent on electric service or skill of the operator. Will 
cut rafters, studs, stairhorses and bridging ; square long dimen- 
sions as fast as you can handle the lumber. 
and flooring. Will do those 
of the cost of hand fitting. 


Cross Cuts, Rips, Miters, Dados 


Furnished with either gasoline or electric power, or both. 

Gasoline equipment A ct 300 pounds and is positivel 

— long on a couple of gallons of 

w as much lumber as a crew with 
and saws. Build 1929 buildings 1929 way. 

If you will write, we will make you a trial offer that will 

Delivery from stock or warehouse near you. 


Manufactured by 


4451 Royalston Ave. D. W. ONAN & SONS Minneapolis, Minn. 


On Buildings Large or Small 


For trimming 


with- 


| 
| 
| 


| 


xe 


- 
+, 


4 > a~ 
РСА 


pa 


“To the Winner Belong the Spoils” 


ht weight low pressure Air Painter was 


A few months ago a new li 
that it was “just what the doctor 


announced in these columns. e sai 
ordered” for you ne who build homes and other structures. And 
subsequent results have proved that we were right. The Spray. Master 
has gone over big"—it * eee good on every claim made for it—it 
will make good for you. 


Spr“ y Mas ter 


is winning because it insures jobs being finished on time—no hold-ups due to 
lack of help, etc. This means economy. Every Gast Air Painter—gas engine of 
motor driven—secures perfect atomization of peints, lacquers, enamels, etc. 
They are the only spray-painters using the rotary air compressor prin 
which insures against a ''let-down'" of air supply or jerky paint pressure. 
a perfect in or outside paint job, Gast Air Painters are in a class alone. They 
come complete with perfect working two-finger gun, pressure tank, etc. And the 
price is low for the dependable and efficient service received. 


Drop us a line today—it will pay you well 


GAST MFG. CORPORATION, Dept. B, Bridgman, Mich. 


“LOWEST PRESSURE—HIGHEST QUALITY" 


HOOSIER WATER 
SERVICE! 


The Hoosier Water Service is made 
in types suitable for any require- 
ments and any water supply. Oper- 
ates from well, spring, or lake and 
uses any power, electricity, gasoline, 
wind. Protected inside and out by 
the famous GalVAZink process of 
coating. Electric systems are silent 
in operation. Pump so designed as 
to eliminate any oil seeping into 
water supply. 


FLINT AND WALLING MFG. CO. 


44 Oak Street - KENDALLVILLE, IND. 


——————— 
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Metal Weatherstrips and Screens 


UR representatives make big 
money the year ’round—no 
slack period.We back you with com- 
plete sales and advertising help. 
Ceco quality and reputation gives 
you advantage on all jobs. Be- 
fore you make an, connection 
and even if you are now connected 
be sure to get our attractive in- Th HILD 
come-producing proposition. This € 


offer includes ful! ог part time Sands, Waxes, Scrubs, Polishes old and new floors. It is the 

* * ; А . жо: simplest, most practical electrically operated floor machine for 

men for year ’round work. Write home, office, store, church, school, hospital, show room, garage 

toda y for the com p lete facts. or factory. A demonstration will convince you. The low price 

and easy terms will interest you. 

ae „. کر‎ e Ее? „г. There's a Big Profit in selling Hild floor machines. 

CECO WEATHERSTRIP & SCREEN CO. Secure the agency for your territory now. Write us 
Division of today for complete information and descriptive circulars. 

Concrete Engineering Co., Inc. 


1928 South 52nd Avenue Hild Floor Machine Co. 
CHICAGO, ILL. 108 West Lake St., Chicago, Ill. 


Е 
T7 pn Thousands of 2 
p i Contractors and Builders \# 
5 ЖАРДАМ ule " Use the > 
There is something new in crafts- America’s Foremost er 
men's fine tools. Universal Instrument 


It is this RAPID RULE—a good [I | 
GEM року tate ҖЫ f i E G&B Model 45 


yk surfaces. It is rigid. 00 
95 Measure around corners or cir- Price 35 0? 
nd the cumferences. It is flexible. Value $100.00 


Coiled in a neat, nickel-plated cup — a dignified 
— on for your watch, this six-foot measur- 
ing instrument is instantly ready to spring forth 

о serve you—to do for you all things 
which you have heretofore demanded 
of both wooden rule and steel 


Backed by our 20 Years’ 
Experience 


Built for Speed, Accuracy 
and Durability 


Six feet of the world's 
best steel, nickeled, 
highly polished, and 
the figures easily 
read in dim 


The Instrument 
without regrets 
OU TAKE 
NO RISK 

Fer Full information 
Ask Your Dealer or Mail Coupon 


GEIER & BLUHM, ine., 670 River St., Trey, N.Y. 125 


Please send me free complete information. 


Modern Qu/fszen 
r Now Made in the Following 
72 it inch with 1/16 inch graduations 


6 feet with 1/100 foot graduations 
2 meters with millimeter graduations 


Price $5. Ask Your Dealer or Write : 
TA Farrand, Mir. Room 639A, 149 Broadway (С 
New York City i 


Name 
Address 
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3 “Wonder” Workshop Outfits |, EREE- 
Sent to You on 15 Days Approval ү: 
MONEY BACK GUARANTEE 
e А value 12° Вапа За 
18 Tools а, ites Pou can nd. Beary chante. fron ‘bod 8 Me qid 


One i, perce: рш 

This Pathe is built for | 
sories to — da B “Wonder” Lathe (as illus- 
trated) $16.60 extra 


| $35. Е. О. В, Chicago | 


with Purchase CHICAG 


sation and et this 
wanted quickly 
easy. This 


12” BAND SAW 
has a tilting 
table and stur- 


Write for Complete SCOTT-BANSBACH MACHINERY CO. 


Ilustrated Eoldet— 130 So. Clinton St., Dept. 115 CHICAGO, ILL. 


Adamston 


the | ‘Vertically Drawn Flat Glass 
Money Making 


e eye_e A CLEAR. 
Possibilities 


BRILLIANT GLASS 


i о 
MADE PERFECTLY FLA] 
WRIGHT RUBBER TILE AND GRADED 
ACCORDING TO 
Your Town THE HIGHEST 


There are more possibilities than STANDARDS 
you know, for profit with Wright — اا‎ " 
Rubber Tile in your community. 

Send for a copy of this book. It tells 
you how to make real profits with 
this modern flooring. It has helped 
many men into a paying business of 
their own. Write for your copy today. 


WRIGHT RUBBER PRODUCTS CO. 


Dept. A. B. 4 Racine, Wis. ADAMSTON FLA! GL ASS e COMPANY 


Q TAPES and RULES 


The “Universal” is an Accurate Steel Tape at a 
popular price. Line is 3/8“ wide, standard 
weight. Case is sturdy, and of good appearance. 


Our Folding Aluminum Rules are furnished with 


"ку An TI or without hook. All joints and fittings are solid 


brass, making the rule rust-proof throughout. 


SAGINAW, MICH. | 
— THE [UFHIN ue (70. cee van. we ОО 
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Add A New Renting Feature 


To Your Apartments and Homes 
INSTALL 


ROYAL INDOOR CLOTHES DRYERS 


Here is an innovation which the average home buyer 
and apartment seeker will be quick to appreciate. Does 
away with the old-fashioned clothes lines. Can be used 
rain or shine. 

Shipped in individual cartons ready for easy hanging. 

Write us immediately for literature and special quantity 
prices. 


— m ; Distributors Wanted ín all Territories — — 


An all metal dryer, % in. steel; white 90 Southern Blvd. An all-aluminum dryer, with miam 
NI outside frame; 6 galvanized R al M f C appearance for the better class ho 
lines with supporting cross-piece y an ac ring 0. Len York City, М.Ү. Dimensions 24 in. x 55 in. This — 
= 1 spring Ze -pins. Dimen- 0 u u ty, — — also made in all wood at lower 
sion, 24 in. x n 3 


— “ЕВСО” 
| e — 
Kitchen Sink 
€ “pride of the home” 
; . Combines beauty and 
greater utility. The"EBCO" 
is the sensation of exhibi- 
tion homes everywhere. 
Beautiful, durable porcelain 
enameled in one solid piece 
—washing and drying com- 
Sturdy, Dependable, Speedy—cost less to buy, cost Washing dishes and 2 
less to operate, insurance is less, upkeep is less ing tuffs are easy ta: 


partments that are always 
in readiness—need no stor- 


речі up анъ and gre a lifetime 2 service. with the ERCO. 

ose are the facts about Gallmeyer and Livingston Catal 

machines. What you have a right to expect from 1 
woodworking machines they've got. 


Gallmeyer and Livingston machines will do your 
work better and cheaper. A sound record of depend- 
able performance is back of every Gallmeyer and 
1 anon. For greater argued: ра. | 
volume, and lower operating costs Gallmeyer an : а 
Livingston machines and — зч Investigate. | The D. A. Ebinger Sanitary Mfg. Co. 
Send for free book. 407 W. Town St., COLUMBUS, OHIO 
Manufacturers also of Ventilated Closets, Urinals, Wash Sinks, 


GALLMEYER & LIVINGSTON CO. Drinking Fountains and Steel Partitions for Toilet Rooms. Р 


206 STRAIGHT AVE. GRAND RAPIDS, MICH 


The New Excel Venetian Recess Cabinets” 


Excel metal cabinets аге of the highest quality and are priced within the reach of all. „ 
A most complete line of cabinets to select from—32 styles in all, including six styles * 


the highest quality baked enamel: we guarantee Excel construction ^ c 
features will prevent mirror breaka e" when cabinet is in use; Excel oy aos 


j of venetian vanity type cabinets. e 

1 The following features will be found in Excel Venetian and Vanity type cabinets: „ e 
45 Doors hung on invisible hin Ws doors strike 2 rubber bumpers; a w 
70 пме supported by ledge at m of door = h in "o by metal Pd ce We а 
X clips of non-ta or MES material ; are the highest Ф 5 کي‎ и 
PA quality beveled plate » glass with a artistic E. vr cut intó Y mirror; „ © „* - 

2] ese cabinets have adjustable plate @ shelves supported by aluminum 4° > SU 

р brackets; body of cabinet heavy — furniture steel and finished with 6.9 e 


cabinets measure up to the name P d ** 
If you desire the best cabinet that can be obtained at the lowest e „„ AU. 
possible price, write us today for complete information and ^ E = © > ы ertum 
prices. e ye „ 
Other producte manufactured by the Excel Metal Cabinet Ф с" < г NEL GU «УУ 
н Company are metal kitchen cabinets, hospital cabinets, ironing ^ 5 S 
board cabinets, and package receiver cabinets. 8 s ` 


Excel Metal Cabinet Company, REYE „° V Cd . کي‎ 
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Efficient Roofers Use “Ever-Ready” Brackets 
SIMPLE—STRONG—SAFE 


VER-READY" Roofing Brackets speed up your jobs. They are set in 

place and moved quickly as the job progresses. The ease of handling, 

strength, simplicity and safety of Ever-Ready Brackets make them the 
choice of Contractors and Roofers who demand satisfactory equipment. 


Write for descriptive circular and prices. 


W. E. Lea e CO. 


14 Winslow Street Providence, R. I. 


What Could Be Better? | А Better Job in Less Time 
` NO FLAME | LANE'S':3.TY" 
NO SMOKE | STEEL BRIDGING 


NO DANGER 
NO WASTE 
NO WORRY 


and 
AUTOMATIC OPERATION 
All of these advantages combined with low 
maintenance cost the 


FLAMELESS WATER HEATER | Stronger—Ties 3 joists together in one unit. 


. | Cheaper— piece 3- TV“ equals 2 pieces wooden 


CONTRACTORS and DEALERS choose | bridging. 


fi k | r- . е 
USEF alae i 292 sank Oot | Easier—No fitting; can be installed in half the 


and con- | 

venience. POWER COMPANIES grant grant ll : 

rates lower than lights to make this- | time. 

service available to everyone. | А ‚ж 
$ЕРСО | | Neater—Leaves more room for pipes, wiring, 


is the only Electric Water Heater that | etc. 

avoids waste of Hot Water when user | А А е : ` 

FORGETS to close the faucet tightly. | Convenient—50 pieces іп a carton, easily carried. 
CONTRACTORS 

if you are not already inst 5 | 

Water Heaters, write us at once fof. i or- І $10.00 рег 100 ріесез. 

mation and start giving your clients а | i Write for our proposition. 


real service and more profits for yourself. ti 
г ; | LANEBRO MANUFACTURING CO., INC. 
Automatic Electric Heater Co. WEST POUGHKEEPSIE NEW YORK 
1706 Race Street, P hiladelphia, Pa. Also Door Hangers and Track, Automatic Lock Tackle Blocke 


AES — PROOF TUB HANGER A 


Guaranteed to: 2 
1. Prevent Tub From Settling. A 2 Ф. 
2. Prevent Tub From Leaking. Р, Po 
3. Prevent Ruined Ceilings. N . 
4. Eliminate Redecorating Bills. ж "or 
5. Eliminate Replastering o° & 


Around Tub. fa ae — oi 
Easy to мам — Em n ay > > { UM 
Y WILLIAM B. LUCKE ,^ rd 
Соле meeting Manufacturer yt. 


8 . 
ere w^ 
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Р. О. Вох 130, Dept. “B”, Wilmette, Ill. 


ng 
Installation 
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“Му Parks turns out more 
. than I ever 


When you buy a Parks you are 
getting proved performance 
and long life. Parks machines 
do more than is claimed for 
them according to the testi- 
mony of experienced men 
men who know. The ‘‘Pride of 
the Shop," which Mr. Jensen 
owns is shown above. It can 
do almost anything in machine 
work including self-feed plan- 
ing. Its price is only $440, 
easily paid back the first year 
in the extra work it handles. 

Doesn't this Parks fit your shop 


and your job right to the dot! 
Get your Parks! Writefor catalog. 


expected!” 


“Му ‘Pride of the Shop’ 
arrived in due season’’ 
writes й; К. Jensen of 
Sante Fe, N. Mex., in 
fact about two weeks 
earlier than expected. 
It is a great help in my 
shop and does good 
work, and more than 
I ever expected ıt would 
be able to turn out. My 
foreman says: ‘It sure is 
a peach!’ All told I 
am very pleased with 
the machine, and I ap- 
preciate the promptness 
with which 1t was de- 
livered her. - 


WOODWORKING MACHINES 
Every Parks is guaranteed 10 years 


THE PARKS WOODWORKING MACHINE CO. 
Builders of quality woodworking machinery since 1887 


‘FERGUS а C. H. & D. 


CINCINNATI, O. 


Canadian Factory: 338 Notre Dame East, Montreal 


You need a 


HUTHER 
Dado head 


Developed from our 
own patents, this ad- 
justable groover cuts 
either with or across the 
grain. Cutters may be 
used singly, in pairs or 
in any combination nec- 
essary for desired cut. 


Send for one on ap- 
proval. It may be re- 
turned at our expense 
if unsatisfactory. 


Huther Bros. Saw Mig. Co. 
Rochester, N. Y. 
Makers of Better Saws for More than Fifty Years 


— —— m 


Junior Double Acting Floor Check 
The kind of hardware that suggests satisfaction the moment 
it comes out of the box. Contractors say, ''There's a de- 
pendable Check. They always like it." Closes light in- 
terior doors positively, gently and silently. 


Write, or see Sweet's for details 
THE OSCAR C. RIXSON COMPANY 
4450 Carroll Avenue Chicago, IIL 
New York Office: 101 Park Ave., N. Y. C. 


Builders’ Hardware 


MAKES ANY BUILDING MORE ATTRACTIVE 


Shady- wuy 


AWNINGS 
1 E 


HERES go) s double-purpose awning 


APART- 
MENTS 


FACTORIES 
HOTELS 
HOSPITALS 
and 
PUBLIC 
BUILDINGS 


ppearance 
or to rent. It adds the final touch of color 
to your work as a builder. Get the facts now 
by sending for FREE awning book. 


Shady-way Awning Division 


SHANELIN MANUFACTURING CO., Ine. 
2743 S. Eleventh Street . Springfield, Illinois 


Without obligation on my part, please send me FREE Awning 
Booklet of 9 — features. " 
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BEARCAT море, с.о 


A Super-Saw for the Larger Jobs 

Lots of POWER—5 to 10 H. P. 

Plenty of CAPACITY—Cuts 6 in. Stock 

ELECTRIC MOTOR or GASOLINE ENGINE 


A Money Maker for the Contractor 
Ideal for Lumber Yard Service 


SS 2S SSS SSS SOROS SSeS ee 
THE PAXSON COMPANY d 
— Mich. AB-4-29 
lease mail Circular and Pri M » 
BEARCAT SAW. * = Pre 


The Builders’ Choi 
отсе 
RYBOLT Furnaces, 
because of their high There’s a RYBOLT for 
quality, reasonable every type of Home! 
price and well-known, 
proven ability to 
render satisfactory 
heating service, have 
for years been the 
choice of many lead- 


Solving the 
*Short-Lot" Problem 


FOR every home, be it large or small, some j 
sec! 


ing builders. 
We have an unusually space must be provided for drying clothes. 
attractive proposition And with the many bungalow type homes now 


being erected on "short lots" indoor drying 
facilities must be made available. 


The LAMNECK án 
LAUNDRY DRYER | dif 


Is the only. practical solution to this problem. It is a Ро 
cabinet type dryer and occupies but 10 " ít. of floor 

space. It is shipped knocked-down and can be a set for 
up without bolts, nuts, or screws. It is made of 24 gauge . 


for quantity buyers— 
details will gladly be 
sent upon request. 


THE RYBOLT 
HEATER .СО. 


i d alvanized iron finished inside and out with two colors of 
Ashland, Ohio с aked enamel. It is equipped with either gas or electric { 
Cincinnati Indi lis heating units as specified. ture 


The Lamneck Laundry Dryer is guaranteed to be safe, 
efficient and thoroughly dependable. It has an indirect 
heating system—-drying capacity equal to 60 ft. of line— 
thermostatic control. And it is nationally advertised. 
Call your local gas company for detailed information, or 
write us direct. 


THE W. E. LAMNECK COMPANY 
447 Dublin Avenue, - - - Columbus, Ohio 


—— 
The New “YANKEE” No. 2100 


Is Made for Those Who Appreciate the Best. 
Built Like a Percision Tool 


There has never been a brace like it—works like a watch—but 
unbreakable. Dust-proof! Moisture-proof! Quick, positive 
shifter. The chuck is a two jaw and holds 
any bit (round, square or taper) up to M' 
capacity. Handles of hard rubber. Won't. 
warp, shrink, crack or bind. Top handle is 
ball-bearing. 


Must Be Handled To Be Appreciated. 
Have Your Dealer Demonstrate It To You 


* 


Jg YANKEE" RATCHET BRACE Na 2100 


SIZES 
8, 10, 12 and 14* 


Please mention 
this magasine 


NORTH BROS. MFG. CO., PHILA., PA. 


SEE HERO UE ЙЫ pe 
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' arranged from A to Z according to NOUN 
names; that is, all kinds of Roofing are in one 
section in the proper alphabetical place. In the section 
devoted to Doors you will find lists of over thirty 
different kinds. Do not look for Screen Doors, but for 
Doors—Screen; if you want to find metal lath, look 
for Lath—Metal, etc. 

Under each classification the names of manufac- 
turers appear alphabetically, followed by page number 
on which their advertisement appears in this issue of 
the AMERICAN BUILDER. 


wig Ч чу ү” 


T Classified Index and Buyers Guide' is 


9992099922929 


CLASSIFIED 
DIRECTORY AN 
BUYERS GUIDE 


Listing Reliable, Responsible Manufacturers of All Kinds of 
Materials, Equipment, Machinery, Fixtures, Home Con- 
veniences and Furnishings, Hardware, Tools, Etc., 

Used in the Building and Related Fields 


And the Page Numbers on Which Their Advertisements Appear 


uet uin M DENS 28 ARCHES—DRIVEWAY 


The manufacturers listed below will be pleased to 
furnish complete information on any product that 
appears in connection with their names, although 
they may not be advertising those particular prod- 
ucts in this April number. Do not hesitate to write 
them to forward catalogues, prices and the names 
and locations of their nearest dealers. 

To find the manufacturer of an article under a 
special Trade Name or brand look for the Trade Name 
desired in the alphabetical list immediately following 
this Classified Index, which is also printed on this 
green paper. 


NCHORS—JOIST ARCHITECTURAL ACOUSTICS—See 
PE i Floor Surfacing Machine Co..199 Cincinnati Iron Fence Company........ 252 Aceustics 
Behr-Manning Co OB (eeccccccccoe 197 Donley Brothers Tm rene 121 ARCHITECTURAL IRON—Seeo Iron 
Carborundum Company...............-- 228 International Steel & Iron Co........... 240 AREA GRA raten 
Clarke Sanding Machine Company...... 21 Kalman Steel Сошрапу................. 28 ART GLASS—See Glass 
Crowe Manufacturin, 28 7 237 George L. Mesker Company mU REE TOS Cement 
Жее rie Rotary Machine mpany..... 261 Truscon Steel Coo... 44-251-291 ASBESTOS CURTAINS—See Curtains 
orter-Cable Company........ 195 ANCHORS—SCREW (Expensive) ASBESTOS DOORS—See Doors 
ете Ackerman-Johnson Com — ATE. 216 ASBESTOS LUMBER—8ee Lumber 
A, B, Aloe Сошраву.................... 210 Richards-Wilcox Mfg. mpany........ 6-7 ASBESTOS PAPER—Sec Paper 
Anti- Hydro Waterprootiag Company..113 Star Expansion Bolt Company Seth NEQU Y 4 ASBESTOS SHINGLES—See Roofing 
Steel Сошрапу................. 52 ANCHORS—WALL ASBESTOS SHINGLE CUTTERS—Seo 
Solvay Bele Cones — —Lᷣ„ᷣ = Ackerman-Johnson Compen Vni Sashes ne BS. 
КЫРДА nternation ee ee ee UMPS—See Dum 
Truscon Steel Company.......... 44-201-297 Kalman Steel Company 28 ASH LIFTS See Hoiste, Ash 
ACCORDION DOOR HANGERS—See ANCHOR BOLTS—See Bolts ASHPIT BS—Seo Doors 
Hardware ANEMOMETERS ASPHALT CEMENT-—See Cement 
— 1 Resistante A. 8. Aloe Сотрапу................«.„›. 216 ASPHALT FELTS—See Felts 
— air TIOS—ARCHITEOTURAL ANGLE IRONS—Seo Irons ASPHALT SHINGLES—See Roofing 
fama cingi. Slate & za co H 22 ANTI-FREEZE COMPOUNDS—8See AUGER BITS—See Bits 
m r 34 Compounds egy oe MACHINE 
M-Man : Ind ARBORS—SAW A. S. Aloe Сошрапу.................... 216 
Wood Conv. n pany a 2 American Sawmill Machinery Co.. . . 178-171 Combination Woodworking Mch. Co...219 
ADJUBTERS—OASEMENT WIND Combination Woodworking Mch. Co....219 Forest City Bit & Tool Co.............. 204 
i TERS—OASEMENT WINDOW Henry Disston & Sons, Ine 109 Jones Superior Machine Co............ 208 
Soe Hardware Hutchinson . Co, Ine... e» 229 AUGERS— HOLLOW 
AIR BRUSHES—See Brushes Jones Superior . aes dvor 398 А S. Aloe Сошраву..................... де 
AIR COMPRESSORS—See Compressors Whisler LIO savas «зеке «э os Seca 296 Combination ay ood working Meh. Co....219 


BRUGATED Forest City Bit & Tool CG . 294 


*e$9992206€ 


*9*9599209092922009002€ 


olei eene Cincinnati Iron Fence Co... Dodge N 
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“AWLS—BRAD AND SCRATCH 
Sargent & Сотрапу..................... 
Stanley Works. 38 

AWNINGS—CORRUGATED STEEL 
Mere Mfg. C 


Decccecccccevccescvcsesse 1 


Mesker & Co. 
Milwaukee Corrugating Coo. zs 
Wheeling Corrugating Co............. .. 26 
Willis g. Сошрапу.............. sen 


AWNING CORD—See Cord 
AWNING FIXTURES—See Hardware, 
Awning ! 


AWNING HARDWARE-—See Hardware 
AWNING ROPE—See Боре 
BACKFILLERS 

Construction Machinery Company...... 27 
BACKING BOABDS—See Boards 
BACKING STONE—See Stone 


BAGS—TOOL 
John Boyle & Co., Іпе...................250 
Lloyd Floor & Wall Tile Co............289 


BALANCES—SASH 
Pullman Manufacturing Co.............288 
BANDSAWS—See Saws 
BANDSAW MACHINERY—See 
Machinery 
BANK SCREENS—See Screens 
BAR BENDERS—See Benders 
BAR CUTTERS—Seo Cutters 
BARS-—-REINFORCING 
Consolidated Expanded Metal Co....... 30 
Genfire Steel Company......... eee 52 
International Steel & Iron Co... ^». 240 
Kalman Steel 28 
Macomber Steel Co.............. 
Geo. L. Mesker & Co................. .243 
Truscon Steel Co . cc c44-251-297 
BARS—WRECKING 
A. 8. Aloe Co...... 
Beary Disston & "Sons, U 
Kewanee „Mig. Company nv ree 
Stanley V 
— Shey EQUIPMENT—See Equipment 
— VENTILATORS—See Ventila- 
rs 


О. eee eere oo 


BARNDOOR HANGERS—See Hard- 
ware 

BARNDOOR RAILS—See Rails 

BARNDOOR ROLLERS—See Rollers 

BASE—COVE (Metal) 
Genfire Steel Company..... i vw 
د‎ Steel Company TM ертен 

Milwaukee Corrugating F 


52 

28 

302 
BASE—COVE (Rubber) 

Goodyear Tire & Rubber Co............213 

289 

292 


BASE—COVE (Slate) 
Lloyd Floor & Wall Tile Co............ 
Slatington Slate Co.................. vip 
Structural Slate Coo. «one 
BASE—INSULATING 
Insulite Company.:....%....... 84 
Wood Conversion . ae veo 32 
BASE-—-PLASTER 
Consolidated Expanded Metal.......... 30 
Genfire Steel Company.................. 52 
Insulite Сотрапу.................. „ 
Ka 128 
165 
300 


— 
o0 


Iman Steel Сотрапу................. 
Milwaukee Corrugating Co.............. 
National Steel Fabric Co................ 
Northwestern Expanded Metal Co....... 
Truscon Steel Co.................44-251- 
Wood ipm nca о ederet 


. 


BASE—8TU 
Consolidated — Metal Co....... 30 
Genfire Steel 52 


IIT 


Kalman Steel Company........ 


Milwaukee Corrugating Co........... 

National Steel Fabric Co................ 165 

Truscon Steel Company.. 444-251-203 
BASES—COLUMN 

8. Cheney & Son................ PA АЙК 

Consolidated Expanded Metal Co....... 30 

Donley Brothers Co................ M 


Hartmann-Sanders Company............174 

International Steel & Iron Co...........240 

xem Tr. A . 
SES-—PORCH 

Donley Brothers Coo 121 

National Steel Fabric Co y 165 


BASES— POST 
Cincinnati Iron жа — urs 
Hartmann-Sanders Co............ 


. 
Structural Slate Co . 18 


BASE BEAD—See Bead 
BASEBOARD—SLATE 
Lloyd sae & Wall Tile Co.............289 
yi Slate Syn., Inc.......290 


te (PPP 


Slatington 
Structural Blato uU ee 


BASEBOA 
Lloyd Floor АЕ Wall Tile x See 
BASE MOULDING—See Moulding 
See Sereeds 


BASE SCREED 


Бага eee eee — 


-- BATHS—BUILT-IN 

e, gl rn АЙ 

Crane CORES oc „„ 

B. Karol & Sons Sit ORE IA | 

Standard Sanitary hits. DO хае эх» sa" DD 

Stanley Plumbing & upply FG 

Wheeling Sanitary Mfg. Co.. 149 
BATHS—FOOT 

Crane Сошрапу..........................120 

Standard Sanitary Mfg. С Lol ууа се» эе аг 

Wheeling Sanitary ло РТР АИСТ. 
BATHS—SHOWER 

Crane т ee 


Fiat Metals V 

am eye my ELS cursa ЧЫ САСЫК 
Karol & d EE setae itur ^ 

Standard Sanitary Mfg. Co.. 


Stanley Plumbing & upply Qo. cine ss ..995 
Structural Slate Company...............218 
Wheeling Sanitary CCC 


BATHS—SITZ 
Crane Company ...129 
Standard Sanitary Mfg. Со.............. 53 
Wheeling Sanitary Mfg. Co..............149 


BATH TRAPS—See Traps 

BATH TUBS—See Tubs 

BATHROOM BRACKETS8—See 
rackets 


B 
BATHROOM CABINETS—See Cabinets 
BATHROOM FIXTURES—See Fix- 
fures 
BATTENS—METAL 
Consolidated Expanded Metal Co........ 30 
Edwards Mfg. Coo. 
Е. D. Kees MODA RT 
Milwaukee Corrugating Co.. 
Wheeling Corrugating Co......... ا‎ a |. 
Wis Mig. O0... o rere or ro ery o 
BATTENS—WOOD 
pe Carpenter & Clarke Co.........112 
d Conversion Со..................... 32 
асаа SE 
Consolidated Ex anded Metal........... 30 
Kalman -Bteel , oso ooo o nones; dB 
Macomber Steel DE EE pax and aal 
Milwaukee — e С. алле coe 
Trimpak Со „ 


Truscon Steel Co.................44-251-297 


BEADS—CORNER (Metal) 
Consolidated Expanded Metal Co........ 30 
Edwards Mfg. Co................. eee 
Genfire Steel RA Ae E eta 52 
International Steel & Iron Co...........240 
Kalman Steel Com p. y — Suy e 
Lloyd Floor & Wa ee ‚289 
Macomber Steel Co........ 236 
Milwaukee Corrugatin Nn he ieee kat 
North Western Expanded Metal Co.. 300 
Truscon Steel Coo > 
Wheeling 8 „ 
Wheellng Metal n 
Willis » b 
240 


PRESSED STEEL 
International Steel & Iron Co.......... 
Geo. L. Mesker & r 


BEAMS—STEEL 
International — & Iron Co......... 
Kalman Steel Lenin snk gioia 
Macomber Steel So. > cb s č 
Geo. L. Mesker & < Ph R 
anem i aes Mfg. Co. 
Truscon Stee 

ronde پچ ارو سوہ‎ TRAINING 
Dinner-ette Mfg. Coo 
Richards-Wilcox Mfg. 


02w.. "T 


FA 
BENCHES—SAW—See Sawrigs 
BENCH DRILLS—See Drills 

BENCH STOPS—See Stops 

BENCH VISES-—-See Vises 


BEN DERS—BAR 
Koehbring. Co......sscessseccene e e LS 
— Conerete Mchy. Su MM ee 
BEVELS 


Henry Disston & Sons..................109 
The Stanley Works 


BEVEL SQUARES—See Squares 


BINS—CONCRETE 
Jaeger Machine Со...................... 91 
Ransome Concrete Machy. BEL eor GE 


BINS—GRAIN 
Structural Slate Coo. . 218 
BINS—STORAGE 
David Lupton's Sons Co................ 99 
Structural Slate Co.....................218 
Truscon Steel Co.................44-251-297 
BIN GATES—See Gates 


BIT BRACES—See Braces 


^ BITS—AUGER ‚ 
A. В, Aloe Compan a kk dn oris __ 
ool Со... „ 


{озге Баре o ЧЕНЕ СИНУ: 
Stanley Works ............. 
BITS-—EXTENSION 
North Bros. Mfg. Со.................... 

mete MD 
d Disston & gons, Ine. . 09 
Bros. Mfg. . RUE c a 


еооосевевеовоо 


294 
293 
297 

38 
258 
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BLACKBOARDS—ASBESTOS · ^. 


Eternit, Ine. ооой ME 1 
R. ps A. Rowles Co | 


LACKBOARDS—COMPOSITION - ae 


E. W. А, NU Co.......:.» case t» К 

BLACKBOARDS—MANUFACTURED 
B. W. А. Rowles ee 

N ha SEDR 

А. Bowles C. no 

Siatngton- Bangor Slate Syn., ine. Uh 
Slatington Slate Co... l 
Structural Slate Co...................... 

BLADES—COPING SAW 

S. Aloe Cc АНАН 
lenk Disston & Sons, Іпе..........,...100 

r SCRAPER 
Sargent & Company.................... 00 


BLINDS 
Curtis Companies Co., Ine. 13 
BLOCKS— FLOOR INDUSTRIAL | 
Wright Rubber Products Co. 8 
BLOCKS—HOLLOW BUILDING (Con- 


crete) 
Concrete Equipment XR 
Miles Mfg. Со....................,.. ве е 
BLOCKS—PAVING BRIDGE 
Wright * — Products Coo 28 
BLOCKS—SILO (Concrete) - 
Miles ee SE e کی‎ о A ULL. 183 
BLOCKS AND TACKLE 
A. S. Aloe Compan g 10 
BLUEPRINT FRAMES—Seo Frames 
BLUEPRINT MACHINES—See 
Machines 
BLUEPRINT PAPER—See Paper 
n 
E. W. S. Sanan | — a eee 
Slatington late Company. 292 
Structural Slate Company.. 
Wheeler, Osgood Company... 


U 
—**ꝛũ . @ 


BOARDS—-DEADENING 
Beckman-Dawson Roofing Co........... 46 
Wood Conversion Co............... Em _ 

BOARDS—DRAIN 
B. Karol & Sons Co............ TS 


Stanley Plumbing & Supply Co. 4 = 
Structural Slate Company... 
"bu Sanitary Lg. Co. 

„ I. Sellers & Sons COO. 


BOARDS—DRAWING 


BOARDS—FIBRE 
Wood Conversion m S 32 
BOARDS—INSULATIN 
Asbestos Shingle, Slate & Sheathing Co. 22 
Samuel Cabot, Ine. T 
Eternit, R ATTA 


Insulite Сошрапу................ 
Johns-Manville jompany. » 
Structural Slate E eh sarees NEST 
Wood Conversion Co..................««. S2 
BOARDS—IRONING, BUILT-IN 

Curtis Companies, Inc............. 
Ideal Steel Products Company.... .219 
Majestic Steel Cabinet Co.......... M 
Readyboard Co. ............. eene 

Trimpak Corporation.............. e s i 


BOARDS—MORTAR (Steel) 
Donley Brothers Company 
Macomber Steel Company..... NUES 


BOARDS—PLASTER 
Ruberold Со... гооо en Т 
Wood —— G 
BOARDS—SHEAT 
Asbestos aes Slate 4 N Sheathing Co. 
С. А. mber Q9... .. ес Й 
Wood ee Acca ee 


BOARDS—W. 
Asbestos ingles ai Bitte & Sheathing Co. 22 
Edwards Mfg. Coo. 
ternit, . „„ „„ „„ „ „„ 
Insulite Company......... NEM 
Wood Conversion Co : 
BOILER CEMENT—See Cement 
BOILER COVERINGS—See Coverings 


BOILERS—HEATING PLANT * 
Andrews Heating С 
American Radiator Coo. ʒ 4 
Crane Compan egere aA 
1 eee eee 

Karol & Sons Co 4 


E 


взи sS BB 


9. 44 


Standard Sanitary Mfg. Co... 
Stanley Plumbing & Supply Co. . . _ 
BOILERS—NOT WATER SUPPLY 
Andrews Heating Se 
Crane Compan gz. 
Hardin- Lavin > КРОНАЧ РЫУ ТРЕТ 
В. Karol & Sons Cg. re ee | 
— талны. S 18 Coo. 


РБЕ. ‘Gon anũũg . ovesta Si 
| c^ Tavis eee : 
Karol & Sons Coo... 4 Ug 
Standard Sanitary Mfg. Co.. i 

Stanley Plumbing & apply Съ, 


*. 
* 


j = 
j 
4 
E i 
Las М: 


B By 


Енш Е 


te 
— 
=. 
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ЕЙ ё 
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ce 


2 
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ase 
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BOILERS—STOCK PLANT 


Beckman-Dawson Roofing Co........... 46 


.BOLTS—ANCHOR 


Ackerman-Johnson Company...........216 


ago Expansion Bolt Co............. 
Dea ПРОСВЕТИ СОг i view trniewsesy nese’ 
International Steel & Iron p.i rises o D 
Geo, L. Mesker & Co. 
BOLTS—DOOR—See. Hardware, Door 
BOLTS—EXPANDED METAL LATH 
Consolidated Ихрердей Metal Co....... 30 
Wheeling Metal — ...248 
BOLTS—EXPANSION 
Ackerman: Johnson [o DS on P 
John Boyle & Co., Inc............... 
Chicago Expansion Bolt C 


...216 


O0. 


rnational Steel & Iron Co.. 240 
Riebards- Wilcox e eee 
Star Expansion Bolt Coo. . 41 

BOLTS—- GARAGE DOORS 
P. & F. mt 5595929 or aba ina 
Frants bb sawaceteseopeodopabsuogew 
Pase Mig. C V MO M KENT C 
Richards-Wi A. ^ Mfg. Ch, 44 
Sargent Wienke vé ss И КА СИНИН is Ф 
Wen oerte rr thoro e veri 
' ' BOLTS—PANIC 
ЖОЕ ЭУ Cor ˙¼èͤ »? ...155 
r aay caches went азн . 20 
-BOLTS—SURFACE 
* Spring R .242 

eT c Corbin....... 5 155 
* C. Rixson Co.. а . 25 
Sargent & Co 
Stanley Works 

BOLTS—TOGGLE 
John Boyle & Co............... TEM .250 
Riehards-Wilcox Mfg. Co...... казана ‚6-1 
Star Expansion Bolt Ge... E MC A POE. . 41 

BOLTS—WINDOW—See Hardware, 

BOND—BRICK 
Anti-Hydro Waterproofing hae РАСУ: 113 
Milwaukee 8 „ 302 
Truscon Steel Co.............. gosse s 44-251 

- BOND—CEMENT 
Anti-Hydro Waterproofing Co.......... 113 
Asphalt Products Co., Inc............... 221 
Barber Asphalt - Ge aul wig is Wade reek NANE 107 
Genfire Steel Co.................. ae) 
Living Stone 2 exon dae Cx ide 

Truscon Steel Coo. Ел 251 

"up ан (Dampproofing 
Anti-Hydro Watseproottus ‚+. MT 113 
Malleable бб =ч ү Же ИР КР 29 
Sherwin-Williams. G ey кеже ЖИ 
Trowon Bteel C5,....... l 44-251 

BOND—STUCCO 
Anti-Hy dro 2. асо ДАИ В K 113 

BOOKS— BUILDING 
А. 8. Aloe Сотрапу.................... 216 
Frederick Н, GUWINE. ... oe o eros ...294 
pet зе Book 0., ji у. уь» еа а» кә 245 

BOOKS—PLAN 
Frederick Н . ˙ SRN, 204 
S—RAFTER 
Frederick LM ee eee re 204 


BOOTHS—MOVING PICTURE 
Asbestos Shingle, Slate & Sheathing Co. 22 
Edwards Mfg. 201 


• 99)... 


Johns-Manvii e, 1 8 ...105 
BOOTHS—TELEPHONE 

V 

Majestic Steel Cabinet P 
BORERS—VERTICA 


AL 
American Saw Mill Machinery Co...170-177 
Crescent Machine C 249- E 


— nse 6 nA dd se 
Gallmeyer & Livingston Co.. 
BORING MACHINES—See Machines 
Rr ei жилиги AUGERS--8ee 
BOWLS CLOSET 


Andrews Heating Coo... 243 
Crane Com r 
288 
29 


Hardin-Lavin Goo 
Karol & Sons Go oea 
Stanle Plumbing & Supply Co........ 
eeling Sanitary Mfg. COO. 149 


BOXES—MAIL—BUILT-IN 


(OSS eee 

Donley Brothers Company..............121 

"og recie NIE ao cova ven ИА С 
| BOXES-—-METER 

Donley Brothers Company..............121 
BOXES—MITER ; 

EST eee 

Hutchinson Mfg. Co, `Їпе......;.......: 


Iwaukee Corrugating P ENS КИТ 


Safe Tool Mfg. Со.......................229 


Stanley cb 
BOXES MIXIN 
А. 8, Aloe Co. RE Oe эсе ы 


Donley Brothers Company.. 
Tanin М chin pa y „ % %% %%% % „„ „% „„ 


121 
2626 „%%% „60 31 
= 


AMERICAN BUILDER (Covers the Entire Building Field) 


BOXES—MORTAR (Steel) 
— m Brothers Company... 
Genflre Steel Со......................... 52 
оета Ж Mle a M rds aUas T 
Macomber Steel Со......................236 
Truscon Steel Co.................44-251-203 
BOXES—OUTLET 
General Electric Company...............190 
Pittsburgh Reflector Co.................250 
Structural Slate Coo... 218 


BOXES—S WITCH 

Structural Slate Company..............218 
BOXES—TOOL 

Wedell & RBoerr sss. 296 

BOXES—WALL 

American Radiator Co.................14-15 
BRACES—BIT 

A. S. Aloe Сошрапу....................216 

Forest City Bit & Tool Co. heéuo wa 2. 

North Bros. Mfg. Coo 

Stanley Works 38 
BRACES— CORNER 

Frantz Mfg. Company. „жазана Эр 

Hubeny Brothers, P 

Sargent & Company. ne 

Stanley Works.............. eee eene JY 9 
BRACES-—PUSM 

North Bros. Mfg. Co.......... . .258 


BRACKETS—BATHROOM Electro) | 
Hart & Hegeman Mfg. Co..... 


BRACKETS—BATHROOM ioe Ph 
Crane Company............. ——— tana 
Hardin-Lavin C0.........................288 
Knape & Vogt............. TENE ime 
Lloyd Floor Wali Tile Bn... — 

BRACKETS—LADDER 
Ajaz Building Bracket Co. . 298 

S. Aloe en. ARE POPRI o 
ане 1 visa «de 
Lloyd Floor & Wall Tile Coo 
Steel Scaffolding Co............... «562 2 RID 

BRACKETS—ORNAMENTAL 
Cincinnati Iron Fence Co................202 
Curtis Сотрапіев................. TERRE 
Internationa? Steel & Iron ча T -e 5.240 
Geo. L. Mesker Co.......... MEC . 
Milwaukee Corrugating ^. fede queam . 902 

BRACKETS—RAIL OR TRACK 
Garden City Plating & Mfg. Co...... . 292 
National Mfg. Coo... а,» «эге `` 
Richards Wilcox р, 00 en e... 6-7 

BRACKETS—ROOFING 
Am 138 Bracket Coo. 296 

Aloe Co.. «sso AO 
award. "Mfg. OSs җые E 
Elite Mfg. Сотрапу.....:............... 291 
Hubeny Brothers, Inc................. . .191 
Insulite Сотрапу....................... 34 
Milwaukee Corvensiing QUESTO i cun 302 
Stanley Work eee MNA ОИ 
Steel Seaffolding Company.............. 189 

BRACKETS—SCAFFOLD 
Ajax eg e — Qo RT RT" ..295 
Тһе E^ WOR. East. tease "MÀ 
TC ²˙* ͤͤd.  __ 
Hubeny Bros., Inc........... NE DN adie cee 
The Insulite Co dee ds _ 
Richards- Wilcox Mfg. ‚> AMONT ....6-7 
Steel Scaffolding Co. 189 

BRACKETS—SHEATHING 
Ajax Building Bracket Co...... TT _ _. 
Blite Mfg. ccc 291 
Hubney Bros EDS, 191 
TRO DEN ОЮ... ньога inet И 
Steel Scaffolding Co.......... 44423» 949 .189 

BRACKETS—SHELF 
Garden City Plating & РЕ з. PEORES 
Knape & Vogt Mfg. Co................ ..226 
The Stanley Works. eve she ay aiti iol aos . 98 
Steel Scaffolding Co................ vanes ee 

BRACKETS—SHINGLING 
Ajax Building Bracket Co......... Р 200 
Elite Mfg. TUS UP p wks eq "RE 
Hubeny Bros 91 
The Insulite о РРО eee Nisa D 
The Stanley Works................ 38 
Steel Scaffolding Co......... РО 

BRACKETS—WALL 
re Building Bracket ^" ———— 

CC — Á—— 
p Radiator Co. ere el 
8. Cheney & Sooů nn . .244 
8 Iron Fence Co......... r 

enn "Wr. 
Stan y^ 4 or enn 
Steel Scaffolding Co. 189 
BRAD AND SCRATCH AWLS— 
See Awls 


BRANDING IRONS—See Irons 
BREAKFAST NOOKS OR ROOMS 


Curtis Companies, Inc................... 198 
Ideal ies! roducts Co...... 
PPO COPI ² аон coto sic 
Wilhelm уана n 


BREAST DRILLS—See Drills 
BRICK—COMMON 
Common Brick Mfrs. Assn..............170 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


261 


BRICK—ENAMELED 

American Face Brick Assn..............100 
BRICK—FACE 

American Face Brick Assn..............109 

Finzer Bros. Clay Со................... 
BRICK—FIRE 

Common Brick Mfrs. Assn...............110 
BRICK CARRIERS—See Carriers 
BRICK CLAMPS—See Carriers, Brick 

BRICK COLORS—See Colors 

BRICK WATERPROOFING—See 
Waterproofing 

шык: ا‎ кешесе 


Cement, Mas 

BEIDGING—FLOOR (Steel) 
A. 8. Aloe PPP. 
беште ВО OU eee 
Hubeny Bros., Ine... 
Lanebro Mfg. 
Truscon Steel Co. 

BRONZE DOORS See ‘on 


BR 
DeVilbiss Co............. Peas wes wig Pew 
P woo 


5254525 „6% 


0... әй: 


Aloe у 
Malleable Asphait S Ке КА И 
USHES—POLISMING 
Lloyd Floor & Wall Tile Co.............289 
BBLING FOUNTAINS—See Foun- 


| 
BUCKETS—ELEVATOR 
Chain Belt Co.......... " 
BUCKETS— EXCAVATING 
Pl po = & 
т ас е e „„, +000 0.0 0 
“BUCKETS—HOISTING AND DUMP- 


Chain Belt Co............. eoe 68-188 

—.— ug ro Be dr iem $1 
onerete Mchy. Со..... жы (s 

A BUIL DERS HARDWARE—See Hard- 

vere, Жарман Ж MA 
BUILDI 

Asbestos Shingle. Slate Y Sheathing Co. 22 
Edwards — 2 АЧ Җи EAE’ 
Internationa Steel & &lron E ba 

Geo. L. Mesker & Coo 443 

Milwaukee Corrugating C 


9.4 


Truscon Steel а хасдаг oeeo. 44-251 
BUILDING—STEE 

International Steel & (^ t. OMM 

The Macomber Steel Со.............. » «280 

— — eqni & арр 
waukee Corrugating Со....... Le cur 

Truscon Steel Co... . 44-251 


BUILDING ANCHORS—See Anchors 
BUILDING MATERIAL ELEVATORS 
—See Hoists 


BULLETIN BOARDS—See Boards 
BURNERS—GARBAGE—See Inciner- 
ators 


BURNERS—HBRUBBISH 
Donley Bros. Co........... EA WERÊ . . 21 
Home Incinerator Co.. ware 
Wheeling Corrugating Co............ ... 20 


BUTT GAUGES8—S8ce Gauges 
BUTT HINGES—See Hinges 
BUTT—Door-—See Hinges, Butt 


CABINETS—BATHROOM 
Corcoran Mfg. Co. 228 
bene ona sa 
Co Са. ² AAA 
Edwards Mfg. r 


Excel Metal cabinet A 


ag iiy ьа ань S ue расай = 
ess Warming & Vent. Co.............. 
Lloyd Floor 2 1 Kall Tile Co... Net .....289 
Majestic Stee] Cabinet Со................297 
e Иши et КЫ бы ол ва mre 287 
Norton ff no e 
Standard Sanita — * ебед . 53 
Stanley Plumbing & coats Co.. Rae AE | 
Structural Slate Co........... мна ا‎ ИИ 
Trimpak Corp . ET 


CABINETS—DRESSING ROOM 
Majestic Steel Cabinet Co. 
Trimpak Corp . B 4 

CABINETS—FILING 
„ Ore ? 
Chas. Brunning Co, Inc................ 
CABINETS—KITOHEN 
The Cortes » qus wo rovc iui 
Excel Metal Cabinet Coo. 
Majestic Steel Cabinet Coo. 
Parsons Co „„ „ „ „ „ „6 
G. I. Sellers & Sons Co. 
Trimpak Cord 
CABINETS—KITCHEN STOVE 
Parsons- Ob.. isser e den oe eee кз ка 95. «# 
CABINETS—STORAGE 
Excel Metal Cabinet Co.... 
Majestic Steel Cabinet Co..... 
WO. or Expanded Metal Co....... 
G. I. Sellers & Sons Co.. 


pec DOOR CATCHES-—See 
Hardware 


КЕЧЕЕ 


2383 K 


CABINET HARDWARE—See Hard- 
ware 


CABINET HEATEERS—See Heaters 
CABINET SCRAPERS-—See Scrapers 


ORED 
General Electric Со.....................130 
CABLES—ELEVATOR 
American Chain Со.................. 2s. 33 
CABLES—HOISTING 
SS ee eee 33 
Sasgen Derrick Co.......... MENU D 
CABLES—STEEL 
American Chain Co.. 33 
CAFETERIA EQUIPMENT—Se | 
Equipment 
CALCIUM CHLORIDE 
Solvay Sales Corp......... RTE 56 
CALIPERS 
CAPITALS—COMPOSITION 
Hartmann-Sanders Co............ EET 
„ 
Mfg. Sy cua vi Palas „„ 
Milwaukee rrugating Co.......... ... 802 
CAPITALS—WOOD 
Hartmann-Sanders Co................... 147 
i CAPS—C › 4 
Bdwards Mfg. Со............. xu» eA . .201 
Structural Slate Co......... dE io nia .218 
ST 
Cincinnati Iron Fence Co......... mn 1 
The Donley Bros. Co............. m xci 
International кощ. а Iron Co 240 
Geo. L. Mesker & Co....... — ivan eee 
Structural Slate y^ ee pisc Uo p MAS 218 
CAPSTANS—GASOLINE, ELECTRIQ 
Silent Hoist, Winch & Crane Co........ 201 
CAPSTANS—HOUSE —— 
Stimmel Winch & Machine Works 292 
— SAWS—Sece Saws, 
CARRIERS—BRICK 
ETOO T NEETA . 216 
The Donley n 121 
Lloyd Floor & Wall Tile Co........... 
CAR UILDING TILE 
The Donley Bros. Co.......... БЕ дери 121 
CARRIERS—CLAMP 
The Donley Bros. Со.................... 121 
Jas. І. Taylor Mfg. Co... 249 
е е оча а Fixtures, 
© VERHEAD 
Lanebro Mfg. Со........................ 256 
Ransome Concrete Mchy. Co............ 184 
OSEE E 
CARS—ELEVA 
Sedgwick Machine т Works idis aV VR en HER 224 
— AL 
Jaeger Machine Co. 31 
Cl 232 
Ransome Concrete Mchy. Со............ 184 
CAR UMP 
Jaeger Machine Со...................... 31 
бт 7: . 232 
e Conerete MR. ОВ. ear ras 184 
Р. Ä ͤ 232 
© VINGS— P 
CASEMENT WINDOWS—See Windows 
CASEMENT WINDOW ADJUSTERS— 
See Hardware, Casement Window 
CASEMENT ENT WINDOW FASTENERS— 
See Hardware, Casement 
© ER 
G. I. Sellers & Sons Co.................. 137 
CASINGS—WINDOW (Metal) 
Bdwards Mfg. Coo. 
Genfire Steel Co............. E 52 
David Lupton’s Sons PF 39 
Milwaukee Corrugating Co. 302 
n Steel Co....... cer iius Sentry 44251203 
CASIN S—WINDOW (Wood) 
The ee eee errr 135 
Hartmann-Sanders Co................... 174 
ou АТ EET: 147 
CASTINGS TO ORDER 
American Sawmill Mchy. Co......... 176-177 
Geo. L. —— o 245 
T, * Smith Co........... IER es # 
CATCHES—CABINET—See Hardware, 
ATCHES, DOOR—See Hardware 
сатсын BASIN FORMS—See Forms 


and Molds 
CAULKING MATERIALS—See Com- 
pounds, Caulking; also Oakum 
cans CHESTS—Sece Chests, Cedar 


; GS—MARBLE 
Lloyd ‘a Floor & Wall Tile Co............. 289 
CEILINGS—METAL 
Edwards Mf; LJ . „„ „„ e „„ „ee 
International Steel & Iron Co.. 240 
Geo. L. Mesker & VUES ELI P v ers rs чл 243 
Milwaukee Corrugating „ ee.. 00A 
Wheeling Cart BMG ныл e ip) n 26 
Wheeling Metal & „ 248 
Willis PP ˙ ee 
98—80: 
Consolidated Expanded Metal „ OMM Ee: 30 
Genfire Steel CO 
International Steel & Iron Co........... 240 
Kalman Steel Co... 28 
ener Steel C» ssi o Dip ls aio PRX 56 
Milwaukee Corrugating Со.............. 
Truscon Steel Co................. 44-251-298 
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CEILINGS—TILE 
Lloyd Floor & Wall Tile Со............285 


CEILINGS—WOOD 
Shevlin, Carpenter & Clarke Co.........112 
Weyerhaeuser Forest Products а 


CEILING CLIPS—See Clips 
CEILING HOOKS—See. Hooks 
CEILING PLATES—See Plates 
CEILING PULLEYS-—Seo Pulleys 
CELLAR DOORS—See Doors 
CELLAR DEAINERS-—See Drainers 
CELLAR SASH FRAMES-—fSee Frames 
CELLAR HOISTS—See Hoists 
CELLAR WALL GRATINGS—Seo 
Gratings 


CELLAR WINDOWS—See Frames, 
CELLAR pe eta pre Sets 
CEMENT—ASBEST 

Asbestos Shingle, Slate 75 cerita Par 3 


Asphalt Products Co., Inc...... Sint 

Beckman-Dawson Botu ‚с. ee ку EI 
Hardin-Lavin COO. 288 
Johns-Manville, PFE 
B. Karol & Sons Co............ арра. | 
Malleable A p гь BORNE cree РЫР | 
The Ruberoid Qo........... „ rro tn 157 
Stanley Plumbing & ‘Supply De. ene 205 

CEMENT—ASPHALT 
The Barber Asphalt Co................ .107 
Asphalt Products Co. Іпе..............221 
Beckman-Dawson Roofing Co......... .. 4 
Johns-Manville, Ine... l . 105 
Malleable Asphalt Coo . . 
The Ruberoi nci din e eee 207 
Safepack MIIIill sss . 101 
Barber Asphalt C E 107 
rber Asp Ae atts dae TEUER 

Hardin-Lavin Se SEE ee RS 
gehae Manva- Ine. na Vibe EX na own ee dean ge 106 
B. Karol & Sons Со..................... 207 
Mallcable p ше (Со c DM v FO | 
Stanley Plumbing & — Do DATI 295 


CEMENT—MASO 
Asbestos Shingle Slate S sheathing Co... 22 
Louisville — AUGE 


CEMEN Ы TEMPERATURE 
Asbestos Shingle, Slate & Sheathing Co. 22 
Carborundum 228 


ооооооеооеоооеоое о 
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Clinton Metallic Paint C. . 289 
Johns-Manville — S E sa mace d o Vv еб 105 
CEMENT—PORTLAND 
Alpha Portland 1 A 224 
Louisville Cement Co............. Viol Vs 
Universal Portland Cement Co.......... 00 
CEMENT—ROOFING 
Asphalt Products Co., Ine... 221 
kman-Dawson Боо! mg Co....... „еа 46 
Clinton Metallic Paint Co. 289 
Edwards Mf; ا‎ C 291 
Johns-Man renn «2» 106 
Malleable Asphalt ә дез кке әй 29 
Milwaukee 8 * Ge ene mes . e s B02 
The Ruberoid Co. 157 
— n Eo EE RE US — iri TE 
erwin- — „ий э (и a 
Truscon Steel ее ө ЙА оя а ай 44-251 
CEMENT—SLATE 
Clinton Metallic Paint Co............... .289 
Malleable Asphalt Coo. . 29 
CEMENT—TILE SETTING 
Clinton Metallic * o PUES N 289 
Malleable Asphalt Со................... . 29 


CEMENT ——— 
rs 
CEMENT BRICK MACHINES—Sce 
Machines 


CEMENT Fillers 
CEMENT BRICK MOLDS—See Forms 
oe oa * 

ROUTERS—See Grouters 

CEMENT HARDENERS See Aeceler- 
FS, 

CEMENT MIXERS—Seo Mixers 
— REINFORCING—See Lein- 


foreing 
CEMENT "eT AINS—Seo Stains 
CEMENT WATERPROOFING—f'ee 
Waterproofing 


CESSPOOL TRAP&—See Traps 
CHAINS—DOOR 
(Xy er ae Chain . „„ „ 2D 
ЕУ ОВИ... на ... 150 
Mns & Vogt.. 6». e eco o s ө ЗАМИР 
Rargent Ф009... 25... «оаа rro 
CHAINS—HOISTING 
American Chain Co., Inc..... 
Chain Belt ae ˙ bien Ур 
Chain Products Co.............. 
CHAIN рли 
apean- ae o ‚ BR... 
Chain Pro 20900906 е 
Р. & — . . ; 


— a^ & E ven Mfg. Go 


озоогов о 


' INDEX SEE NEXT TO LAST PAGE 


CHAINS—TRANSOM 
ee Chain Co., Inc...... — 
E & „ vr nn 

na 0 COCR O LAER ERC ESO EE EES 
Sar 2 & Co ail *99*4759€492802*9*"6 
Smith & Egge 


59656252040 


Mfg. CO 


DRBILLS—Seo Aer 

CHAIN HOISTS—Seo — sts mig 
CHANNELS—PRESSED STEEL Ms 
Consolidated Expanded Metal... . 99 _ 
Genfire 8 Co. I & ire bedded ae ee ое А 
International Steel & Iron Co...... «e 
Kalman Steel C 


0 . TIT E- 


Maconiber Rteel Co. 00060 %%% % „ „„ „4 4 2 „% „%% e > 
Milwaukee Corrugating Co............ zx 
Truscon Steel Co........ "77779-06 ; 
Wheeling Corrugating Co..... ER ^ 
8 
Sonsolidated Me Expa nded Metal Co. E 
onsolida nde е 0. oos 
International Steel & Iron Co 
Kalman Steel Nel C. . ̃ . 
The Macomber Stee ت‎ EA 
Milwaukee Corrugating Co......... aco 2 
North Western panded Metal & 0. 5 Ў 
Truscon Steel Co. % „„ „„ е [INE 44-281 ‘4 
CHECKS—DOOR 3 
& F. Corbin. ооооооововоооооьо ео о о АДД = 
Operaotrs Corp......... it Gale 9 
Everhot Mfg. Co . 289 
Oscar С. Rixson Go EM E 
Richards- Wilcox Mfg. €0..... 8 et 
— . —²§—• ũ/ . as 
CHECKS—SCREEN DOOR 
SR A Oe е5 дае oon ADS 
Everhot Mfg. Co............. T" = 
he ЗЕ . NT 
Osca or Oa E „Айг 
Richards-Wileox Mfg. a — —2 - 
ES t NS OVER tup pe Do: 
HEOKS8-—8TORM DOOR 
P. & Ж. ' SST GEP sa 3 
Curtis Cos. ...... УН эы: + “Ж 
Oscar С. Rixson COOo ... 
Richards- Wilcox Mfg. жыгы олг 5 
S adap 


CHEMICAL CLOSETS—See Closets 
CHESTS—-ICE—See 
CHESTS—Tool—8ee Boxes, Tool 
CHIMNEY бА Oaps, Chimney 
CHIMNEY TOPS—See Tops, 
* MOLDS--See Forma “a 


CHIMNEY PIPE—See Pipe 
— — THIMBLES—Seo Thimbies 


N 
A. 8 „ ec 
The 4 Works.......... i 2$ 20 ELM. 
ELS--FLOOR 
The CBtanley Works...... "cre — ЖЧ 


CHISELS—HOLLOW MORTI 
A. 8. Aloe m 


American Sawmili Mch sor ST ae 
ge none e Woodworking i Mach, b 
Forest City un & Tool 85 Seely гу E. 
Hutchinson Mfg. Co.............. 0000600 
3 anes тро Ma chins б... л n. 
Co. 102 00060000060 09 0.6 ee nM 5 
E 
A. 8 Aloe Co. Oss oo 82e %% % % “ g ½ % % ⏑⏑— esos 
Cincinnati Iron Fence Co......... ET 
e Donley Bros. Co.............. БЕ 
Edwards OM о PETI OMS Ne $ 
Everhot Mfg. n. . K 
Holland Furnace Co................. 
Ideal Steel Products Co. oc sae 
International Steel & Iron Qo... er 
Kewanee Mfg. Со.....................: 
Lansing пме Ped e Des ee "9 ereee 
L. Mesk bgewuoy v4» c ved MG 


Peerless Mfg. Co.. UIN DE Tt 
Vento Steel Bash Со................... 
The Willis Mfg. Co................. "dui 


3 — 


CHUTES—MAIL 
A. 8. Aloe — i. «eso "990069022899 


wu 

esetet Te 

„ „%%% E 

le %%% % O eee се E 
KNIVES—f8See Knives — 


© NORETE 
Leach Com ies sees 
Ransome — Mehy. 


Donley Bros, Со................. 


Penn- стао лаек 


Јав, L. Taylor Mfg. Со........ 


— g 2 
Sar gent & Co 


Ja. L. „ Ta Р 8 eee 
yun TOR WARN 

Richards. Wlleor | Mfg. ta: — 4 

Sargent & CO... rr 

Jas. L. Taylor Mfg. Coo 


Knape & Vogt. 


au 
"ww ال‎ 4 


„ „ e % „ „%%% „„ е овоо 09 99 0m 


A. S. Aloe Co 
Jas. L. Taylor Mfg. Co.. TII esea srian 


pesa Q 


CLAMPS—PIPE 
_ Crane Co. ed ort inks, Lir apte 


CLAMP8—8AW 
The Crescent enne Co. H 249-291 
Henry Disston & E 109 
Ralp h M. Кеша. 2osneven kg o e 


) OS. Chis saa ven ер? ˙ A 
Sarg AMP NAILS-Seo Nails 
ШАЙТ TAT DOORS—See Doors 


CLEANERS—VACUUM 
General Blectric Co.....................180 


DUIS ON (For Metal 
Consolidated Expanded Metal.......... 30 


Donley Bros. Со.....................,...121 

Kalman Steel C0...........<......i..... 28 

Milwaukee Corrugating Со..............302 

Richarüs- Wilcox an er el FT 
CLIPS—FLOO 

Consolidated Pt panded Metal... — ** 20 

Kalman Stee aE Si eee IS 

Lloyd Floor. 4 Wail Tile Co............289 

Milwaukee Corrugating Co..............802 
COLIPS—GALVANIZED 

Milwaukee Corrugating Co..............302 
CLIPS—SIDING (Metal) 

Consolidated Expanded Metal........... 30 

International Steel & Iron Co...........240 

Е. D. Kees 4 E 

pepe — NOT TOE e 

— — Chime Clee Cai iain reo OG 

Structural Slate C0......................218 
CLOCKS—FURNACE 

Hess Warming d & Vent. Co..............298 

Stanley Plumbing & Supply Co.........296 
CLOSERS—DOOR 

ö 

Richards- Wilcox Mfg. Coo. Q 6-7 

Bargent Co.. „„ „ 6 os DU 
CLOSETS—BROOM 

G. L Sellers & Sons Co............ MEE LL. 
CLOSETS—CHEMICAL 

Chemical Tollet Corp............... . 

Hardin-Lavin Co................... EN | 

Stanley Plumbing & Supply €o.........200 
CLOSETS—HANGING 

er CONC. Clie. „з iurare do caw acres oo a NR 
CLOSETS—WATER 

D. A. Ebinger Sanitary Mfg. Со.........258 

quu Ата: Chicco оос оса —— В 

Karol & Sons Co 207 
Standard Sanitary EE P 
Stanley Plumbing upply n 


CLOSET BOWLS—See Bow 
CLOSET LINING, CEDAR Boe Lining 
CLOSET SEATS—See Seats 
CLOSET TANKS—See Tanks 
CLOSET TANK FITTINGS— 
Fittings 
CLOTH—AWNING 
John Boyle & Co., Inc.............. 250 
CLOTH—SCREEN 
Gilbert & Bennett Mfg. Co.............. 43 
The Higgin Mfg. 208 
Reynolds Wire 
OLOTH--SHADE 
E. I. Du Pont De Nemours & Co., Inc..233 
CLOTH--TRACING 
A 8. Aloe Co SES a e 
Chas. Brunning Co., Ine... 
рокн F 


WIR 
Ar e ＋ Bennett Mts. РТР Ж 
Higgin MI: CO Sod ни» Е 
HE Wire Co 103 


"E CARRIERS--See Fixtures, 
CLOTHES 1 S DRYERS—See Dryers, 
CLOTHES $ T жаарда Fixtures, 
CLOTHES POSTS—See Po 


CLOTHES ‘CLOSET FIXTURES 
= Fixtures, Wardrobe 


О... оо ооооооьоо е — 


nne 


TCHES—FRICTION 


dde Lacan TENE oci Worse chads 
0. Clutch & P 221 


„en „„ „„ 


& Mchy. 
COAL CHUTEN С 


COAL 88 вео C 
COALHOLE COVERS See Covers 
COAL — e a Tne 
Ant ipa Qi f 
ro Waterproofin „ 
hal Products Co4 EE 
46 


xo А M olde 
р» bold Со Co...... 

DK ree. 
—.^ 


sa Sheree уйна Со. 
scon Steel Co..................44-951-297 
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AMERICAN BUILDER (Covers the Entire Building Field) 


COLONIAL HARDWARE-—Bee Hard- 


ware 
COLONNADES 
Hartmann-Sanders Co...................74 


COLORS—BRICK 
Samuel Cabot, Іпе....................,.218 
Clinton Metallle Paint Co...............289 
Concrete Equipment Со..................287 
C. K. Williams & Co....................2902 
co Тө = ташу 
Samuel Cabot, InC.......................218 
Clinton Metallic Paint Co...............289 
Concrete — PP 
Genfire Stee 1 Co eee 02 
The Bherwin- Williams Co. 
Truscon Steel Co..................44-261-297 
C. K. Williams & Co....................292 
COLORS—MAGNESITE 
Samuel Cabot, Іпе...................,.. 218 
C. К. Williams & Co....................292 
Vae ero а 
Samuel Cabot, чер РЧЫ a hU EE 
Clinton Metallic Paint Ошу» dee ai »» C 


Genfire Steel Co . 82 
C. K. Williams & Co....................292 
COLORS—STUCCO 
Samuel Cabot, Ine. .. 218 
Clinton Metallie Paint Co...............289 
Genfire Steel Со......................... 52 
Lloyd Floor & Wall Tile Co. ..289 
ums Steel Co..................44-251-297 
К. Williams & Co....................292 


COLUMN BASES—See Bases 
COLUMN CLAMPS—See Clamps 
COLUMN COVERINGS—See . 
COLUMN FORMS—See Forms and 


Molds 
و‎ e STANCHIONS—See Stanch- 
ns 


COLUMNS—METAL 
The Donley Bros. Co....... эн «е PN 
Edwards Mfg. Co........... amem S. 
Geo. L. Mesker & Co....... EN '` 
Truscon Steel Co.................. 44-251-297 
COLUMNS—PIPE 
The Donley Bros. Co....................121 


Iaterzational Steel & Iron QU rre rong 
Kalman Steel Co.............. QA AREVATM 
Lloyd Floor & Wall Tile Co........... 
Macomber Steel Co......... 
Geo. L. Mesker & Co..... 


COLUMNS-—WOOD 
The- Cortin 
Hartmann-Sanders зад» келе». WE Rer; 
Wheeler, Osgood Co. 


COMBINATION SQUARES—See 
Squares 
1 Instruments, Draw- 


COMPOUNDS—ANTI-FREEZE 
Anti-Hydro Waterproofing Co..........113 
Genflre Steel Coo ee een 

E Pred: ЖАШ, Silo ездшнен 
Solvay R 


Truscon Steel Co........... n 44251297 


Asphalt Produrts 


Barber-Asphalt Co......... ade XR 
Diamond Metal [ED Co. ere 
Genüre Steel Ca......... eroe doo eon 

B. Fred Kuh Kann 279 


hls 
Lioyd Floor & Wall "Tile "Co. 
Malleable Asphalt Co.. 
Master Metal Rtrip Service.............. 
Stanley Plumbing & Supply Co........ 
COMPOUNDS—GLAZING 
Allmetal Weatherstrip Co............... 
Asphalt Products Co., Ine............... 
Diamond Metal Weatherstrip Qe NUMINE 
H. B. Fred BM Шс»; EA A 
M om Asphalt Coo. 
he Sherwin-Williams Co.. 
к... Steel Со Kane ee бо 
COMPOUNDS—SOLDERING 
General Electric Co . 410 
ne 8 ing C NE ө бааа 
anley Plumbin upply Co 206 
COMPRESSO Os ATE 
The DeVilbiss Со........................Ї1$ 
O. K. Clutch E — — . 24 
CONCRE NS—See Bins 
CONCRETE BLOCK MOLDS—See 
Forms and Molds 
CONCRETE BLOCK MACHINES—See 


Machines 
CONCRETE on UTES—See Chutes 
CONCRETE CONSTRUCTION FORMS 
—fjee Forms and Molds 


$905060098*9209099*€956 


88882 пиш 


RS—See Mixers 
CONCRETE PLACERS—PNEUMATIO 
Ransome Concrete Machy. Co...........184 
CONDUCTOR PIPE—See Pipe 
TRICAL 


General Electric C0......................130 
Pittsburgh Reflector Coo. 
TEMO E e i 
Johns-Manville, у. See каз» wth EE 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


CONTRACTION JOINTS—See Joints 
CONTRACTORS HOISTS—See Hoiste, 


Building Material 
CONVEYING MACHINERY—See 
Machinery 


CONVEYORS—BELT 

John Boyle & Co., Inc............. 20 

Chain Belt 188 
CONVEYORS—GRAVITY SPIBAL 

c Beit Co.. TREO nines eee 

"Ln TLET 

American T lephone а те raph Co...208 

CONVEN NCE Out- 


Electric 
CONVERTIBLE LEVELS—See Levels 
COPINGS—WALL 
Milwaukee aereas Coo. Q 02 
Structural Slate 
COPPER—ROLL 
Edwards Mfg. Co............... ee een 
Milwaukee Corrugating Со.............. 
COPPER COVERED DOORS—Seo 


Doors 
COPPER TERS--See 
COPPER SHINGLES—See — 
COBD—AWNING 
John Boyle & Co., Ine 
Silver Laké A «зен», уы 


0 „ 


.. о 


CORD--DUMBWAITER 

International Steel & Iron Co...........240 

Sedgwick Machine Works..............224 

Silver Lake Со..................„-»„»»».2@6 
CORD—SASH 

Silver Lake Co 7 
CORD— SHADE 

Silver Lake Co N ET ET 
CORNCRIBS8—METAL 

Edwards Mfg. Coo. 201 
CORNER BEADS——-See Bead 
CORNER BRACES—See Braces 
COENER — ges Guards 
COBNEBS—ME 

Consolidated тата ed Metal GG 

The Donley Bros. Co Q . 21 

Edwards Mf Dr 1 
D. Kees . n 

Milwaukee Сааса: Coo . 02 

Geo. L. Mesker & Co...... . 

National Seel Fabric Co. dee 

SIUE Steel Co. 44-21-29 
T 98 1 ESAE. 

The Willis Mfg. C(O0Oo0o. 
99 

Edwards Ме, С S ... 20¹ 

International Steel 8 iron CG wane 240 

ee. t m = е, 8 EA _ 
waukee — Lo.. „„ (nee 

Wheeling Metal & Mfg. бонети. 8 

The Willis Mfg. Co Z 280 


bina y + ih CE SCHOOLS— 


See Schoo 
CORRUGATED IRON ARCHES— 
con IRON ARCHES— 


Arches 
Fee kt E ا‎ 2 — Screens 
98 Woodworking Mchy. Co. . 219 


„ „„ „ „ „„ „1 ND PIPE 


Asbestos Shingle, Slate & Sheathing = One 
° Asphalt Products Co., Inne. 
Crane Compan 
Hardin-Lavin — ei 56899 
Johna-Manville, Ine. ............. 
B. Karol & Sons Coo. 
Malleable Asphalt Co.. 
Stanley Plumbing & Supply ——— 
VERINGS—FLOOR (Slate) 


24542 22 „ „ 26 5 „ „ „„ „„ „„ „„ 


III „ % % „ —— — 


$ 


. 


y? 2 ni 


Associated Tile eren 
— —— & Wall Tile Co. 
NGS—FLOOR (Linole 
W. с0уЕ Sloane Mfg. eu 
COVERINGS—WAL 
Asbestos Shingle. Slate гч мамак Co. 22 
The Columbus-Union Oil Cloth Co...... 
The Decorative Со...................... 
The Edwards Mfg. Со................... 
Lincrusta-Walton Co. .......... o rn 
Standard * i Products Co..........148 
co NOS а an eat 
Asphalt Products Qu. Int-i ves ain cos 
Beckman-Dawson * Се 2-05 
John Boyle & Co., Ine 
Genfire Steel Co 


TA 


Johns-Manville, Inc. UR Me NAME I 
E. I Du Pont De Nemours & Co., Inc. . 
Malleable Asphalt Co..... AE 
Ruberoid è оозооёоооееое з ENA 
Safepack Mills ........ S 
COVERS—CISTERN 
Donley Brothers Company 121 
The Edwards Mfg. Coo . . 24291 
International Steel & Iron Co...........240 
Geo. L. Mesker & ION dei 


Structural Slate rc MM. 


ati Iron Fence Co............... 
Donley Brothers Com maf ron eis 
International Steel & е рага б 
део. L. Mesker & r کو‎ 


EH 
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DECORATIONS—GARDEN AND 
LAWN 


COVERS—MANHOLE 
S. Cheney & Son...... ТАЕ mE 
Donley r oe 


rothers 
international Steel & iron oi "Ed esa RN 


Lloyd Floor & Wall Tile Co............ 
Geor, гре L. Mesker & Co.................243 
Stanley Plumbing & Supply Co.........295 
1 
American Radiater Co................14-15 
Standard Sanitary Mfg. Co......... өэ 5* 
CRANES—GASOLINE 
CRANES—MOTOR TRUCK AND 
тоот ов 
Koehring P ++ . 180 
Silent D 00. Winch & Crane Co отем wA 201 
CRANES—NAND 
Richarda Wilcor r ... 0-7 
кё" Cem DES, ESQ SATA V 200 
NS—LUMBER 
А. 60 po SU rl 34 — n 
Warren-Knight Company................ 295 
uec og FORMS—See Forms and 
olds 
CULVE 


RT PIPE—See Pi 
n = (Barn) — See Ventilators, 


0 — 
CURB AND GUTTER FORMS— 
— * — — — — 
ا‎ e Shingle Slate i 2 Bheathin 
Johns-Manville, Ine. Jew 106 


CUTTER HEADS—See Meads 


л. GURTERS—ASBESTOS SHINGLE 
Asbestos ‘Shingle, "Slate & Sheathing Co. = 


Safe Tool Mfg. aoe CO HMM aa “Мар. 
Henry Disston Ex во n 
— & Vogt Mf x Ee «йз жй ө м s 28 
Koebring Get diaet ne 6. 12 
chinery Co........ 
— Tool Mfg. Company ...... NN Wee 
TTERS—DAD j 
A. 809 Aloe Сотрапу..................... 
W. B. & J. E. Bole (— 24 
тананын Woodworking Mch. Co....219 
АЛИНӘ... авео оо о е айа 
Henry Disston & o - MTM ....109 
Hutchinson Mfg. Co., Inc............ ake 
Huther Bros. OM Mfg. Go ö OR 
Jones Superior Machine Кр sat os sown 293 
Ralph M. Кеппейу................... » «290 
Bats VoU ИШЕ. OD. oo acces an cis rr ros 225 
Wappat — e r » 218 
TER 
— oe EI cu AER gerendi 229 
waukee Corrugating Co.............. 
Sate Tool Mig Chen 2 
— Бр 
penn ad a Mch. Co....219 
scen 3 249- 
Hutchinson Mfg. Co., Inc............... 29 
J — — Superior Machine "Co a ME S 293 
Ralph M. Кеппейу...................... 290 
— —— Bo ^d “жИН ..229 
Combination Woodworks Mch. C 219 
Hutchinson Mfg. Со. nens «due bec 
er Bros. Saw Mfg. Co.............. 
Safe e Tool Mig. Co. -.... dta: бем: Eu 
LA 
Crowe Mfg. Co ca c 237 
Henry Disston d gona A 109 
Huther Bros. Saw Mfg. Co.............. 257 
Ralph M. Кеппейу...................... 290 
Slatin on Slate Co........ Еран е та ..292 
Бай Tou! Mig. «Сю. ...................._. 220 
DADO CUTTERS—See Cu 
A MEAD 8 
DAMPERS—FIREPLACE 
Donley Brothers nr. TEL err т 121 
Heatilator Compa 227 
International 8 х= 2 Tron Qo....... . . 240 
an Steel Co . 28 
Kewanee Mfg. Company . 1038 
. L. Mesker & Co.. 243 
Peerless Mfg. Co 223 
кок Moat د‎ >>: dM nan I ов . 286 
Anti Hydro W em fi e 113 
* ro a е — 2 2 „ „ „ „ ee 
Asphalt Product: s Co. zi ftx " EE _ 
Barber Asphalt Products E 107 
Samuel Cabot, Ine » 218 
Donley Brothers Co le» re mace ....121 
Genfire Steel Со............. ^ зды ine .. 52 
Johns-Manville, Inc. ............... «oe 105 
Malleable 2 V .. 29 
Sherwin-Williams o. . Ж 
ше Steel Co..... “© сч 44-251-297 
ya Floor & Wil Tile C 
or all Tile Co....... — 2 
сор Williams & Со...... Ya „ 283 
.. DASH—STUCCO 
Concrete Equipment Co.......... K RS 287 
Loyd, оос аг Wall Tile Co... .... . . 289 
Оо = 2 Muller Co. 238 
аав & Co..... cared ee . . 202 
NEBS— SOUND 
Wood Coz — Шел AD WS 


DEADENING BOARD8—5ee Boards 
DEADENING FELT&—See Felts 


FOR ADVERTISERS’ 


Concrete uipment Co. 281 
Structural Sla 218 

DERRICKS 
Jaeger Machine Company.. . С 
295 


%%% „„ „ „ 4666 


Been мити э — Co CREE A Coe 


asgen Derrick Coo. 
Silent Hoist, Winch 4 3 
Stimmel Winch & Mch. Works......... .292 
DIMENSION STOCK —8ee Stock 
DISAPPEARING STAIRS—See Stairs 
DISHWASHING MACHINES—See 
Machines 


— — — R e Grinders 
VIDERS—See Instruments, — — 
o RS—See Dampers, Fire- 


OR—ASBEST 
me. _. Shingle, Slate & Sheathing Co. 22 
DOORS—ASHPIT 

Donley Brothers Company........ on ewe dane 
Hardin-Lavin Co .288 
International Steel & Iron Co........... 2 

248 

236 


DOORS—BRONZE 

Kawneer Company .................... ‚ 47 

New York Ka — . e .244 
DOORS—CASEMENT (Steel) 

David Lupton’s Sons Co 

DOORS—CELLAR — 

Wm. € Company....... degen eae 171 

ron Fence Co.. 252 


244 
Truscon Steel Co. 44-251-297 


DOO ANOUT 
— Brothers Сотрапу.............. 
in-Lavin Company 
— ف‎ Steel 
b 
Geo. L. Mes 5 "OX o DM 
Peerless Mfg. Company .... E. 
Willis Mfg. Company....... 1 


„ „„ „2 %%% „„ „ 


Donley Brothers Compan g 
voc Steel & [md „ 
Steel Сотрапу................. 


$9009050€009909092992290029€9 


DOORS—COPPER COVERED 
еее са Kalamein Со................. 


an FATUR 
Cincinnati Iron eee 
Consolidated Bes 1 „ 
The Edwards Mfg. Co 
New York Kalamein Co. +0. 
Truscon Steel Co................ 44-251- 


Milwaukee Corrugating Co.............. 
New York Kalamein Co............... m 
—— Wilox Mfg. Co.. . ee 
Truscon Steel Co 
dd 
DOORS—FIREPROOF (Metal Covre: 


оеоевооооооооооеоа 


Mil sake 8 ln 
New Tork Kalamein n 
Richards-Wileox Mfg. Co. . 0-7 
h 236 


DOORS—FOLDING 
Cincinnati Iron Fence Co............... 202 
Overhead Door Corporation............. 8-9 
Richards-Wilcox g. Co 
Truscon Steel Co e 44251297 
DOORS—GARAGE (Metal) 

The Edwards Mfg. Co 

Genfire Steel Comp Pc 52 
International Steel. & Iron Co........... 240 
David yo — i Sons m iue dri a x MS 
Geo. L. ker & Co....... bids Gras . 248 
New York Kalamein "SC SE ice aww teva ae 
Richards-Wilcox Mfg. Со............... 6-7 
| . РРР ЧЕ 44-251-297 

— RAGE W 
Curtis ‘gon anies alas 
international Steel & Iron S auus +584 240 
Overhead Door Co * 79M ..8-9 
Richards-Wilcox e 
Wheeler-Osgood Company .......... AF 
DOORS-—MARDWOOD (вона) 

Curtis Companies *929?09990992209$259929 5 
Wheeler, Osgood Company. zans ا ا‎ i 


S 

B 

E 

Е 
I ЫН 


[April, 1929 
шык MENO WO AND 
VENEERE 
Curtis Companies Tne..... E ИРЕ с А 
Wheeler-Osgood 3 ee 


DOORS HOLLOW METAL 
The Edwards Mfg. meer. 
International — & Tron бо... 40 
Kawneer Compa 


Truscon 

— = 
Cincinnati Iron Fence Co..... — pe 
International Steel & Iron бо.. 8 go 


Geo. L. Mesker & Co............. 


Teste Steel Coo. . 44-287 
OORS—EKALAMEIN 
The Pi wards o . 201 
Geo. L. Mesker a ‘Company..... PM . 
New York Kalamein Co.................94 
DOORS—OVERHEAD 
Overhead Door Corporation........... 8-9 
Richards-Wilcox Mfg. Co............ o0 
DOORS—ROLLING (8teel) 
Cornell Iron Works, Inc............... ..296 
Detroit Steel Products Co........... 140-141 
The Edwards Mfg. Co................ oo 201 
International Steel & Iron Co........ . 240 
Geo. L. Mesker & Co................... 243 
— ШАГА eae 44-51-27 
ORS—SCREEN 
Curtis. Companies .................. ES] 
Diamond Metal W. 8. Co............. . 280 
Higgin Mfg. Company.............. 26 
DOORS—SHOWCASE 
Kawneer Company .................. "X 41 
— 2 Vogt t Mfg. P + 228 
RS—8MOWER STALL 
Fiat Metal 21 Mi. Co. sack E EEA © m 
Kawneer Compa Уи sie Dawes welche Re sos 47 
Lloyd Floor r4 Wali "Mié О . . 20 
DOORS—SIDEWALK 
Cincinnati Iron Fence Co.............. 252 
Geo. L. Mesker & Co.................. 248 
ere Steel & Iron Co........ . 240 
ORS—SLIDING 
william Bayley Me. Jo — ЧЕГ »» 111 
M e & Vogt Mfg. Co.............. data 
d Lupton's Ea eee ee à 
Richardi. ы} MIg. Се... са ‚6-1 
oy Bo a 44-251-207 
DOORS—SOFTWOOD 
Curtis Companies 135. . 
Wheeler, Osgood CWooooo 25 
DOORS—STEEL 
Wm. Bayley Сошрару.................. 171 
Cincinnati Iron Pease, Company........ 200 
Detroit Steel Pdts. Co.............. 140-141 
Fiat Metal Mfg.. Co.................. А-5 
Genfire Steel Co. ................... ane 
International Steel & Iron Coo 240 
David Lupton’s Sons Co ... 09 
Macomber Steel Со................... 
Geo. L. Mesker & Co. А 
New York Kalamein Со......... ere 244 
Truscon Steel Co............. . .. 44-251-207 
DOORS—STORM 
Curtis —— Sas SSE EA ..135 
DOORS—STOEM AND SCREEN COM- 
BINED 
Curtis Companies .................. oe 135 
Marschke — r 4953 x Wa баз 2.290 
DOORS—T rar ا‎ 
The Edwards Mfg. С F ..291 
International 8 & "Iron Qo... „„ 
Lanebro k. P „нин 
Geo. L. Mesker & Со............ EE 
Milwaukee ростера ба. V Pa 
New York Kalamein Co....... но 
Richards-Wilcox Mfg. Co vus „шин . OT 
Willis Mfg. Compan g мих 
роо. WI 
Cincinnati Iron Fence Со........... d 


EE yg Steel & Iron бо.. — 


TS8—See Hardware, oor 

DOOR UTTB—Rece Minges, Butt 
DOOR CATCHE Door 
DOOR OHAINS— See 
DOOR CHEOKS—See Checks 
DOOR CHECK HOLDERS—See 

Holders 
DOOR C pe 


DOOR FRAMES-—8ee 
peoa GUARDS—See Guards. 
OR HARDWARE-—8ee Hard 

DOOR HOLDERS—See Holders 
JAMBS—8ee Jambs 
DOOR KNOCKERS—See Hardware, 


Door 
DOOR LOCES—See Locks 
DOOR LOCK MORTISERS—See 


Mortisers 
"—— apa (Electrio)—8ee 


DOOR ROLLERS—See 
DOOR ni Springs 
DOOR OPS—See Stops 
* TRIM —See Trim 

RAFTING ROOM FURNITURE— 


See Furniture 
DRAFTING TABLES—See Furnitare 
Drafting Room 


INDEX SEE NEXT TO LAST PAGE 


Int 


Ш> 


1195E 24593 


эб umPweorm SHA 7 essen AG Anode SSS SAS SS SES X55925*€ Lo ESS SEB EDT së 


V 


RA 

DEAG SAWS—See Saws 

— ies 

0 „„ оов овоевеовосооеова е о 
роо rol K ˙ EN 
Standard Sanitary Mfg. 
Penberthy Injector Co........... >. 
Stanley Plumbing & Supply Co........ 

DRAI rv" 

ompan 9620600909009 0209992»5992929 

— Brothers an 
Hardin-Lavin Company ................ 
B. Karol & Sons 


288 


9. ee 


OÍSYTTHATTETIT eeees eee 

tandard Sanitary Mfg. Co.............. 

Stanley Plumbing & Supply Co. 
DRAIN BOARDS—See Beards 


DRAIN TILE—See Tile 
DRAIN TILE MACHINES—See 


atts Be 


DRAWING INKS—See I 

DRAWING INSTRUMENTS—Seo 
nstruments 

DRAWIN G Р. 


PAPER—See Paper 
ge og — ^ RN Tastre- 
DREDGING BUCKETS—See Buckets 


DRILLS—BENCH 
North Bros. Mfg. Gre . . MN .. 258 
a senses Й 
DRILLS—BREAST 
A. 8. Aloe Сотрапу.................. .. 216 


IP" 


North Bros. g. e 
ШАШУ WOLKE i... tono e OO 


DRILLS—CMAIN 
North Bros. Mfg. Со....................258 
DBILLS—Electric 
A. S. Aloe Сотрапу.....................216 
Black & Decker eer eee 
ا‎ & Company... „ 
Ваше] e eee 98 
DRILLS—HAND 
North Bros. Mfg. Со...................258 
— Vr „bb 38 
DRILLS—STONE 


Star Expansion Bolt Co................ 41 


m MACHINERY —58ee 


Machinery 
DRIVEWAY ARCHES—See Arches 


DBYERS—CEILING CLOTHES 
INDOOR 
Royal Mfg. ioc ie ia 


255 
rational Steel & 

International B Steal Шош Ср. г... с... . 

гоч ... eee ИШ 

288 

224 

296 


D. A. Matot Company......,.... eee 
Sedgwick Machine Works........ „еа 
Sidney Elevator Mfg. Co.......... * 

DUMBWAITER CORD—Seo Cora 

EE ROPE—See Rope 

PS—ASH 

Donley y tm Company.. 8 
International Steel & Iron Co. 
Kalman Steel Сотрапу................. 
Kewanee M. Сошрапу................ 

LE артур 
Peerless Mfg. Com 
ed Elevator 

Willis Mfg. 


ang. 
rr 


EDETEN 


*90920090000626020999029905299* 


— BUCKETS—See Buckets 


EAVES TROUGH 
The Edwards Mfg. Co...................291 
International Steel & Iron Co........... 


* n 


gt TROUGH HANGERS— 
EAVES TROUGH OUTLETS— 

Bee Outlets 
zoon PROTEOCTORS—See Protectors 


ANGSAW 
me ox Saw Mill Mehr, Со........176-177 
ey Disston & Sons, Inc.............109 
EFFLORESCE vg REMOVERS— 


Remove 
ELBOWS—OOPFER 
The Edwards Mfg. Co...................291 
Davi 4 Bons CO: 2 
ee Corrugating Coo 
Wheelin Metal & Mfg. Co............. 
Willis Е. Со. hes Mcd Sedi inte 


Bu Bre 


0 

The Edwards BELL iet d rd X 

International үт & Iron Со 
— — a 39 
rru ДАДДДЕХЕХЛАЕДЛЕД 
Wheeling Gorrngating Co. ea ac Sis 
Ww Wie ng Metal НЕЕ 
illis Manufacturing Ы: 


SESS 


ELECTRIC DRILLS—See Drills 
ELECTRIC GLUEPOTS—See Gluepots 
ELECTRIC GRATES—See Furnish- 


ings, 
ELECTRIC HAMMERS—See 
ELECTRIO HOISTS—See Hoists 
ELECTRIC MOTORS—See Motors 


ELECTRIC REFRIGERATOES— 
See Refrigerators 
ELECTRIC SAWS—See Saws 
ELECTRIC SCREWDRIVERS— 
See Screwdrivers 
ELECTRIC SOCKETS—See Sockets 
ELEVATORS—BUILDING MATERIAL 
е oists, Building Material 
ELEVATORS—ELECTRIC 
International Steel & Iron Co.......... 


МАН DOR уруучу зке» жаса» 
Sidney Elevator Mfg. Co............... 


ELEVATORS—FREIGHT AND 


PASSENGER 
International Steel & Iron Co........... 
Kimball Bros. Со.......................• 
Sedgwick Machine Work 
Sidney Elevator Mfg. Co................ 

ELEVATORBS—GAHRAGE 
American Chain Co.. . 
зе Steel & Iron Co.. 
Kimball Brom, CO... .ccccccccccccccecose 
Sedgwick Machine Works........ ARAS 
Sidney Blevator Mfg. Co............ + 
ELEVATORS—HAND 
International Steel & Iron Co..... asics 
Kimball Bros. COo .... 
J Serer ae ene Ы Jus 
Sedgwick Machine Works............ dad 
Sidney Elevator Mfg. Co.. 
ELEVATORS—PORTABLE 

САДӘ Belt OR. Gives еее авео . . . 55-188 
ju er Machine Co.. TEMO E V 
. Clutch & Mchy. ä 233 


ELEVATORS—PUSH BUTTON 
Kimball Bros. Со........................220 
Sidney Elevator Mfg. Co backs Ae ere Ca 


ELEVATORS—SIDEWALK 
International Steel & Iron Co.......... 
rne F T 

A. Matot Co.. 
Sedgwick Machine Works — 
Sidney Elevator Mfg. Coo... 


ELEVATOR BUCKETS—Seo Buckets 
ELEVATOR CARS—Seoe "y a 
ELEVATOR DOORS—See D 

a DOOR HANGERS— 


Hardware 
ELEVATOR ENCLOSURES— 
See Enclosures 
ELEVATOR FIXTURES—Seo Fixtures 
ELEVATOR GATES—See Gates 
ELEVATING MACHINERY. 


BE BES 


BEBE ШШЕ BE 


* 


See Machinery 
ELEXITS 
General Electric Co....... Rory od 130 
EMERY PAPER--See Paper 
ENAMELS 
Sherwin-Williams Co. .................. 23 
Truscon Steel Co.................44-251-297 


ENCLOSURES—ELEV. 
Consolidated Expanded Metal EE 


ENCLOSURES—PORCH (Screen) 
Consolidated Expanded Metals Co...... 30 
The Curtis Compan len 
Gilbert & Bennett Mfg. C 


реза 
Hartmann-Sanders Со. .................174 


ENOLOSURES—RADIATOR 
American Radiator O ——— 
Cincinnati Iron Fence Co............... 
Consolidated Expanded Metals Co...... 30 
Excel Metal сү met Co......... ере. 
Hubeny Bros., Шс. .................0. 
Stanley Plumbing 4 & pore > ЖИК 
слепени ( 
OSURES—TO 
Structural Slate qw hak Pow ————mÓR 
merani ap 
8. Aloe Со................. 
کد‎ Morse & 
Jaeger Machine Co............ 
ile = AAA 
NGINES—KEROSENE 
International Harvester Co..............201 
ENTRANCES--HOUSE 
Curtis Companies r 


СУ зарава ET R 
Milwaukee 
Richards- Wilcox 3 се. = 
P 
"Chas. MENT —OLOTHES CLOSET 
The as. Fischer Spring Co........... 
u a Vogt. Mfg. Co. ..... Leere rro 
EQUI PMENT RESTAURANT 
mh ^ Slate e LB qu. Oe ale 
OHOOL 


N21 
Henry Diegten & Sons, Ine 1 
Heston & PPP 
Milwaukee йот Aut Co..............902 
Safe Poel Mite P 
Safe Tool reren 

G. I. Sell are & Bono 
Structural Slate 


9... 


22222 OF 


*95a23092250900959242500€9*9 
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WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


AMERICAN BUILDER (Covers the Entire Building Field) 265 


EQUIPMENT—PAINT SPRAYING 
€— e p. EMO M mue 
Hobart B 


Malleable “Asphalt GG 
ESCALATORS 

Chain Belt Co.. 6-188 
EXCAVATING BUCKETS—See Buckets 


EXPANDED METALI—See 
EXPANDED METAL LATH BOLTS— 


See Bolts 
EXPANSION BOLTS—See Bolts 
EXPANSION JOINT8—8ee Joints 
EXPANSION SHIELDS-—See 
EXPANSION SHELLS—See 
EXPANSIVE SCREW ANCHORS— 
See Anchors 


J „ rg MIN 106 
onns- nv tj Ne 2022**2** 
FABRICATED ae Steel 
FACE BRICK—See Bri 
FACTORY WINDOWS ek tesi) — 
See Windows 
FAIENCE—TILE 
Lloyd Floor & Wall Tile Co............289 
FANS—ELECTRIC 
General Electrie Co.. 130 
FE Wm. Ce. 293 
H arm en Sw&éanp base 
FAN В (Heben. Ventilators, 
1 
FARM LEVELS—See Levels 
FAUCETS 129 


Crane . 022000 е „ 0 % %%% %%% %% %% %%% % %%% „% „%% 
Hardin-Lavin Company „%% » „„ 
Standard Sanitary Mfg. Co. 
Stanley Plumbing & Supply Co.........296 


— e Carriers. 


FEL — RE 
The |. Asphalt Со..............,..107 
Beckman-Dawson Roofing R 


Co. S 
The Barber bait C ors E 
Beckman- Dawson Roofing Co. . о 


The Ruberoi 
— 


Johns-Manvill rr 2 

Malleable Asphalt pacti di a. 

The — o . ——.— en 2 

Safepack Mills ......csccceccccccvers WT 
FELT 8—DEADENING 

The Barber m AP NNNM И. 

Beckman-Dawson Roofing Co. ........,. 46 


Samuel Cabot, In.. 
Johns-Manville, Ine жону 
* Ruberoid Co. eel 
Wood Conversion P 2 
FELTS—INSULATING 
The Barber Asphalt Со.................107 
Beckman-Dawson Roofing Co. ........,. 
Samuel Cabot, I Ine... 
Johns-Manville, Inne . 105 
lleable As t Co — 


Wood. Conversion Mario RE OR o 


VELTE- — 107 
mune Asphalt Co... 
Beckman- — Roofing Со.........,, 
Malleable Asphalt CC0o . 
The Ruberoi U 
Safepack MIIiIlss.⁊·́ 01 

FENCES—IRON AND STEEL 
American Chain Co 8S 
Cincinnati Iron Fence Co.......... 
The Edwards Mfg. Со..............--.. .291 
* 5 & Iron Со........... 240 
Wheeling Metal & Mfg. uo BSc. 

rac det 
American Chain MET Tale рлер» 33 
ma -Sanders Co. Oo. . 74 


ES-METAL 
Consolidated = ت کی‎ Metals Co...... 80 
FENCES--WOVEN WIRE 
American Chain Co. Inc..............., 38 
Qe nm ERR . 
eeling Corruga EDU ME ve 
— Metal . 
CE POSTS—See Posts 
FENGE POST MACHINES— 


See Machines 
FENCE POST MOLDS—See Forms 
and Molds ° 


FIBRE TILE-—See Tile 
FILES AND RASPS 
А. 8. a Im F 
en ston 9 *"999999292959 
Huther Bros. Saw Mfg. Co. 
Ralph M, Lig c pae anes «itt asp 


at Gear Works. 
Тар 8 хав ( Saw)—8ee Machines, Saw 
FILING — 2 Cabinets 


FILLERS—CEME 
Malleable As halt Обо. co oan ése me nA 29 
The Ruberoi U 


Kalman nl 28 
Falles 42 ве р Со. с... ойон T 
The Ruberoid Co. IOT 


— 


266 Classified Directory and Buyers' Guide il, 1929 


FILLERS—PAINT 
Clinton Metallic Paint Co................289 
The Sherwin-Williams Co...... ATE od 23 
C. К. Williams.............. eee Paroj ie 292 
FILLERS--WOOD 
The Sherwin-Williams Co............. . 23 
FILLETS (Stair Rail)—See Millwork, 
Whelesale 
FILTERS—WATER 
The Duro Qo. TTC 6 Fee 
FINISH—FLOOR 
Associated Tile Mfrs., Inc...... үлүүн. | 
Anti-Hydro Waterproofing CO.. 27-4118 
The Sherwin-Williams Со............... 23 
Truscon Steel Co, 6065 «2». s 244-251-207 
FINISH—WALL 
Associated Tile Mfrs., Bec iro: Ac 
— — Co. ЕЗ a R Aet 
erwin ms Co. .......« 
Truscon Steel Co 44-28 257 


FIRE DOORS—See Doors 
FIREDOOR HARDWARE—See Hard- 
ware 


FIREDOOR STOCK—See Stock 


FIRE ESCAPES 
International Steel & Iron Co...........240 
FIRE EXTINGUISHERS—See Extin- 
guishers 


FIREPLACES 
Chemical Toilet Согр.................. ý 
Heatilator Co. ...........,...,..... NES - | 
Lioyd Floor & Wail Tile "Co. bore numo ..289 
Readybuiit Products Co............. oe 248 


FIREPLACE DAMPERS—See Dampers 

FIREPLACE GRATES—See  Furnish- 
ings, Fireplace 

FIREPLACE FURNISHINGS—See 
Furnishings 


FIREPROOFING—HOLLOW TILE 
Truscon Steel Co................. 44-251-297 
FIREPROOFING—METAL LATH 
Consotidated Expanded Metal Co....... 30 
Genfire Steel COO. ee 62 
Kalman Steel Co 28 

comber Steel CCO0Oo.Qz 230 
Milwaukee Corrugating Coo. 302 
North Western — Metal Co.....300 
Truscon Steel CO 44-251-291 
Wheeling Metal & Mfg. Co............ . 248 
ЖШШЕ. 88 F es 

FITTINGS—CLOSET TANK 
Crane Co E e eee 129 
Hardin- Lavin Com mur ер рү: cC. 288 
B. Karol & Sons Co.. 297 
Standard Sanitary Mte. T „ 53 
Stanley на & Supply Co......... 295 

FITTINGS—ELECT РАС? CONDUIT 
General Miecrie K 130 
Johne-Manville, Inc. ................... 105 

FITTINGS—PIPE 
Cincinnati Iron Fence Со............... m 

.. p REC DR 
Flint & Wallin P Mts. 1 252 
Hardin-Lavin раву едан о ее we 288 
B. Karol & Бера ч Е Ыл ГА E 297 
Milwaukee Секет P 302 
Standard Sanitary Mfg. Coo. . 53 
Stanley Plumbing & Supply Со......... 291 

FITTINGS—TANK 
F oed варант 129 
Hardin-Lavin Com pany «di ko 8a обе ad 288 
E. Karol & Bons Со..................... 291 
Stanley Plumbing 2 Supply 2 dp 295 
c FITTINGS TOILET. A 

mmer Spring Hinge Co............... 
CLS ͤ ͤ „2 129 
Hardin-Levin Com pany 3 288 
B. Karol & Sons Со..................... 297 
Standard Sanitary Mig. (DOCE Ao FNR 53 
Stanley Plumbing & upply Co.........295 

. BATHROOM 

Andrews Heating Piao saves ад 
Excel ора Cabinet Со, I EM NR. 255 
Hardin-Lavin Company ................288 
Hart & Hegeman Mfg. DR. rere ванае 
B. Karol & Sons Co......... Е, RTT 
Lloyd Floor & Wall Tile Co. — nA v; im sa 289 
Paramount Шоссе с — . . 200 
Standard Sanitary И. COs seo mas 2 wpo sa D 
Stanley Plumbing & Supply C€o.........295 
Trim Corporation ........ dde dox wd 
у g Sanitary Mfg. Co........... . 149 

FIXTURES—ELEVATOR 
Richards-Wilcox Mfg. Со...............6-7 
Sedgwick Machine Works............. ..224 

FIXTURES—LIGHTING 
— nt Tile - reo u 
egeman Mfg. Co........... ae 
Paramount Eleetrie Co..................290 


Pittsburgh Reflector Co................. 
rr ENTINO, SHOWCASE 


Garden atte Pata 2 Mfg. Co. 288 
a 2d 01000009 6 
Pittsburgh h Redector Co. 


65626552525 „„4„„4„„%ük 


FIXTURES—MI 
Metal Cabinet con Me. whe dso eevee 
& Vogt Mfg. Co...... Man rp n 225 


gt 
Lloyd Floor & Wail Tile Co.. 1 . 2 


FIXTUBES—PLUMBING 

Andrews Heating Со....................248 
S. Cheney & MC ee | 
8 m d —— „И зү ade PE 

A. Ebinger Company.............. . e 255 
Hardin“ Lavin Company ...... 9 ....288 

Каго Sons rA Reduce Se . 201 
Standard Sanitary Mfg. Co.. PEY 
saor Plumbing & Mg U. Co.. .. 291 

Wheeling Sanitary Mfg. Co...... uice Г] 


FI XTURES SCAFFOLD BEACKET 


Donley Bros. у eee „ 
Elite Mfg. Co................ .. 201 
Fairbanks, Morse & Co..... » 124 


Hubeny Brothers, Inc....... ...191 
Richards-Wilcox Mfg. Co.. kee a rare \ 
Steel Scaffolding Co.....................189 


FIXTURES—STO 
Garden City Pating гі МЄ. . 
Knape & Vogt Mfg. Coo 
FIXTURES—WARDRORE ` 
A. S. Aloe Co...........-. NEL 
The Chas. Fischer Sprin > eMe d 
Garden City Plating & g. Co...... 
Knape & Vogt Mfg. E 


FLAGGING—SLATE 
Slatington Slate Co.. M 
Slatington-Bangor Slate &yn., Ine 
The 8 Aenean «аи Со.. 


зооовоеооавово оо е 


2 


ши H L Bi 


FLAG 
Banks Seal Post rc ccc. 
Cincinnati Iron Ауу = e Ae tcy 
The Edwards 4 
UN uy — X y K, 
E. W. A. Ro 


& iron б0........... 


FLOO 8 
Asbestos Shingle * » Sheathing Co.225 
Johns-Manville Co., 105 


FLOO — —ͤ— MASTIC 


Asphalt Products Cc o а 

The Barber Asphalt Со................., 

Johns-Manville. Ine . М 106 

Malleable дер» SS ee vs es 

ier ce В. Muller. Іпе.............. 9% 
RING—CANVAS 

John Bo | e c TM Uh 250 

FLOO . 

B. Fred Kuhls....... ааа CAMS 103 
Halles ble ل‎ EE .... 29 
Franklyn R. Muller, Іпе............... 238 
The Ruberoid Сотрапу................. 157 

FLOORING—FIREPROOF 
Genfire Steel COo .. wae ‚ 2 
Kalman Steel Со..................... "me 
Franklyn R. Muller Co., Inc............ 238 
Truscon Steel Co................. 44-251-297 

FLOORING—HARDWOOD 
The Cromar Сотрапу................... 146 
Oak Flooring Bureau.................. . 234 

FLOORING—MAGNESITE 
Franklyn R. Muller, Inc................ 238 

FLOORING—OAK (Factory Finished) 
0 E A A „146 

FLOORING—RUBBER TILE 
The Goodyear Tire & Rubber Co........ 213 
Wright Rubber Products Co............ 254 

FLOORING—SLATE 
Slatington Slate Coo 292 
Slatington-Bangor Slate Sun. г 7 ЖИНИ 296 
Structural Slate Co........... 5 cV. 218 

FLOORING—STEEL 
International Steel & Iron Co........... 240 
Truscon Steel Co.................44-201-297 

FLOORING—TILE 
Associated Tile Mfrs., Ine 1351 
Lioyd Floor & Wall Tile Co............ 289 
Tile-Tex Co. +000000 0 POORE 
Wright Rubber Products Co........... 254 

FLOORING—WOOD 
Oak Flooring Bureau . ne 
Weyerhaeuser Forest Products. .. 18. 128 

FLOOR BRIDGING—See Bridging 

FLOOR CMISELS—See Chisels 

FLOOR COVERINGS—See Coverings 

FLOOR D IN Г) 

FLOOR FINISH—See Finish 

FLOOR GRINDERS—See Grinders 

FLOOR HARDENERS—See Accelera- 

tors, Cement 

FLOOR HINGES—See Hinges 

FLOOR PLATES--See Plates 

FLOOR POLISHING MACHINES— 

Вее Machines 
FLOOR REGISTERS—See Registers 
FLOOR SANDERS—See Machines, 
Floor Surfacing 

FLOOR SCRAPERS-—RSeo Machines, 

uctus 

FLOOR SURFACING MACHINES— 


FLUE—T 

PIS орсноо Doors 
ATES-—See Gates 

FOLDING PARTITIONS Bee Parti- 

FOOT. "BA THS—Seo Baths 


FORKS— 


лале Machinery Co... Н I. 


8. Cheney & „= bust tron 
F. E. Myers & Bro. Co............ 
Stimmel Winch & Machine Works... speed 
Universal Hoist & Mfg. Co......... 
FORM CLAMPS—See Clamps 
"— 12 MOLDS—CATCH 


Concreta È Equipment Co. *e9259099069009944 72 

Metal Forme . . . . 4 7 

The Miles Mfg. *9*09690200900ó9000690099 s 
терш UE Сам MOLDS—CEMENT 


e 
Concrete. Equipment Co — 


H. Dunn r 2 
Miles Mfg. Co.. бы. 
Zagelmeyer Cast ‘Stone Block Mchy. Со, 


FORMS AND MOLDS—CHIMNEY 


oe uipment Co................. : M 
E. Duns 1 ad 


Dunn Mfg. Co................45- 
Mien Mfg. Coo 66 44% c 
FORMS AND MOLDS—COLUMN - 
Concrete Е uipment Co.... 6% % „%% %%% %% „ ово m 
Ha;tmann- nders Co.. %%% % %%% „%%% %%% „% 
Kalman Steel Co. se000009909900920652000649008 
The Miles Mfg. Co. e*0e9000900006000606090001 
The Ruberoid Co . 7 


тений, ла MOLDS—CONCRETE 


A. 8. Aloe Co. ment & +000060000006. — 92 
Conerete — S . 287 


Lloyd Floor & Wall Tile ёш! ЖИИ _ 


R. Dunn Mfg. Co. 48 
een 
— Cast Stone Block Mehy. 60.288 

FORMS AND MOLDS—CONCRETE 

CONSTRUCTION 
A. 8. Aloe Co.. e % % % % „„ әй ә а ж ЫШ 
Kalman Steel Со 


09..f ve 


Metal Forms Corp 4 em 187 
The Miles Mfg. Co. 188 
The Ruberoid" Company. .... „зале VUE oo 101 
Truscon Steel Co........ wad sàn eed 44-251-291 


FORMS AND MOLDS—CULVERT 
Concrete Equipment Coo 


Metal Forms Corr NC 
Truscon Steel Co.. 44-251-291 
— INED MOLDS—CURB AND 
Lloyd Flor Tt all Tile OG. ves 290. 
Metal Forms Cord .. 181 

FORMS AND MOLDS—DRAIN TILE 
Concrete Equipment Co............ cone 
Dunn Mfg. Co....... РОР vus d 45-185 . 
Miles М F "A 
FORMS AND MOLDS—FENCE POST 
* tay Equipment Coo. 
W. рала. С еар MEM S 
Mile Hig, OX...» 2 csse dinra un а» 
FORMS AND MOLDS—-ORNAMENTS 
сене p me S G * 
жї Ig, On голь аон 45-153 
Miles. F "NO 
FORMS AND MOLDS—SEPTIO TANK 
Metal Forms Corp............ mt 
Mills Mig. Сө...» еее; "IP 


FORMS AND MOLDS--SEWER PIPE 
Concrete Equipment Coo... 
FORMS AND MOLDS—SIDEWALK 


Concrete Equipment Со................, 
Hear D {+ “ЖИАНЫН MET 
Metal Forms Corp . 2.563 
FORMS AND MOLDS—SILO 
W. E. Dunn Mfg. Co............ ooo o . 45-158 
Metal oe Corp. SUM Nro air Bs mec . 
Miles хао роуа i 
Truscon ud. соса drei 44-251-207 
FORMS AND eror E . 
А. L Aloe C.. с... „ ...:216 


Concrete Equipment "XT aC 

Metal Forms Corp .. „„ 

Miles Mfg. rn 
FORMS AND * 

Metal Forms Corp. 187 

The Ruberoid Со. 


562 „ „ „ „ „ 0 0 0% 


FOUNDATION "WALL CHUTES—8ee = 


Chutes, 
FOUNTAINS—BUBBLING 


pres Cos merry 

D. A. Ebin Sanitary "Mfg. De. i-is B 
B. Karol & Sons Co.. MESES 
Wheeling Sanitary Mig. | wed '_ 


FRAMES—BLUEPRINT 


A. 8. Aloe A eee — RR 5 


Ch Brunni Co., Ine... . 
a PRAES CELLAR SASH (Steel) 


The Wm. Bayley Company....... EES: "n 


Cincinnati Iron Fence Co. 
Detroit Steel Products Co.. 121 
The Donley Bros. „ % % е „ „ „ % „%%% ; 
Genfire Steel Co. % „ „%% % % eeeee E 
International Steel & Iron Co 2 
Kalman Steel Co. „ % FZ ———‚ꝙ—— о „ „ „„ „%%% 
Kewanee Mfg. COo .. 
David Lupton's Sons [pee 
Geo. L. sker & Co 0. 
Milwaukee кессин С PN: Жа 
Truscon Steel Vu SEIT 

Vento Steel Sash 2 3228 0090996 ewm 
Willis Mfg. Co. % so „ „„ „ „ „„ „% „% „ „ 9*9 
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TOR эр? 


реа ч B rra- H (Wood) 
Frame Corporation........... 
Bradley, Miller & .204 
The urtis 0.. pE e a neas E o NND 
52 
219 


Quooocessoccceccescco 


Pone (Steel) 

Genfire Steel „4 „ %%%%/õ%ũ˖ij i⅛ eg 
Steel Products Coo. 
international Steel & Iron Co........240 
Kalman Steel Q0. e 900920299 6299029 
New York Kalamein Co. 
Richards-Wilcox Mfg. г. ә» "222295 6-7 
Truscon tee. Со... еоеоооовотоф о о 

S—DOOR (Wood) 

Andersen Frame Corporation....,...... 99 
Bradley, Miller & Со................. 5 
The Curtis Cos. „2 „ „ „ „„ „„ „ „„ F 
Hartmann Sanders CO. .qg . 74 
FRAMES— HOUSE | (Steel) 
FRAMES—SASH (Steel) 
International Steel & go m M 
Kewan anee g. 0. a e REE ШЙ 
perd, heker Co. 

8 е e „ „% „% „% „% „% „%% „%%% % „%ß0„H 65 „ 
EN Corrugating Co..............302 
Richard- Wilcox gp Co.. webs t 
Truscon Steel Coo 251-297 
Willis Mfg. Co....... 

S—SASH (Wood) 

Andersen Frame Corporation.......... 99 


B/. 


Bradley-Miller & Co 29232 „ „„ „„ „„ „„ „6 „6 ERAS C 
Cur tis Cos. 020029060 +000620 10 %%% % % „% „%% „% „% „„ „% ees 
Trimpak Corp. эдек» ен Ака» ева «а 
FRICTION CLUTCHES—Seo Clutches 
FRONTS- STO ORE 0 
International Sicei & Iron Co. 40 
The Kawneer Tia COE NONEM kaa 47 
Geo. L. Mesker Co........ ELT ee 243 
waukee Сок; vo AUS Fes ЕЕ 302 
Structural Slate Co 218 


g Systems 
FURNACKS—WARM AIBR—Seo Heating 


NACE (CE CLOOKS—See Clocks 
FURN NS—See e" 


FUBNISHIN олен 


A. 8. Aloe Co..... Уна aa aA НА ...216 
Chemical Tolle Corp.... 6 
8. Cheney & M Lace in тараг aoa 244 
The Donley Bros. Co. ..121 
Kewanee Mfg. aw UR л Rua fe еа wie hae’ bas 238 
Peerless Mfg. COOoo 223 
Readybuilt roducta [ss rr Mh ete opm M 
Structural Slate Co. 218 
n 135 
Curtis Companies ..................... 
G. I. Sellers & Boné-C0: irish rorem nno 137 
FUBNITURE--DRAFTING ROOM 
ne . сае д 216 
Chas. Brunning Co, 1пе................ 296 
Warren-Knight Co 295 
FURNITURE—SCHOOL 
E. W. A. Rowles Co...... Sus Va Fike QA AE 215 
SLM Corrugeting CO ;...802 
waukee Corrugating er LS 
Truscon Steel Co............ ...... 44-251-717 
FURRING NAILS—Seo Nails 
FUSE PLUGS—See Plugs 
ANIZED NAILS—Seo Nails 
GANG SAWS—See Saws 


8 
GANGSAW EDGERS—See 


2—4 — uf E Sid idi — 
waukee Corrugatin . 
Truscon Steel Co. n ‘ -— „ 
GARAGE DOOR 
сама DOOR BOLTS—Seo Hard- 


e, Garage 
GARAGE DOOR HANGERS—See 
Hardware, Garage 
GARAGE DOOR HOLDERS—Seo 
Holders 
мк ا‎ DOOR OPENERS—Seo 
GARAGE E ELEVATORS—See Elevators 
GARAGE HARDWARE-—8eo Hardware 


GARAGE HEATERS—See Heaters 
GARAGE WINDOWS—See Windows 
ERS—See 


S—Ses Recelvers 
GARDEN AND LAWN FURNITURE— 
See Decorations, Garden 
ر‎ rami HANGERS—See Fixtures, 
ar 


LOGS—See Fireplace 
— mA RANGES—See Ranges 
GASOLINE PUMPS—See Pumps i 
GATES—BIN 
Chain Belt Co............ 3 
Ransome Concrete N Go. 181 
GATES—E 


Sidney Meyers. Mfg. G 


GLASS 
- International Steel & Iron Co... 


GATES—FOLDING 

Cincinnati Iron Fence Co + това DE 

International Iron & Steel Co..........240 

Geo, L. Mesker & Co...................243 
GATES—IRON 

American Chain Co.............. — | 

Chain Belt Co.............. voco osos 00-188 

Cincinnati Iron “Fence Co...............292 

International Steel & Iron Co..........240 

Geo. L. Mesker & Co . 343 
GATES—WALK 

American Chain Co................. ... 38 

Chain Belt Co.............. secos ese 00-188 

Cincinnati! Iron Fence Co............ » 202 
GATE HINGES—See Hinges 
GAUGES—BUTT 

The Stanley Work 38 
GAUGES—MORTISE 

The Stanley ЎУЎогш..................... 98 
GAUGES—SAW 

Henry Disston & Son..... мефа © 

Huther Bros. Saw Mfg. Co............. 

Ralph M. Kennedy....... Fe aap es 


са og A apa 


GENERATORS GAB 
Gas-O-Gen Corp. ............ r 


Fairbanks, Morse & P 


GLASS— PLATE 
Excel Metal Cabinet Co., Ine ..255 
International Steel & Iron Со..... em 


GLASS—PRISM 
International Steel & Iron Co.......... 210 
Warren-Knight Co. ................. „„.296 


GLASS—SIDEWALK 
International Steel & Iron Co....... ..240 


GLASS—WINDOW 
Adamston Fiat Glass Co...............294 
International] Steel & Iron Co....... ex 


WIRE 
GLASSES—LEVEL 
Warren-Enight CO. ⁊ 295 


«Compe ` n 

om 
LUEPOTS—ELECTRIC 

The кР & Decker Mfg. Co...... „ 

Heston & Anderson Co ‚250 


GRATES—AIR 
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Mesker 2 
International Steel & Iron Co......... 240 
Milwaukee Corrugating Co............ . 298 
TES—AREA 


GRA 
Cincinnati Iron Fence C 
Consolidated E 
Geo. L. Mesker & Со................... 
International Steel * Iron ee 240 
GRATES—CELLAR WALL 


Cincinnati Iron Fence Co. 
Consolidated Expanded Metal Co.. 
Geo, L. Mesker Renan E a8 
Donley Brothers Co.. 
International Steel & Iron Co........ . 240 
GRATINGS—IRON 
Cincinnati Iron Fence Co.............. 252 
The Edwards Mfg. Co..... . 
Geo. L. Mesker & Co. 22655249 
International Steel & Iron Co......... 240 
GRATINGS—ST ag ЯЙ 


Cincinnati Iron Fence 
1 Е 


GRATINGS—WIRE 
Cincinnati Iron Fence — Renn e e | 
Chas. 18 Springe 
Geo. Mesker & 
OUAVEL SCREENS 850 Screens 
— HEATERS—See 


oc (rar 
The Edwards Mf 


RILL 
Cincinnati Tron Pe Co 
Garden City Platin ating & & eas 
Geo. L. Mesker & rnm ә 
International Steel & Iron Co......... 
GRILLES—VENTILATING AND 


HOT AIR 
Donley Bros. Co.. 
Consolidated Expanded Metal CO. 
Hess Warming & Vest. Co.. " 
— Corrugating Co.. aq Caray tri 


Associated Tile Mfg. Assn... 151 
GRILLES—WOOD 
Milwaukee Corrugating Co..............902 


*«s.2200022929 


„ „ „ „„ 8 „ „„ е. 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


AMERICAN BUILDER (Covers the Entire Building Field) 2067 


BINDERS—DIS 
Combination Woouworking Machine Co.219 
CE Machine Co.f 291 
Porter М, Kennedy os. ssecs esi Ок desi 
* Machi ne 2 22 296 
S sss e e eee 


Heston & Anderson 0 
Richards-Wilcox Mfg. C. sse errr ! 
3 Machinery Co. Q . 24 
J. D. Wallace & Co.. 


p DSTONES 
Richards- Wileox Mfg. Co. есоооововое о .6-7 


GROOVING SAWS—See Saws 
EMENT 


2 „%%% %%% „„ „6 


GROUTERS—C 
A. 8. Aló COs. o. voor coe weeks 216 
Anti-Hydro Waterproofing Ga. vs cases aO 
Genfire Steel Co......... HE neh о. 
Jaeger Machine Co................. s... DÀ 


Ransome Concrete Machy. Co.......... 


GROUT Mixers 
GUARDS—DOOR 
MESE Oo di cecus eei rin PAS 212 

Cincinnati Iron Fence Sx Thee ONES .252 
Consolidated Expanded Metal Со....... 30 

F 5 
Garden City Plating & Mfg. Co....... ..292 
IM — * Iron Co..........240 
Geo! * Mesker". & S5 ete tas Solel coped . 243 
Sargent саз же «4 Nee . 20 

DS—JAMB AND CORNER 

Cincinnati Iron Fence Co........... "mm. 


GUARDS—LAMP 
Consolidated Expanded Metal Co. 
GUARDS—RADIATOR (See 
Enclosures, Radiator) 


GUAEDS—SAFET TY 
American Sawmill Machy. Co....... 176-177 
Cincinnati Iron Fence Co.............. 
ر‎ rg — Metal Co...... 30 
Crescent 249 
Jones Su 
Truscon 


— — 
American Sawmill Machy. Co. 176-177 
Cincinnati Iron Fence Co.............. 
Consolidated Expanded Matai Co...... 80 
Crescent Machine Co................. 249-291 
Crowe КИНГ ла, dics va Ke арау 
Heston & Anderson........... „эе ve .250 
Hutchinson Mfg. $ Р 
Huther Bros. Saw Mfg. A 257 
293 
252 


Jones Superior Machine [e ч УШУЛ а 


GUARDS—SKYLIGHT 
Cincinnati Iron Fence Co........... sow d 
Consolidated Ex x Metal Co....... 30 


The Edwards Mfg. Co.......... »» 201 

Geo. L. Mesker & с6° Vnd beca a iuo e DOR ».243 

Willis Mfg. Co........... ee cae «eos» » 200 
GUARDS—SNOW 

The Edwards Mfg. Со................... 291 

David Lupton's Sons Co...... "— T 

Wheeling Metal & Mfg. Co....... "vi ue 

ARDS-—W. L 

Cincinnati Iron Fence Co 262 

Donley Bros. Coo 

International Steel & Iron Co........ «240 
GUARD WIN 

American Chain ke page eo 4» dd ORES 33 

William Bayley Co........... 

Cincinnati — ence Co.. » 202 

Consolidated Expanded Metal Со........_$0 

International Steel & Iron Со..........940 

Geo. L. Mesker & & Sate avons ee И 

E. W. mows E ...915 

r 280 

GUID LETTERING 

A. 8. Aloe Co.............. mem cl, 

Warren-Knight Co. ........ wary 
GU FIR 

Weyerhaeuser Forest Products..... 18-19-32 
HAMMERS 

p AA A HEC ...216 

The Stan Works.............- 4 


„awards . 291 
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HANGERS—GABMENT—See Fixtures, 
Wardrobe 


MANGERS—PARTITION 
Consolidated Expanded Metal Co........ 30 
Ricbards-Wilcox Mfg. Со...............6-7 
NANGERS—PIPE 
Crane Co. Р дз E Saka d 129 
The ‘Edwards — co ane cs ays 5 
Garden City Plating & Mfg: 00. . 111292 
Hardin-Lavin — د ا‎ S 7 
gape! Bros. Ine quod mW 1 
Karol & Sons Co........... MERO PEEL 
Hirpaakee Cozrugsting eo ETE a can 302 
Standard Sanitary > EE 
Stanley Plumbing & upply {OT 295 
Truscon Steel Co.. ...44-251-297 
Wheeling Metal & Mfg. (s WENN «Рх: .248 
HANGERS—SCREEN 
pere FAW... oso чл» ал» в . . 298 
& F Corbin ee AO RUP AE 
Frants Mfg. AA er . 
F. D. Kees . . 
Knape & Vogt 8 en 
National Mig. C6... .. oreet OS 
The Stanley Workę .. ... 38 
HANGERS—SLIDING PARTITION 
Consolidated Expanded Metal Co...... . 30 
Frants Mfg. Coo. 
Lanebro — 12 »» кън» P AS 
National Mfg. Со................... wk 
Richards-W сох Mfg. N 
HANGERS—SPRINEKLER PIPE 
Truscon Steel Со.................. 44-251-297 
HANGERS—WALL 
American nene PD LL cron Ce ake 14-15 
DOTT YS % n 129 
nape & Vogt... . 225 


HANGING CLOSETS—See Closets 


HARDWARE—ACCORDION DOOR 
National Mfg. C(oů 304 


Lanebro Mfg. Co................ e e eee 256 
Richards-Wi сох |i: E o ME 6-7 
HARD WARE—AWNING 
John Boyle & Co., Ine. 250 
Sargent & Co.. 20 
HARDWARE—BARN DOOR 
Frants Mfg. Co..... T 3 
F. D. Kees м. P этен» S UC s 252 
Lanebro Mfg. Со....................... 256 
F. E. Myers & ar TR SE 291 
National Mfg. Coo. 304 
Richards- Wi E" c ˙ н кае 6-7 
Sargent & Со........................... 20 
HARDWARE—CABINET 
Bommer Spring Hinge Со............. 101 
P. & F. F WEN. SN UU = 


„- MES. O5... cero prout ta erro 
Garden City Plating & Mfg. Co.. 3 


National Mie. Co GR WEN was к 
Richards- Wilcox Mfg. Co.. ...6-7 
Stanley Work . 38 
HARDWARE OCABINET DOOR 
CATCHES 
Hagstrom Mfg. Co. 250 


HARDWARE—CASEMENT WINDOW 
x» com Casement Window Hdwe. >... 
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The. — Hardware Co............ 227 
OS ae A окно ето »4»»»а 155 
Detroit Steel Products Co.......... 140-141 
Frants Mfg. COO eee 3. 
Genfire Steel LU ERA F 52 
Arg. F 250 
26 Lupton = Sons . 
— — ме. Со B W ИМИ veo xn 296 
ПОТУ MIZ. Со......................... 
National Aon AG НА wal wor Sore N wie won w 
Richards- Wilcox Mfg. ‘Co га 
Oscar C, Rixson Co............ 
Sarees & Co........... ee a 
The Stanley Works. 2 38 
Truscon Steel Coo. 
HARDWARE—COLONIAL 
ИЛЛА UM —A „ 225 
P. P4646 n 155 
„ „„ „4 20 
WARE-—DOOR 
DANG bm 64 .220 
Chicas Sp ig ‘Hinge Ser PRU es = 
ЕР, ge (EE 
1 Ма... Tet ерте an d'a 15 
renim Cite Plating % ite: Go ... 
D rom Mfg. Co........ OE 
Kees Mfg. eet) Jer ME . . 202 
Kae & Vogt........ EN WINE 
Lanebro Mfg. C6. ..................... 256 
National Mfg. Co........ боже» dd RE 304 
Overhead Door Corp...................8-9 
Richards- Wilcox Mfg. EL LIST ++ 6-1 
Oscar C. Rixson Co......... VE» va ids e 
pent axo, MP nr OPE "mum me 
ge Lock Co........... XS В 
Stanley Works ....................... . 88 
HARDWARE— ELEVATOR DOOR 
%%% ͤ „ DE |) 
Lanebro Mfg. Co eee 256 
Richards-Wileox Mig. Со..............6-7 


A. Aloe Co. 

Combination Woodwo 
The Crescent Machin 
Heston & Anderson: „Ө ae уңа 
goea Superior Machine Co.. veru 
h M, Kennedy.......... Ж 
Whisler Mtg. И СКГ `1 

HARDWARE DOORS—8See s Dons 


HAY CARHRIERS—fee 
Overhead 
HAY FORKS—See Forks 


HARDWARE--FIREDOO 
Chicago Spring Binge С Co... sev ode s 
P. & Е. Corbin.. 


HARDWARE—GABAGE 
ö 
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pel EHD br st et bel FD he, 
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22 


eese „„ „ „%%% ее € 


"A ls PANE 
„„ "bw 
The Stanley Workõ ee es TP 

HARDWARE—KITCHEN CABI 
. & Е. Mg. 8 


Co 
y Раца & Mfg. C0. 
Mfg Е Со. Е. 


2 
e3 


HEAT 
American Radiator Co........... 
Automatic Elec. — Co 
Hardin-Lavin Co. 


g гт 4.4. 


реча Bes 
American pw v^ qi alee iru `+ 


& Suppiy Co ETRE- Би E 


ab 
p3 00 u тм. 


& t 
The Stanley orks 
HARDWARBE—LAVATORY 


оооеовооеоеовоовеоо ове 


HEATERS—GAS 
American — ve 


CA PRI Hie 
0148,00: '& Supply € 2 
Wheel — Corrugating 5 , 

ERS—GEEENHOUSE 
P ..14-15 


„„ 6 „„ „„„„%%„%„%%% „„ „6 „ „„ ео 


PE 
Standard Sanitary Mfg. ^ Creme: — 


HABDWARE—SASH 
m cn s Casement Window r 
тм e Co. 

J| & Е. Corbin Coo. Td 


MES Radiator 
Automatie Elec, Heater Co 


L-[I^1-.I-L moO 8 


HEATERS-—ROO. 
Ann „е n Monts » 14-15 
Prices ate. 5. — ie Fyn. E 


Eicherds- -Wilcox ^ Mfg. — Aa 


RS—SCHOOLROOM | 
Co 92695939222 [EX . 14-15 


ооооооооев ees eso 0029225806029 


rgent & HEATE 
The Stanley Works American Radiator 
Automatic Elec, Heater - Te A ES 


The Thatcher Co.. 
HEATERS—TANK 


Co.. 44251207 


HARDWARE—SCREEN DOOR 
Bommer Spring Hinge Co 
ee pres 


69269 259 256 „ „6 66 60 


66 „4„„%%%9 


6262292 2 2 „%%% „%%%%„%ßꝓ62/g9dä q 


ts Mfg. Co 
—— city Plating & Mfg. Co...... jae 
C OD gs SEE MM 200  Hardin-Lavin Co. .................... 


HEATERS—WATER 
American Radiator Co 
Andrews Heatin 


6 5265˙22552592ã25ṹOð' „„ 


& 
The 1 Works 
HARDWARE—STORM SASH 
. & F. Corbin 


Mfg. Co 
Garden City ани 


666669559446 


„66 ••„•65•5'H „„„„„60/ũæ 


& 
Stanley Plumbing e 8 1 
The Thatcher m 2 
HEATERS—- WATER 
American Radiator Co 


656256•65255 %%% „„ %% AU ANU mene Coo 


& 
The Stanley Works 
HARDWARE—TRANSOM 
I Casement Hardware Co = 
Сосна M Peer eer n 
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Co. e 
Standard Sanitery Co 
Stanley Plumbing & Supply Co.. 
HEATING PLANTS—HOT WA 
American Radiator C TEB 


K 
American Saw Mili Mchy. Standard Sanitary 


Combination Woodworking Machine £2 219 
The Crescent c 249-291 
Henry Disston & Sons, Inc..... eas 


Hutchinson Mfg. 
Huther Bros. 
Jones Superior Machine Co. CPP ме . 208 
Ralph M. Kennedy.. 
Safe Tool Mfg. Co 
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FUR 
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American Saw "Mili "Mchy. C. i 
W. B. Bo 
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Henry Disston & Sons, Inc.. 
Heston & Anderson.. 
Hutchinson Mf, 
Huther Bros. 
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aw Mig. Co 
rior Machine Co.... 293 


Safe Tool Ne Do iae dese rtr vr eas 
ee 


oe Co 

American Sawmill Mchy. Co.. 177 
Combination Woodworking Machine Co.219 
Ta N Machine Co............249-291 
Hutchinson Mfg. Co., Inc... 

Jones Superior Machine Ar. 
Ralph M. Kenned 
Parks Woodwork 


— PLANTS—STEAM 
American Radiator Со............. ..‹14-15 
Стапе Co. 9 6 „%%% % % % %%% „ „„ 
Hardin-Lavin Co. 

Standard Sanitary 


tcher S 
HEATIN 9 PLANFS—VAFOB вте 4 
American Radiator Qe... i 
Concrete Equipment Со.............. 
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HEATING | PLANTS—WAERM AIR 

FURNACE 

Andrews Heating A 
8 Cheney & . ya Sa 
Hardin- -Lavin res eeu ane 
Hess Warming & Vent. Qi. idi irs ra vnnd 
Holland Furnace Deis ce ava deus oso wis 

В, Karol & Sons r see 
Harve Plumbing & Supply Co....... 
The Thatcher 1 БАС арт 


HIGH TEMPERATURE CEMENT— 
See Cement 
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HINGES—BLIND AND SHUTTER 
P. & F. G ˙⸗ ee 


Prants Mfg. isin os 66 95„4•„ „ „4„„„4„6 
Sargent & иа РУ e*0502090009902090099 
The Stanley Works. $*09009209909002990059299 


HINGES—BUTT 
American Casement мека Hardware 


Co., nude... ооооооооо е 


— en Spring Hinge L 


hicago Spring Hinge Co. Q . 242 
7 & P. Corbi M10) WRTTUTITOTIM 6e „„ „ „ „„ э „% 2 
Frants e909090090020929090999909299529 

pe & Fost’ Mfg. Co e o . 22 
National Mfg. P 9 22 * . 304 
Oscar C. Rixson Co............. ET 
Richards-Wilcox Mfg. Spr deh gg . 6-7 
Sargent & 6 oe 
The Stanley Works. x2 ow, Ж 

HINGES—FLOOR 
Bommer Spring Hinge Co...... ا‎ ET 161 
Chicaga Spring Hinge Co............ . 242 

& F. Cor . "жес l wis s ac а ШЙ 
Frants „ 8 3 
National Mfg. . 
eee eee ee 
Sargent & n .. 20 

HINGES—GATE 
Bommer Spring Hinge Co......... ooo AGL 
Chicago Spring Hinge Co...............242 
реро Iron Fence Со.............. .252 

P, & F. . n 155 
c ˙m‚A¹2ͤ˙ At.ͥ ê 3 
National Mfg. Co............. wu das кач 304 
Richarda-Wilcox Mfg. Co. “каек. 
Sargent & Co n MÀ 
The Stanley УўЎогЁЕй..................... 38 

HINGES—PIVOT 
Bommer Spring Hinge Co..............101 
Chicago Spring Hinge Co.......... . o 242 
Eh T TTT ex e 
Knape & Vogt Mfg. Co................ 
uuu С, Bixsen CO...ocosoconpeveeceos 257 
Sargent & Co........... ie p OR wu ls RR фек @ 

HINGES—SCREEN DOOR 
Bommer Spring Hinge Co........... . 161 
Chicago Spring Hinge Co. 242 
P. & F. e eee жекени» 155 
КАШЫ Ng. c ²˙̃ꝛꝛ¹•˙ͤ —ͤ; илз 3 
Garden City Plating * Mfg. Co. »» 202 
D Breet Mig. CO. erroe rers oto hon 
Kpa =en ъ= 8 „ M 

pe 0 0: deseo adis ж» » PA 
BEEN Mig OQo.ooecerirsescotesooetvs 
BEEN MEN o's сока rene no» rrr rr 20 
The Stanley Work ee ꝗ „ 

HINGES—SPRING 
Bommer Spring Hinge Co.............. 101 
Chieago Spring Hinge Nes orescence 242 
EXE E. OM cans ²˙ аа dew en ауа» eta „155 
Chas. Fischer Spring Co.. vu безек Cokin 230 
Frants Mfg. Co. каал өз AR e P take .. 3 
Garden City Plating * Mfg. Co........292 
F. Kees Mfg. Co. n ..252 
Knape & Vogt Mfg. Co........... ea so o o AAD 
National Mfg. 000000000 6 s alice ents RD 
Sargent & & Co. 6 %%% „%%% „% „%% „%%% „ „% „% „% „%%% „ „ „%„%ꝗ66 20 
The Stanley Works . 98 

HINGES—STRAP 
Frantz Mfg. Co. *92906€90€9*9244*95222592292* 8 
Garden City Plating & Mfg. Co........292 

pe & Vogt Mfg. ae LEE «220 
National Mfg. ov UM ˙ m SEE C 
Richards-Wilcox Mfg. Co.............. 6-7 
The Stanley Work. 
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Stanley Works . 8 


HOISTS—ASH 
International 
. м Mir ros & Iron Co....... NE — 


Richards-Wilcox Mfg. (^ ЖИ ШЫ mr Y. 


k Win h еөз? 
Silent Hoist, Winch & Crane Bone. Bt 


el Winch & Machine Works. 20 


HOISTS—BUILDING MATERIAL 
А. 8. Aloe Lr vain nde oun V ee 
American Cement Machine Co., Inc....235 
American Sawmill Machinery Co....170-177 
Chain Belt C0....................... «06-185 
C. H. & E. Mfg. Co.. n 


Construction — F wate 
International Steel & Iron Co. pe Apre 
Jaeger Machine Co. 
Lanebro Mts. Nl . 250 
mane Ver a PD aby valeo eso se o - 
lutch & Mchy. . r 
Sasgen Derrick Coo. 
Sidney Elevator Mfg. Co. 
Stimmel Winch & hine wares cece 202 
Universal Hoist & Mfg. Co............. .294 
HOISTS—CELLAB 
International Steel & Iron Co.......... 240 
Lanebro Mfg. cm M. Me Жад» ака» dd 256 
— i сох m — ae naire 6-7 
Sed Machine OrkK8........ E 
Sidney Elevator . анте .296 
HOISTS—-CHAIN 


American Chain Co.......... 
International Steel & ".- Co.. 
Richards- Wilcox Mfg. Co...... 


Scott-Bansbach Mchy. 88 ——.—.—.—.—1 
HOISTS—ELECTRIC 

American Cement Machine Co....... ^» 235 
C. H. & E. Mfg. n 
Construction chinery Co............ 27 
dee er Machine Co.. . 

Clutch & Mchy. Co.. «төз өг И 
Richards Wilcox Mfg. Co.. . 0-1 


::296 
29020906 .291 
—— Winch 4 Machine Works. 292 
Universal Hoist & Mfg. Co 204 


HOISTS—FUEL 
Sedgwick Machine Works..... —QÓ ___ 
HOISTS—GASOLINE 
American Cement — Co. Q . 238 
rr ae с Й 
Fairbanks, Morse & R 
Conn Machy S 
Hone Machine Co............ . 31 
Lang ee 232 
Guten & Mchy ca + ‚288 
CRX Elevator Mfg. Се iba eX» ару 290 
Sidney Elevator Mfg. Co.......... MEX 206 
Stimmel Winch & ba Works..... 292 
Universal Hoist & Mfg. Co. 294 
HOISTS—HAND 
ооо „ 
Lanebro Mfg. Co.............. 
Richards- Wilcox ^ Mfg: Со.. 
Sasgen Derrick Co......... 290 
Sedgwick Machine * a SR СУР. ТЕ ...224 
Sidney Elevator Mfg. Co...... aro, ok wae 
Silent Hoist, Winch" & кыЛ o NX 
Stimmel Winch & Machine Works 23 
HOISTS—HAY (See Ferks, Hay) 
HOISTS—INVALID 
International Steel & Iron Co..... e000 240 
Sedgwick ae nang * ... 224 
Sidney Elevator Mig. OO. ea ce ..296 
Stimmel Winch & chine Works......292 
HOISTS—BOPE 
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Lanebro Mfg. Co. 2020205 0020000000000 020 6 
Sedgwick achine ns 
Sidney Elevator Mfg. Co. 
Stimmel Winch & chine Works......292 
HOISTING BUCKETS—See Buckets 
HOISTING CABLES—See Cables 


HOISTING CHAINS—See Chains 


HOLDERS—DOOER 


Bommer Spring Hinge Со..............161 
P. F. Cor ae eeseeceseeeseeseneeoed 
Door Operators NEE EEE ар 
Frants g. 
National Mfg. Со..... зоорооооовоооооео те о 
Richards-Wilcox Mfg. Co..... — 9923 
Oscar C. Rixson CO. 
Sargent t & n „ % % % % „ „% „% „% „% „%.„dꝛꝙ es . 20 
rrick 
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HOLDERS—DOOR CHECK 
Bonang t Spring Hinge Co.............101 
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Richar c ten 9... 1 
Oscar C. Rixon ^ cs nap O ch 


Sargent & Co 


HOLDERS--GABAGE DOOE 

E т Operators @009:::::: atte sino a уйу E 

oor rs CUM. pana vac wie dn rem 
Frants Mfg. 8 
National fg. (icio *99999990999099099 
Richards-W сох Mfg. ©. eee rera asd 
Oscar ©, Rixson rene 
Sasgen Derrick GG ꝶꝶ ... „ 
The Stanley „ „ö 15 
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AMERICAN BUILDER (Covers the Entire Building Field) 269 


HOLDERS—SASH 
Casement Window Hardware 


Decr ar ern dd stadi: Us HE 
x тоба с: ле E 


Нагатаге і Mig. CO. «nis oorr a 
Safe Tool Mfg. орен SG I 


HOLLOW BUILDING BLOCKS—See 
Blocks 


HOLLOW METAL DOORS—See Doors 
Кеа MORTISING CHISELS—See 


HOLLOW TILE MACHINES—See 
Machines 


HOOKS—CEILING 
oom Produets Có......... c „ o o е ED 
& Е. Corbin. 6 6 % % % % ee eee ов ә о. 
* & Co.. *«*906609090209920290920920090902920060*99 
———— (See Tresties) 
HOT AIR GRILLES—See Grilles 
HOT War HEATING SYSTEMS— 


HOUSES—STEEL FRAME 
Steel Frame House Co. 

HOUSE MOVING CAPSTANS—Bee ` 
Capstans 

HOUSE MOVING JACKS—See Jacks 

HOUSE MOVING BOLLERS—Seceo 
Rellers 

HYDRATED LIME-—See Lime 

ICE CHESTS—See Refrigerators 


INCINERATORS—CHIMNEY FED 
Kellogg-Mann Co. 


Kerner Incinerator Со................. 127 
INCINERATORS--PORTABLE 
E10 See 2:5 4 wore байы 21 
American Radiator Со.......:........, 14-15 
Home Incinerator Co................ . 222 
B. Karol & Sons E dé ч теже >т 
Kerner Incinerator Со......... RS 127 
8 Corrugating Co.............. 20 
IANA LIMESTONE 
ња Limestone Co................ 16-17 
INKS—DRAWING 
A. 8. Aloe — ea. presen a S 02. 216 
C B UE CUN MEET 298 
Warren- -Knight F 205 
INSERTS—CONCRETE 
Ackerman-Johnson Co. ................ 216 
J. QUIS eer eqesoson qe cr» qiue v 171 
'The Donley Bros. Co........ көг roe 121 
Genflre Steel Co............... ЕРЕ" = 
Kalman Steel Co....... MNT ATO NPCs 
Truscon Steel Co............ .. 281-297 
INSTRUMENTS—DRAWING 
E41 wu 
Chas. Brunning Co., Ine * . 290 
Warren- Knight Co. .................... 295 
David White Co. Inc..... ——————— 
Wissler Instrument Co.............. . 291 
INSTRUMENT—SURVEYING 
A. 8. Aloe 6 3 % O 000000006 0060 6 216 
The L. Beckmann Co........... ۰9288 
Geier & Bluhm, Inc... . s 0208 
Warren-Knight Co..... e o «253 
David White Co...... ..230 
Wissler Instrument Co........ PDS 


INSTRUMENTS—TELEPHONE 
American Telephone & Telegraph Co...298 


INSULATING ROOFS—Seoe Roofs 


INSULATING TS—See Felts 
INS L Lumber 
INSULATING PAPER—See 


INTERIOR TRIM 
INVALID HOISTS—See Hoists 
IRON—ARCHITECTUBAL 


Cincinnati Iron Fence Co...............202 

Geo. L. Mesker & Co. UU EMEN C C 
IRONS—ANGLE 

Brasco CES. VITRO 

244 

$0 


S, Cheney '& Son....... Xt Erde 
Consolidated Expanded ` Metal: 

The Donley 8. Co. eee TOT. 
inteenational Piel & Iron Co.......... 
Kalman Steel Со...............,...,..... 
Kewanee Mfg. Co. 6 „%“ „ о 66% „ee 
The Macom Steel С 


C0... 
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82888888 


Geo. L. Mesker & 0. 02002000 оса воаорь ооо о о. 
Richarda- Wilcox Mfg. Co....... xed 
Sargen t & Co.. "***75?509€90682hb$*77060520* 


The ж?з Works..... — 38 


pon quanmo 
A. Aloe = LEE EEE] „ 
Breshot Mfg. Co OU MCN e 00555288-4 


IBONS—PLANE 
Sargent & Co "9999 +50 0 0ооозововоороовоо о 20 
Stanley Work . 38 
 IRONS SOLDERING 
Everhot Mfg. Co *9999909?22309000080$209$0* .288-294 
Milwa ukee Corruga ting neee 
Stanley Plumbing à * Supply Со.........295 
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ON DOORS—See Doors 
GS—See Gratings 
IRONING BOARDS (Built-in) See 
Boards, Ironing ч 
JACKS—HOUSE MOVING 


Stimmel Winch & Machine Works......202 


JACKS—LADDER 
А. 8. Aloe 8 . 7 O 


The Insulite — 
Richards- Wilco у + S NM ME 
Steel Scaffolding тете 


JACKS—TELEPH 
American Telephone 2 ‚Жн Со..298 


JAMBS—DOOR (Steel) 
Lu Steel Iron Co.........240 


.; po EID TRE 


Kalman Steel 
David Luptons Sons C 
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0. „ 6 6 6 00 ee 
Geo. ut d eee ÉD 
New York Kalamein Co.. 

Truscon Steel 00... 44-21-2007 


"uo HUMOR ле сеа съъг е: C 
Hartmann-Sanders Со. ................174 
Trimpak Corp. ............ . : 447 
JAMB GUARDS—See Guards 
AMB NALLS—S ails 


J ee N 
JIG SAWS—See Saws 
JOINTS—CONTEACTION 
Genfire Steel Co.. & 52 
Goo .. 28 
Malleable Asphalt C0.................... 29 
Milwaukee Corrugating C0.............302 
National Steel Fabric Co............... 165 
Truscon Steel Со.................44-251-297 
JOINTS—EXPANSION 
Crane Co. ........ 3 e 


Kalman Steel CO0o0O0o ĩ 28 
P 
Truscon Steel Co........ г 44-251-297 
JOINT FILLERS—See Fillers 
JOINTERS—Woodworking 
American Sawmill Mchy. Co. 176-177 
W. B. & J. E. Boi ce e ھا اا و‎ 
A. 8. Aloe Co......... F 
Combination Woodworking Machine Co.219 
The Crescent Machine Co...........249-291 
De Walt Products Co. L 11 
Henry Disston & Sons, Ine „109 


Galimeyer & Livingston Co........ 

Heston & Anderson 250 
Hutchinson Mfg. Co., I wei dieci 77 
Jones Superior Machine Co.............293 
Ralph M. Керпейу.....................290 
Кеме Machine Coo . .287 
Master Woodworker Mfg. Co........... 
The Parks Woodworking Machine Co..257 
Safe Tool Mfg. Co....... E 
Scott-Bansbac Mr. Сесе» mme е 
The State Mfg. & Eng. Co........... oe 217 
4. A Walete & Co... cccccvcscccvcces 185 
Wa — — Fork . ò 18 
Wh . curse spe сан оное бое an 


296 
Pe. سے‎ Machinery Co. Inc......181 
JOINTER HEADS—See Heads 
JOINTER KNIVES—See Knives 
JOISTS—EXPANDED 
Consolidated Expanded Metal Co........ ‚ 90 
Kalman Steel COOoOoOoOo. 
Geo. L. Mesker & Co.......... coe 243 
JOISTS—PRESSED STEEL Da 
International Steel & Iron Co..........240 
Geo. L. Mesker & C(OOo.ͥ 243 
Truscon Steel Co.................44-251-297 
62 
28 
236 


у? 
* 


JOISTS—STEEL 
Genfire Steel Co 
Kalman Steel 
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ms Co. . 28 
KITCHEN CABINETS—See Cabinets 
KITCHEN CABINET HARDWARE— 


See Hardware 
KITCHEN FANS—See Ventilators, 
Kitchen 
KITCHEN PUMPS—See Pumps 
KITCHEN SINKS—See Sinks 
KITCHEN UNITS—See Cabinets 
Kitchen 
KITCHEN: VENTILATORS-—See Ven- 
tilators 
KITCHENETTES 
Ma Steel Cabinet Co.............. 
G. I. Sellers & Sons Co.................. 


KNIVES—BAND 
Henry Disston & боза, Ime... ry ore 
Mfg. 


Ниет Bros. Baw Miz. GO 


Jones dp — Machine Co............. 
h M Kenned "Mob Ce. =. л... 
Par Woodworking Mec 
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KNIVES—CIR CULAR 
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$ Bros. iw Mig. Co. Ine 
Superior Mach с рь wes ses 
M. Kennedy. 
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Parks Woodworking Mch. Co 
3 D. Wallace & 


Classified Directory and Buyers' Guide 


А. 8 doe Co i Mal 6 
p rican Sawmill | bg ВОХ 176-177 
Combination Woodworking Ma chine Co.219 
The Crescent chine Co............ 291 
Henry Disston & Sons, Inc.............109 
Heston & Anderson 
Hutchinson Mfg. ö 
Huther Bros. Saw Mfg. Co..............251 
Jones Superior Machine Co............. 
Ral h M. Kenne — Wile pcan QuapdZ2b aah 
Parks Woodworking Mchy. Со..........257 
Safe Tool Mfg. "rrr 
Wappat Gear Jic nr 


KNIVES—MOULDING 
American Saw Mill Machinery Co..176-177 
Combination Woodworking Mchne. Co..219 
The Crescent Machine Co............249-291 
Henry Disston & Sons, Inc.............109 
Heston & Anderson. 
Hutchinson Mfg. 1 
Huther Bros. Saw Mfg. Co., Ine 27 
Jones Superior Machine Co. 
Ralph M. Kennedy 


Parks Woodworking Mch. Co. 27 

Safe Tool Mfg. Co. 22 
KNIVES—PLANEB 

A. 8. Aloe Co. 0.6 6 „ 6 %%% % „%% „ „ „%., „% 0002960 6. 

American Sawmill Machinery Y WM I EG 

Combination Woodworking chine Co.219 

Crescent Machine Co................2490-291 


Henry Disston & Sons Co..............109 
Hutchinson Mfg. Co., Ine 
Huther Bros. Saw Mfg. Co., I Ine 287 
Jones Superior Machine Co............ 
Ralph M. Кеппейу...................,,, 
Parks Woodworking Mch. r abite S 
Wappat Gear Works.............. eene 


LACQUERS 
The Sherwin-Williams Co.............. 28 


LADDERS—STORE 
The Marschke Coo ꝗ . 200 
Richards- Wilcox Mfg. Co. . 6-7 

LADDERS—SWIMMING POOL 

LADDER BRACKETS--See Brackets 

LADDER JACKS—See Jacks 

LAMP GUARDS—See Guards 

LAMP LOCKS—S8ee Guards, Lamp 
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LATCHES—See Mardware, Door 

LATCHES—SECRET DOOR 
Hagstrom Mfg. Со......................250 

LATH—EXPANDED METAL 
Consolidated Expanded Metal Co....... 30 
Genfire Steel COo . 52 
penat p. & Iron Co...........240 
Kalman Stee FFP 
Lloyd Floor P Wail i Пе Co............289 
The Macomber 8 Co 85 362 
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Lloyd Floor & Wall Tile Co............ 
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International Steel & Iron Со.......... 
Kalman Steel CX СИРО 
Macomber Steel C00o0o0o 
Milwaukee Corrugating Co............. 
National Steel Fabric Со............,.. 
Northwestern Expanded Metal Со....,, 
Truscon aee ít DIT s ot per 551: 
LATM—SHEAT. 
Consolidated” нга. беш! Co....... 80 
& Clarke Co........112 
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LATH—WOOD 
Shevlin, Carpenter & Clarke Co........ 
Trimpak Co DAP. neee 
Weyerhaeuser Forest ucts.... 
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LAUNDRY DEYERS—See Dryers . 
LAUNDRY TRAYS8—Bee Trays 
LEADER GLASS—See Glass * 
LETTERING GUIDES—See Guides 
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LEVELS—CAEPENTERS’ 
A. 8. Aloe De MERI Ne 
Chas. Brunning Co., Ine... 
Henry Disston E: Bons, Ine . 
Geier & Bluhm, Ine . 4 
The Stanley Works cv. 
Warren-Knight Со. ............ „ 
David White Co. 3 
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A. 8. * CO 
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LEVELS—LINE 
А. B. ДИБ СФ.» г» зу 
Henry Disston & Sons, Ine. 
Geier & Bluhm, Inc............ ё 
Lioyd Floor & Wall Tile Co..... 
The Stanley Works. „ 
Warren-Enight Co. ............ „ 
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LIGHTS—PRISM ; 
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Genfire Steel Со........................ 
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Consolidated Expanded Metal Co....... 30 
ee 
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Truscon Steel Co.................44-201- 
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Wheeler Osgood Со..................,, 
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ОП, BURNERS—See Heating Systems 


OPENERS—DOOR (Electric) 
" 3 c 8 

т Operators Cord 
Door Op Door PF 
Richards- Wilcox Е. С 

„ Gene DOOR 

tors Соғтр................,..290 
с Door Corp.. . 8-9 
(2 . 


.. 


Richards-Wilcox 
FOR ADVERTISERS’ INDEX SEE NEXT TO LAST PAGE 


[April, eL 


OPERATORS—SASH fiu. 


vll MEMOREM NAM — 


Genfire Steel C „„ ET A 
International Steel & Iron Cb. руа. 
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The Edwards Mfg. Co.................,991 
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Milwaukee Corrugating Co..............902 
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Clinton Metallic Paint Co....... 289 
Sherwin-Williams Coo. Q: 222 
— Steel Со.,...............44-251-207 
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Warren-Knight Co. ..... Желек da bina 
David White Coo 

PAPER—EMERY 

Behr-Manning Согр......................197 
кше, IMS t£ 


s APER GARNET 
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The Ruberoid Co............ 
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Behr-Manning Corp. 
Clarke Sanding Machine Co... 
Electric Mor Machine Co... 
National Sand ng Machine Co А 
Parks Woodworking Machine гах 201 
Porter-Cable Machine Co. 106-297 
Safe Tool Mfg. C 
PAPER—WALL x 
Linerusta- Walton Co. ..................208 


PARTITIONS—ASBESTOS WOOD 
Asbestos Shingle, Slate & Sheathing Co. 22 
Rternit, Incorporated.................... OF 
Johns-Manville, Ine. • . 105 

PARTITIONS—EXPANDED METAL 
Consolidated Expanded Metal Co....... 
Kalman Steel Сошрапу................. 
Milwaukee r cnaisg r 
Truscon Steel COO... . 244-251 

PARTI TIONS—H OLLOW TILE 
Miles Manufacturing Co.. . 1383 

PARTITIONS—METAL 
D. A, Ebinger Mfg. Coo 255 
David Lupton's Sons Co.. 
Milwaukee Corrugating Co............. 
Truscon Steel Co................44-201-297 

PARTITIONS—METAL LATH 
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Slatington Slate pte 
Slatington-Bangor Syndicate, Inc......206 
Structural Slate Co 218 
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American Chain Co., Ine. 
Cincinnati Iron Fence Co 
International Steel & Iron Co............2 
National Steel Fabric Co................105 
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ی‎ Forest Products.......18-19 
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PARTITION TILE—See Til 
PASTE—DRAWING BOARD 
А. S. Aloe Сошрапу.....................216 
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Sherwin-Williams Со..................... 28 
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Chain Belt Сотрапу.................55-198 
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Ransome M Mehy. Co.............184 
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PEBBLE DASH—See D 
PEBBLE DASH MACHINES—Beo 


Machines 
FENCILS—DRAWING (See Instru- 
men wing 
à PERGOLA TR 4 
Edwards Mfg. fw! ] d! Q 
Hartmann- Sanders F 
OE e MOULDINGS—See Mould- 


TPETCHIMN 
теч MEE ESET (ниша Cy) ay 
PIPE—CONDUCTOR (Copper) 

Chase Métal М . . .. 42 
Edwards Mfg. C Te sass soos 
ЕЕ Steel & Iron Co...........240 
dw ukee Corrugating Со..............302 
Waeeling Corrugatin 26 
iliis al & 


NT э» аква акъ 


g. De E 


g. F 


AMERICAN BUILDER (Covers the Entire Building Field) 


n (Sheet en 
Edwards Mfg. белей C QR ye Pd d 
pre imer Pre Steel & Iron Co... 
Milwaukee Corrugating Co..... 
Wheeling Metal Mfg iy ee 


Wheeling Metal & „ 

Willis VV 
PIPE—CONDUCTORB (Zinc) 

Edwards Mfg. C0.......................29 


David Lunes Sons Co. 39 
Milwaukee Corrugating Co.............. 
Wheeling Corrugating Co............... 26 


PIPE—CULVERT 
Common Brick Mfrs. Assn..............140 
Wheeling Corrugating Co........ 

PIPE—DEAIN 
СРЕО bb 
Ee Meer SEQ UN pe 


PIPE—FURNACE 
American Radiator CC Bove oc EC aes 
Hardin-Lavin Co. 0bob0O0o . 
Hess Warming & Ventilating A 
B. Karol & Sons Co.. 
Milwaukee let & Sup 
Stanley Plumbing & zu ly QU ore 
Wheeling Metal eem 


РІ gcc UMBIN . — AND 


Chase Metal aS 
Crane PPP знаеа аашаа 
B. Karol & Sons Coo 
Stanley Plumbing & Supply Co........ 


PIPE—SEWER 
Stanley Plumbing & Supply Co........ 


PIPE—STOVE 
Edwards Mfg. Со............... 
Milwaukee orrugating Co. 
Stanley Plumbin e 
Wheeling — . r 
PIPE COLUMNS—See Columns 
PIPE COVERINGS—Seo Coverings— 
Boiler and Pipe 
PIPE FITTINGS—See Fittings 
PIPE HANGERS—See Hangers 
PIPE BRAILINGS—See Railings 
PIPELESS FUBRNACES—See Heating 
Systems 


БЕ 


B 


6902059002026 


88 


2962 66 „„ „„ 


wees Ae 


PIVOT HINGES—See Hinges 
PLANE IRONS—See Irons 
PLANERS—ELECTRIC 

Wappat Gear Work᷑ . 


PLANERS—WOOD (Power) 

BoE. Aloe C0. .... iL nae PEPPER AL] 
American Sawmill Mchy. Co.........170-177 
Combination Woodworking Mch. Co....219 
Crescent Machine Co................ 
Heston and Anderson E 
Jones Superior Meh. Co. 
Ralph B —— РУОР 
Porter-Cable Machine Co. 


J. D. Wallace & Co.. ae 
Hutchinson Mfg. Co.. 
Wappat Gear e irene’ 


PLANER KNIVES—See Knives 
PLASTER—ASBESTOS 
Johns- “yr DU IM T 
PLASTER—OXYX-CHLORIDE 
Fai R. Muller, Inc................298 
PLASTER BOARDS—See Boards 
PLASTER CEMENT—See Cement 
PLATE GLASS—See Glass 
PLATES—CEILING 
American Radiator Co................14-15 
Crane p=. ny ОАА 
Hardin-Lavin Co. .......... eer ИШ 
Milwaukee Corrugating [^ f—-— 
Wheeling Metal & Mfg. Co..............248 
Ss Esee Hardware, 


oor) 

PLATES FLOOR—STEEL 
Crane Company........... 
Hardin-Lavin Company ................ 
International Steel & Iron Co........... 
Oscar C. Rixon Сошрапу............... 

m (Steel) 
Sa Steel & Iron Co........... 
LATES—SWITC 
amounted Tile Mfrs, Inc.............. 
Bakelite Corporatioõoun 
General Electric Co....... 
Hart & Hegeman Mfg. C 
PLATES—TANK (8 


( 
m Steel & Iron Co........... 


BE 


оовооооооо вее ое 


оооооооеоооооее о 


0... 


LATES— 
Bakelite Corporation 
Crane Company........... 
Edwards Ж. ЛИ es ec RSS 
Hart & Hegeman Mfg. C 
PLUGS—FUSE 
General Blectric Coo 
Hart & Hegeman эй. 


Chicago Expansion Bolt Co............. 
General Electrice Coo. 


9. 


952353252556 „„„ „„ 


. 


vS HBB B „ЕБВ E HEB 


Bakelite Corporation 
Donley Brothers CAES rw IGNEUS i 


шы НР 


„ BS 
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PLUMBING PIPE—See Pipe 
LUMBS 


P 
Henry Disston & Sons. 100 
Geier & Bluhm, Inc..... 
Stanley Works.......... 
PLYWOOD PANELS - Panels 
POLISHING er mg ی ن‎ Brushes 
PORCH BASES—See Bases 


PORCH ENCLOSURES—See Enclos- 
ures 


тр RAILS—See Millwork, Whole- 


PORCH SCREENS—See Enclosures, 
Porch 


PORCH SPINDLES—See Millwork, 
Wholesale 

О? BUILDINGS—See Build- 

в 

PORTABLE CONVEYORS-—8ee Cen- 
veyors 

Bie — — e ELEVATORS—Ses Ele- 

PORTADLE "e Ronen ae Saws 

a Hr rgo‏ ا 


ORTABLE TELRPH HONES 
American Telephone & Telegraph Co...298 
RTLAND CEMENT—See Cement 


M c 
American Chain Coo 3 
Banks Steel Post Co. 25 
Cincinnati Iron Fence `Со............... 
Donley Brothers Co............. MESE RE - 1 
Hubeny Brothers, — оо a senda ia ARE 


POSTS—FENCE 
American Chain Co.. 3 
Cincinnati Iron Fence Co............... 
Edwards Mfg. 
Miles an азиа 
—— Slate Co...... r 
Weyerhaeuser Forest Products... 18-19 


POST BAS ES— See Bases 


POST CAPS—See Caps 
POST MACHINES—CEMENT—See 
Machines 


PBESEBVATIVES—WOOD 
Genfire Steel Compan gd 82 
Mateos да halt و‎ 2 
erwin- 8 O0. .. . 6. 6 6 6 . „0 „% 0 
Truscon Steel Co.......... ...... 44-251-717 
PRISM GLASS—See G 
PRISM LIGHTS—See у Уй 
PROTECTORS—EDGE 
Genfire Steel Co . 22 82 
Truscon Steel Co................44-201-297 


PROTRACTORS—S5ee Instrumenta, 
Drawing 


PULLEES—STUMP 
Lanebro Mfg. "Es 4825 . 
Stimmel Winch & Machine Works 


... „ 


0 .. „„ 


Tar 
& Ж. bn 
Grand Ra — Hardware Coo. 
Knape & Mfg. Co „„ 
Sargent & er 


PULLE 
E & F. Sy v eiim ee Mai nid 
Sargent & Coo ceo oorr 
duo» Y cx esit: 
С. H. & Ж. Mfg. Co.. . ⁊2 
Chain Belt Co. MEI AGAM ENT 
Construction Mchy. 
Jaeger Machine Co......... 
F. B. Myers & Bros. Co....... 
PUMPS—DRAIN 
Construction Mchy. Co. 
Duro Companx ggg. 
Fairbanks, Manes ik (QU. Lure erre nen 
Jaeger Machine 
Standard Sanitary Mtg. Сф... ев 
Stanley Plumbing & 8 & upply Oc el 


wh БИНЕ wSB ES 


CETTE T: 


. 


ca „ „„ 


NN 


См Company СНЕ EES 
Flint L Walling Mfg. Co............... 202 
Ft. Wayne Eng. E. Co... oo es o eo s 288 
Hardin-Lavin 50. ccc 
Jae Machine Co. 1 
Е. E. Meyer & Bros. CO. .. 21 
PUMPS—FORCE 
C. H. & E. Mfg. Co S e 40 
Construction Mchy Co . 27 
Flint & Walling E D MEME 
Ft. Tarer M Hee, & g. 80.—...—..—.. 3 
x avin Co. **«9990909099609092990920620€ 
Jaeger Machine Coo . . 
F. Meyer & Bros. S ne 
" . 


Standard Sanitary Mfg. C 
PUMPS—GASOLINE 

Fairbanks, Morse & Co. 

Jaeger Machine c 
PUMPS—KITCHEN 


ы, & Wallin 2 (Fe 
F. Myers & Bros GAA aaa 
lumbing & Supply Co 4 


Sianio 
Fairbanks, Morse & Co. 
PUSH BRACES—See Braces 


FP ETUDE 


a 
4 
{ 


——— — Ў — — 
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PUTTY—METAL SASH 


Donley Жаина с. 3950 cua lese Se eui cee 
Genfire Steel C E 
International Steel & Iron . re 
oe ge 3 
B. Fred Kuhis Co.. 26 .163 
Malleable Дармен Со.. tees . 29 
Sherwin-Wil t. ccecce "2929909906 23 
Truscon Steel жеке s ee») a ..44-251-297 
PUTTY—ROOFING 
Barber Asphalt Co........... $e ana v. 
Beckman-Dawson Roofing n 40 
Eterni Ine. 66e ee „eee „eee eee 


Johns-Manville, In᷑e % er Barber Asphalt Со...................... Т 
Н. B. Bred Kuhls So. zz Standard ау id . .. Dawson ite tig C БЕ 
— As halt voted ee sive ЫЕ „ Pa ea WES) co ae "эзе 60 
Sherwin: Williams’ C0. . 23 sile DUO: CERS SPEED 3 11 Ва! pack Ма 
PUTTYLESS WINDOWS-—See Win- o а рр а NG—ASPHALT SHINGLES 
dows D A. apre 288 sm 2 halt Co.. 4107 
RADIATORS—HOT WATER AND I. Sellers & Sons Co.................197 Beckman- T ville quc. or M 48 
REFRIGERATORS—ELEOCTRIC National Sheet Metal Roofing Co...... 
Hardin-Lavin Co. —ͤ—ͤ—yU— — 2ã2æ (( 2 Barber Asphalt GR his э» +» э» Ruberoid ue SaN: лепра Decii 
Thatcher Т ЛАР Sa ves REFRIGERATOR TRAPS—See Traps Safepack өе Sha Rng he кал» a a DR 
BADIATORS—ELECTRBIC STEAM RBEGISTERS—FLOOB ROOFING—BLENDED SHINGLES 
American Radiator Co. “Ән е, ДУС 14-15 Hardin- Lavin Co. *e99209000e009900€9059 oe 288 nex. A halt PE am „%%%. Маа. 
‚— ое Hess War i Е & Vent. Co. + «Ж «Из 3 . 203 awson Roof ing Co...... II 
RADIATORS—GAS 1 15 Karol & So s Co... ac EOE scd 291 C. ＋ aux Lumber 0. „ 6 666 6 6 „„ mr 
American Radiator Co. e EN ay eee iti 4- — . — д Жл түүн 92 Ruberoid P 2929 2 22 „4 „4 a: a 
RADIATORS—HOT WATER AND Stanley Plumbing & Sensis Co........206 Safepack МЇШ».......................... 
TEAM REGISTERS—WALL — Slate Company. ре к ба -— C 
American Radiator Co........... 1e 1S  Hardin-Lavin бо, e ROOFING—BUILT-UP 
Crane V m arn. MR . 8 .....129 Hess Warming & Vent. C0.............298 Barber Asphalt Co. T i 
Lag mte و‎ jrr aA 209 Б. Karol & Sons Co....................291  Beckman-Dawson Roofing Co........... 46 
a Ls бара 8 . 2 | Milwaukee Corrugating Go. 302  Johns-Manville, Ine — 8 — uli 
Sian y Plumbing & Suppiy Co........ Stanley Plumbing & Supply Co........ 205 Malleable Asphalt Co....................9 
wen COVERS—See Enclosures, BEGULATORS—FURNACE —— Du: dees o 
e ac @eeeeeeoeeeee 
RADIATOR ENCLOSURES — Seo En- Нове Warming & Vent. „синони E ington- Bangor Slate Syn, Inc......2M 
n Stanley Plumbing & Supply Co.........290 FING—CANVAS 
ures, REG TORS—TEMPERATURE оза a Боле & — . .* 
RADIATOR GUARDS—See Enclosures, American Stats 86... 2 epack E 
ХЕХ "eo treten: FING—COMPOSITION 
RADIATOR SHIELDS—Sce Enclosures, Hoenn ME D WATER -y EUN S 
RADIATOR VALVES-—See Valves American Radiator Co...... N 14-15 Вес awson Roo Со........... 4d 
RAILINGS-—Bras Concrete Equipment Co. D Malleable Asphalt Co. 
B Mf Co. 235 н. А. RN & O0. TTT TTT TTT TP Safepac %% % % —!⸗ e оов ововоооооо вове о . 
rasco g. 660 eoccccccces FORCING—CEMENT AND ee ТАРР ЧАРТ: n "TET 1 
Crane err d Prunes 95» ws vus o nai t ww TUC D г Slate Syn., Inc. 48 
— & iron Co...........290 Consolidated Expanded Metal Co. “ре . 0 EOOFING—COPPER SHINGLES 
RAILIN: S—EXPANDED METAL Genfire Bteel Com "99029 +00200 Bdwards Mfg. "ww. abe eevee 
Consolidated” e Metal Co........ 30 International Sea & en Coo. E 240 Internationa! Stee) & 2 X D 
RAILING n mpany.. оооовоооое оогоо waukee РГ „ „ „%%% „ „6 660% 
— 1 Iron Fence Qs es soie d Milwaukee Сытар © — 8 Sheet X Ed Co. 4 
„ „% % „%% „%„%„%„%„%„%„%„„ „„ „„%„„ „„ LES ee ооосоооооооооо е 53 „ „„ „„ „„ „ „ „„ 60 6 
Garden City y Plating ` & Mfg. Co.. —— e Re Metal се. — v ——— EDGE ; 
tional Iron Co شد کی ای د‎ 240 Wh n € ating Co..... .. 4- Miller k Gleason „„ LE EEE] ^29 
r 243 = FOROANG £ 0... . өөө eee Milwaukee Corrugating Co....... ТЗ 
BAILINGS—PIPE REINFORCING LATH BOOFING—METAL (Corrugated) 
Cincinnati Iron Fence Co.............. 2062 OVERS—PAINT AND VARNISH Edwards Mfg. Coo... nnn 7 9 
Crane uc AOE r 129 Clarke Sanding Machine Co........ EE Internatio Steel & Iron Co.... : 
Garden City Flating & Mfg. Co....... -202 Sherwin-Williams Co... osoo к=; Macomber Steel Co. . 

Hubeny Brothers, een ..191 RESAW MACHINES—Sco Milwaukee Corruga т. worse 111150 
nternational Steel & Iron Со........... 240 RESIDENCE INTERCOMMUNICAT- Wheeling Corrugatin (v JEEP EET. - 26 
B. Karol Sons ITI ا‎ NG TELEPHONE N.H Wheelins Metal & g. oars FTIIT 2 
le L. & ee ee ee ee ee ee 1 Telephone & Te. h Co...298 Wills g. GSG 2 „ „ „ 2 6 606 

RESISTANTS—ACID ( for” 3 ROOFING—METAL (Sheets) 
Cincinnati Iron Fence © 55 „6 Anti-Hydro 8 Co... ERI Edwards Mfg. P OTET T! 
International Steel & Iron Co........ ...240 Standard Sanitary Mfg. Coo. e Internatio Steel & Iron Co E 
Geo. L. Mesker & Co............. — 243  Truscon 8 G. . . 44-2817 Milwaukee Corrugating Beer MEM г. 

N DOOR RE IBLE WINDOWS—8ee Win- Truscon Steel Co.................44-291-291 
ñõdũ 3 .. 3 Wheeling Corrugating Co......... M : 
National м. Qoi dut ракс ic ternit, p en soU EE. — E 
Richards-Wileox Mfg. Co...............0-7 BIDGING—SHEET METAL sin Edwardes Mig. а 8 dl 
Stanley Works......... ä 696ꝙö6I„„7ę е Б Edwards Mfg Co..... ee A eS ЕД Internationa Bteel `& Iron 20. . „%%%. 

Milwaukee Corruga n 22 Milwaukee Corrugatin — a LAA 
Cincinnati Iron Fence Coo г А. чаа National Sheet Metal Hoong бо......„ 2M 
Curtis „„ 2 % „% 6% „% 6 6 „% 6 „60 „ 135 h Progressive Mf, Co 207 Wheeling Metal & Mfg. Co. 200591000206 e008 26 t 
Structural Slate Co........ n 218 * RIVETS--5 cond ah he hac tad ا‎ 4 Wheeling Corrugating Co......... —tb 
Wheeler, Osgood Co......... ИТИИ 25 international Steel & Iron Co.......... 240 ROOFING—ROLL 
RAIL BRACKETS—See Brackets Progressive, CE . 27 Barber Asphalt Со.................. edi 
ERANGES—COAL CRÁPERS doo Scrapers Beckman-Dawson Roofing 8—.—1. 4 
ж = Stove Co............... “ЖЕК” 132 —.— D — Edwards « LE CSAS 
Cheney. & Боп...................... . chase Metal Pw ЛЬ IER ..42 Milwaukee Corrugat g Co. M ae 
Thateher Company ........... cvi ..125 RODS—HANGER—See Fixtures, Ruberoid Fun e . I E 
Wehrle Company ....... E 290 be Wheeling Corrugating Со......... MEC E 
RANG ES-—NELECTHEIC BODS—LEVELLING Wassing, 35 Metal M S EB E O0. . „ %%% ; 5 
. . . OOF . 
r „% e@eeeee e RODS—LIGHTNING LI * l "TT ^ 
139 Geier & Bluhm, Inc......... pic spats — .* OFING—SLATE 
American Stove Со...................... N DOOR Slatington Slate Co. 
Thatcher Company........... ie кова 125 Frants Mfg. Co л ` Blatington-Bangor Slate Syn., Ine. 
Wehrle Сошрапу ....................... 290 Lanebro fe. E. Structural Slate Co.. nm 
RANGE BOILERS—See Boilers National Mfg. € .. ROOFIN LATE SURFACED 
RASPS—Seo Files Richards- Wilcox tg: . 7 Barber ö 
REAMERS ROLLEES—HOUSE DOOR Beckman-Dawson Roofing Co 
Crane Com aspera sese o ОО. a 6 22... 8 Johns-Manville, Ine... eren 8 
Hardin-Lavin Coo 288 Lanebro Mfg. Co.. 8 Dd Сошраву............ . . 7 
Stanley Plumbing & Supply Co. ve .....296 National Mfg. O0 . 2 46 ب‎ Ro RE 4 ate 
ARBAGE Richards-W: er .... 0-7  Blatington Slate C0........... e 
Donley Brothers Co. 000009 6а „ AULUS... tarde, Wilcox Mts. С MOVING Slatington: Bangor. Slate буа. Tne 3x 
International Steel & Iron C9...........0 Stimmel Winch & Machine Works. .....294 AINED 8 5 
Geo Ia Mesker & 0. ETAT UT! ROLLING DOO DOOBS—See Doors Samuel Cabot, Ine. „ - 1 
Peerless Mfg. Со........................293 ROLLING PARTITIONS—Seo Parti- С. A, Mauk Lumber Со... Cs, ing: 
сме 09609960200090€ 26 kim M. єт 
Willis 8 ROLLING SHUTTERS-See Shutters Weyerhaeuser Forest 9 


RECEIVERS—PACKAGE 
Donley Brothers 
% КАЛААДАДАЮ 


Excel Metal Cabinet 
Ideal Steel Products Co. 6 % %%% % „ „„ 
Kalman Steel 0. 66 оов о "9402288 


Geo. L. pw . 

Peerless Mf, оеооооеоевтьооооооозоовеооов 6 6. 

Willis Mfg. co eeeeeeseeeeseseeeseeeeoveesees 
BECEPTACLES—CONDUIT BOX 

EPTACLES—FLOOR 

Le Electric TL. orta d vc ed dx epe clo 
Pe RA 

Crane Com 79 


„ „%%% % „„ „ „„ „„. 


eae 


2 6 „ „ „ „„ 


BEE Wes 


* 
$ 


сүз yy 

в 

Eterni nc. itte ting сє ga I 
Johns- K ( 
Ruberoid Con 20000000 „% „„%%%i«ßö TP 
— Milis.......... eeeee a LEG e 

NG—ASBESTOS SHINGLES _ 

Asbestos Bi азе, Slate & Sheathing Co, f : 


Eternit ne.. N 
an Maneilie, i 88 7 
National — Masi E 
Ru beroid 7 


Safepack Mills —ᷣ— 2 2E3':6ꝗ6 4 


0.. en „ „%%% 60„ 


ROOFING—ASPHALT (Ready) _ ay 


AMERICAN BUILDER (Covers the Entire Building Field) 


A. 8, Al 


G 
ое 6 %%% „„ „„ 60 
Lufkin Rule So iie oa American Sawmill Machy. Co.......170-177 oe 


Henry Disston m . Jones Buperior M Ba ЁЛ MEE 


Arten ule Mfg. . CO ne Jones Superior Machine . Kennedy. 6 „„ „„ „ „ „6 „ „„ „ 99 V 
-Knight Co. eee Ralph Kennedy......... 20 Бара р Pour Work 
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BOOFING—THATC BRULES—STEEL SAWS—ELECTEIC 
ч slatington-Bangor Slate yn., Ine. 292 8. Aloe Co. V 4. 8. Aloe 0 
ROOFING—TILE (Asbestos) Farrand Sales Corporation 23 American Sawmill Machy. Co. 176-177 
К Shin le Slate & et) Co. 22 Lufkin Rule pet % % „%%% „„ „% „ „ „ „ „„ „ е о W. B. & J. Е. Brise- г. ~ 
х Asbestos gle, ing 
б Eternit, Incorporated „eee ee bee eee aT Warren-Knight Co. 6 %%% „% %% „ eee Cuarke Sandin ae Mac оооогеа в 
, р Тоһшв-МапуШе, 1пе......................10б SAFES—WALL Combination oodworking Mach. Co.. 
j pev Ruberoid Company... 25 5 „6 „„ "TS i Wehrle Company per TP The сне Machine Co... "949 9249 9 
oo Safepack Mil I aloe. aS | SAFETY GUARD$—See Guards De Walt Y EE. ji 
8 ROOFING—TILE (Cement) 45-158 SALAMANDERS Gallmeyer & Livingston Co.............200 
M6 — Bar Mig. Co dc e (oed evo т» Donley Brothers Co. 21 Heston & wow esM s | 
M S SANDERS—FLOOR (See Hutchinson Mfg. Ine. . 220 
К: m анов Steel eit A 251-297 Floor Surfacing) 6 — Jones Tee e Co............ 208 
Em Bid» Mig. Сон Аар. ANDERS Woodworking T 
107 К. Milwaukee Corrugating Со, 0. < 5:108 4 S. Aloe өй Obr iti Ne 216 F. L. RO r 87 _ 
6 National Sheet Metal Roofing Co......294 Black & Decker Mfg. Со................Ш2 Site Tool Mfg, Ce. . oe 229 
n Truscon Steel Co.. 244-251-207 Clarke Sandin Machine Co... % 02000098606 21 Scokt-Bansback Machy. Co. 5 254 
15 Wheeling Corrugating Co......... 26 Combination Woodworking Machine Co.219 Skilsaw, Ine. ATER a 
f; h fing Metal & Mtg Co. tet T7 Jones Superior Machine ронро я State Mf; & . seen 21 
e Whee TIN E USS 5220099 9 Parks Woodworking Mch. £L AE J. D. Walisee & е . tee 
BROFING- 1 Porter-Cable Machine Co............190-290 Wappat Gear —. 44+ 22 
= Жа ЖУ ЧАШ Vo. ^^: 2 E i TY 2 фоовоез De Asa рр Wvsrendteo Бу ema M 
105 : National Sheet upara T Sting Có: 11.204 J. D. Walla e 445 BAWS—GANG 
29 -  Mibehng Corrugating &. . 26 allace & Со......................189 American Sawmill Machy. Co........176-177 
157 Wheeling Metal & Mtg. Со..............248 SANDPAPER—Seo Paper Henry Disston & Soũ 6 49 
101 ROOFING—WOOD SHINGLES F . 
* Samuel Cabot, Int c. sereni SAND SCREENS—See Screens ` Hutchinson Mfg. Co reseo 220 
"4 yt Mec FFF SANITARY CLOSETS—Seo Closets, Whisler Mfg. Co 480 
‚161 Weatherbest Stained Shingle Co., Inc... 49 Chemical n 
SASH—BASEMENT (Steel) apena Sawmill Machy. Co... . 4176-177 
1 Weyerhaeuser Forest Products........J°19 vente Steel Bash Go 2 W. В. & J. B. Beleg . . 444 
. — METAL 2 А E 
Milwaukee Corrugating C6::::.:7:...:.2  nternanonas Biegi & Irom Ор........... 20 Crowe Mfg. Co. See 
w National Sheet cofing €9.......294 Мата риро а Бори... 3 DeWalt Products Co 
106 ROOFING — Жы Brackets Geo. L. Mesker & Co........... eee С Heston & And — MB. 4 „ 
99 / ROOFING CEMENT--8ee Cement Richards- Wiicox Mfg. Co... 2. pepe Hutehin Mf; 85 €0990902009099059922999*9 
157 ROOFING NAL1LS—Bee ane Truscon Steel Co...... ......... .44-251-297 Huth p rH ا‎ 7 
: KUUFING PAPER—See Paper Vento Steel Sash Coo 22 Jones B ا ل اہ‎ O n a 
— ROOFING PUTTY—See Putty Wulie Mfg. Co........ K mer клор, ойне И chine Co *****990 
] 2 Drew. d c BARN TBTONM * Komau Machine ІТТ о0000 0000 о 
3— 80 urtis Companies. —€— TO ' r 
200 Machines Vento Steel Sash Co. қарн БЫ Parks Woodworking Маса. Co... ЖЕ 
‚ 29 ROOFS—INSULATED SASH ARBORS--See Arbors Sate E 1 Mfz. C 9 2 . : 
101 Samuel Cabot, Ine... AL SASH BALANCES—See Balances War — 2 orks — be EE CC і 
| Johns-Manville, Ine . 05 SASH CHAINS—See Chains ppat Gear Works..... veces лота uaga à 
107 онаи grenan Ni sea түз эртер» зле ЖЕ SASH COKD—See Cord SAWS—HAND P 
S — Steel 0 . . 381-287 et Lii I — Ou A. 8. Aloe 20 ITI NU а аъ TUM i 
107 Wood Conversion G 2 . 32 SASH HANGERS—8See Hardware, Bash Нему a — & Sons : 
E 72 ore Mo » 4 v mne awe Stanley orks ^ Ў 
J e a 9 2 6 66 6 „ 0 r N 
Merai Forms Corporatión...............494 BASH LIFTS—8eo Hardware, Sash — Bl. Waage K. G ee r 
E Büberold Союрапу............ "was: MEM et E ng ЭШЕНИ Wappat Gear Work : 418 i 
294 ROOF CONSTRUCTION s" . A, 8. Aloe (A.- Bei. PEPEN 
38 Lamella Roof Вупйісаќе.................242 SASH SUPPORTERS Dos Supporters B. & J. B. Boice 2 
a ROOF ORNAMENTS (Metal)—See SASH WEIGHTS—Seo Weights Henry Anderson... Ine... 2 i 
— ا‎ ee ~~ dd (See Frames, Hutchinson Mfg. 229 ^ 
si ROOF ' VENTILATORS Seo V Ventila- — Frames ather roe, Баи эн ; 
240 ROOF WINDOWS—See Windows S ор tins as Jones ag aa iila d Co. — і 
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SCREEN CLOTH-—See Cloth 

SCREEN DOORS—See Doors 

SCREEN DOOR CHECKS—Seeo Cheeks 

SCREEN DOOR HARDWARE — Вее 
Hardware 

SCREEN DOOR HINGES—See Hinges 

SCREEN DOOR SETS—See Hardware 


HARDWARE see 
SCREENING—WIRE (See Cloth, 
Screen; also Cloth, Wire) 
SCREWDRIVERS 
Black & Decker Mfg. Co................192 
Henry Disston & Sons.. 
North Bros. Mfg. Coo. 
Sargent & Qi. is *09909999209000020229€002022028€8€9 
Stanley ОРКЕ. сее» +000000002000 0020 06 
SCREW DRIVERS—ELECTRIO 
Black & Decker Mfg. 0. 0000000000006 0 6 
Henry Disston & Бы ine PDE 
SCREWDRIVER BITS—See Bite 
SCREW PLUGS—See Plugs 
SCREW PULLEYS—See Pulleys 
SCRUBBING MACHINES—See 
Machines 
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Andrews Heating Co........... ck pin ol 
Crane — Nei Ever we rein 66 | 
Hardin-Lavin Co. ..... n .. . 288 
B. Karol & Sons Өл... E 297 
Standard Sanitary opo nie e 
Stanley Plumbing & eir 79 . 296 


SEPTIC TANKS—See Tanks 
SEPTIC TANKS MOLDS—See Forms 
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Andrews Heating Co. ш 
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SEWER PIPE—See Pipe 
SEWER PIPE MACHINES-—See Ma- 
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Me; and MOLDS—See Forms and 
SEWER PIPE STRAINERS—Seo 
Strainers 


SEWER TILE--See Tile, Drain 
SEWER TILE MACHINES—See Ma- 
chines, Tile 
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SHEATHING—ASBESTOS 
Etern e. 
Johna-Manville, Inc. 
Safepack Mills........ 

SHEATHING-—GYPSUM 

SHEATHING BOARDS—Seo Boards 

SHEATHING BBACKETS—See 
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ures Radiator 
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— LIGHTS—See Lights 
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SILO BOOFS—See Roofs 
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THRESHOLDS—SLATE 
Lloyd Floor & Wall Tile Co............ 


Co. 
n-Bangor Slate S ndicate, Ine. 
TS ctural Siate e Lee *eon202229009 
r 


Es 


Th „ във га 
The [^ Ф C ok ct ceeded 
Kalman Steel Co looses assess 
Milwaukee Corrugating Co...... "eoe 
Metal & Mfg. Co 


2595655595555 „„ „%% 


The W. Mfg. A ооеоее eee 


TILE—FIREP FIREPROOF 
— Clay Tile Азар.............. 48 
eso — EAS 
Associated T ile Mfrs., Inc...........-. -151 
Asbestos Shingle, inte. & Sheathing Co. 58 
Lloyd Floor & Wall Tile CG 
ER Саро 4 o EE RA 
etural „ 6 % %% „% „% „ „4 „ о 
Truscon Steel x . 
Wright Rubber Products CWG. 4 
ey two Clay 
Finser Bros. Cla xe dpi 
Structural" Clay е Аяап........... 2 . 48 
TILE—IN Су о Ааа. a 
Milwaukee Corrugating C0....... "RD 803 
TILE—PARTITION 
Bternit, Ine. ..... Wey Eo ee ne 37 


Structu Clay Tile Asen............... 48 


TILE ROOFING--8ee Roofing 
"e 
TILE-SLATE 
Шанак Б r 292 
n- ~ A Biate Byndicate, Inc. 206 
The Structural Slate Co................. 218 
TILE—STEEL 
Milwaukee Corrugating Co............. $02 
Trusedn Steel — N 44281-2907 
die md |o Esci ao MOSS SC 20 
Concrete rete Equi m Я Со 287 
n — E ROT E AANT 
W. E. Dunn Mig. Co O PNT 45-153 
TILE — Ceilings 
FAIENCE—See Faience 
TILE HOOKS—Seoe 


TIMBERS—See Lumber, Wholesale 
— DOORS—See Doers 
WALL 
Lineruste-Walto cos METTRA ates wees . 208 
The Sherwin-Williams г арената | 
TIBES—AUTO AND TEUOCK 
Fr 209 
Goodyear Tire & Rubber Co............ 218 
TOGGLE BOLTS-See Bolte 
TOILET STALLS-—See Stalls 
TOOLS—CARPENTEBS 
A. f. Aloe F 6 6 6 6% „ 6% 0 9. 216 
Henry Disston & Sons..................109 
Forest City Bit & Tool Co........... ^. 294 
Anderson. 250 
North ＋ 1 Mfg. 657 . . . 3 
The Works i I ^ 
„ 
Disston BOMB. .3. 5002 5o oe 
y Floor Tile 9. 
ke "-e"92* 9999909220909 „% „%% „„ „6 „666 6„6„„ 
LS—MASON 
A. 8. Aloe HA pr . . .....216 
e 
Lloyd Floor & Wall Tile Co. mE. 
32 ...... 88 
Маса енене 
Allmetal Weatherstrip Co............. 201 
Diamond Metal Weatherstrip Co.......289 
Metal Weatherstrip ae 
The Stanley Work. 8 
TOOL BAGS—See Bars 
TOOL BOXES—See Boxes 
L Boxes. Tool 
TOOL GRINDERS—See 


TOPS—OHIMNEY 
| сен eet B Ies Co. - + TA 
gion lata сонне 
CRETE PLACING 


Flint & Ww y $94 C овое? е. 
Leach Co. 5 ee ure 
Ransome Concrete Moby. Oo... 


TRACING CLOTH—See Cloth 
TRACK, HAY—See Carriers, Overhead 


TRACK—SLIDING DOOR 
Garden City Ф Plating & Mfg. Co... ee oe | 
— ү Vogt ee 

$04 


Kaa F 

National A. r 

be om x Mfg. Co өз pA 
e Stanley Works ..................... 88 
— ЖААН ба Бода 


RACTORS—INDUSTRIAL 
1 Harvester Co. of America.201 


TRAMMELS 
The Stanley ИогКе..................... 88 


kmann Co. m 
Seer & — [OT DR a or kates .253 
David White Mo. oft SERRE ROE Re 
Wissler Instrument Co................. 207 


TRANSMISSION MACHINERY—8ee 
Machinery 


TRANSOM CHAINS—See Chains 
TRANSOM HARDWARE--See Nard- 


ware 
TRANSOM LIFTS—See Hardware, 


квогынуа AND TRHAMWAYS 
Lanebro Mig. ееоооеов nud 
Richards-W cox Mfg. Ср. 
—— 


% % „ WWW. 


TRUCKS—MOTOR 


i d *e**92000000929088 


BUSS. X^ teel) x 
ША... Steel & Iron . —— 6 
Kalman Steel 


Lamella Roof 
The Macomber Steel - 
Geo. L. Mesker & 


TRUSSES—ROOF (Wood) 
Lamella Roof Syndicate Co..........., - 


T AND MITER BQUARES--8es 


yndicate i Co. eh 88 


IT 


ee сосну 


TUBS—BATH TE 
Andrews Heating Co........... veo ARE 
Company %% % f 
oot ay Ser — 


2 „ „ „ 6066 660 


22 „„ „„%„„6„%60% 


Transom 
TRANSOM VENTILATORS—See plete dem x Lo 
— a The Structural Slate avidos sedi 
TRAPS— ILLS—See Drills 
Crane Company. eens ...120 аф, эр LE GLASS—See d,. 
Hardin-Lavin AA „ 666 66 6 6 H UNITS—POWER Аз, 
Standard Sanitary Mig. Cp... . о 
Stanley Plumbing & Supply Co.. . 206 Crane Company i 
T 8 L оооееооо о ооово ое „ 2 6 „% %%% E 
Crane Company rte .  Biailnston Blate 6 cod 
rol & Бопе Co............... Cubs = 
Stanley Plumbing & Supply Со........ яс элг Sanitary Mig: 6: 3 — NU 
REFRIGERATOR = Sr mato 
The Donle роп, сетове әве бөө өө» ре 121 VAPOR” SYSTEM HEATING PLANTS 
arol & Sons Co................ deo 297 —fee H Systems 
tanley Plambing & Suppiy CD... eo rs .298 ALVES—RADIATOR 
TRAYS—LAUNDRY Chai Co DES Ceeeereeseres eee 8 
Andrews Heating Co............ verge ..248 American Radiator Co............ 14-18 
В. Cheney & Bonn ..244 Crane Сотрапу...................... eas 
Crane Company........ SE € ...129 Ba aar „ sepa 
Hardin- vin Co 2 2 %% %%% „ „ 0 0 288 1 & Son s Co 6 6 2 „ „% „ „%%.v%%%ô456 [IY 
E — А, e "ni Stanley Plambing & Supply Co. 2228 
ruetu отрапу............. da 
Standard Sanitary Mfg 1 "E REPE Wr HN 
бану Манын & | & apply Co...... 2 Standard "Sanitary | Mtg. Co i SPR E 
Wheeling Sanitary Mfg. Q9.............149 Stanley Finmbing & Supply Co. «cci 
n Aem 135 The herrin Williams Co. sid di T 
[nS 2 Steel & Iron Co...........240 VAULTS—SEFTIO CLOSET—See р 
Geo. esker & EAR cafe, qui учей . 2438 fo 
— —— Slate r PEE ik ER o- $ 
erhaeuser F'ores ue o. s 
Wright Rubber Products Gb. . . . 24 . 
TRENOH FILLERS—See Fillers Ane ATION LOCKS—Seo Locks _ 
е Sr er 2 216 ILATORS—KITCHEN я 
International Steel 4 & Iron Co. .. Ig Nies. Ventilating > eee —b Q dd 
oy oor ооооовеоо ое е, F 
Steel Scaffolding Coo. 180 MTM ROOF c 
TRIANGLES—See Instrumente, Draw- International Steel & Iron Co..... m y 
ge. Ventilating Co......... ——ͤ | 
p, 2814-0008 ns Johns- U РҮҮ, 
т ees *"09502€9992$942220092929 eee » 
Genfire P — Со ct 
Hartman Renders: E E EUSA KS +14 ifie M: ose ionem CUM 
M kee Corru ating Co. (KEKEE E] о2о 0 ILATOR IDEW. 
Sargent SC А K^ International Steel & Iron Co... E 
Trim MEME: rae : TILATORS—SKYLIGHT | 
The Corp Osgood (M „ 6 6 %%% %%% 28 David "et Sons i NN 


TR VENT 
Hartmann-Sanders CO. 174  Genfire Steel Co. 
Trimpak Corp. ....................... ..147 International Steel 

A ——À * ton’s Sons Co... 


TRIM—INTERIORN (Metal 
Saan с Co..........- ee. 2. s5 BB 


teel Co..... 
— to Bteel Sash Co 


еооововеоо .. 44 


Kalman Steel Co.. 2.28 Vento Steel Bash Co............. NM 
Milwaukee Corrugating Co......... oes 202 TILATORS—STORE FRONT 
New York Kalamein Co................. МИ. Steel & Iron Co 
Truscon Steel Co...... THESES .44-261-297 — U 
The Wheeler, Osgood Co................ 9б NTILATO RS TRANSOM 
W heeling Corrugating Co.. seeeecrssee вого 26 lig Electr i E NER 
Th aa (Pine) 135 ORS—W 
Hartmann-Sanders G. 14 Consolidated 1 Expanded Metals Co.. a 
e A De Вене Yentiatiag бё... 

eyerhaeuser Forest Products Co....18-19 " YENTILATONS—WINDOW 
TRIM: 4 gr dm (Slate) тавсо RS 
Siatington Slate Co.............. or | ПЕ Electric .. 
(€ ral Bla te LEE EEEE] рар еке VIALS-— зме WES eS 
—IN TERIOR Tile ee „ % % „„ „ „%% „ „%% 
Associated Tile Mfrs. тө ane x Ls 
Lloyd Floor & Wall Tile Co........... 285 Fole Baw ' Tool Со.................. 
TEIM—WINDO ort Mfg. Со........... 
Curtis Cos., 7: РР errr. .185  Riehards-Wilcox Mfg. Co 
Genfira Steel P 2 пе VIBRE- Works... ооаоеооогоеое 
Hartmann-Sanders Со. ............... . 114 VIS W 


Kalman Steel Co. 28 
ukee Corrugating Co.............902 


Trim Co е a глав Jones 8u 
Trost Biel co iiiar Ralph M. 
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WAINSCOTING—SLATE * 
ate 
lating Bangor Slate Syndicate, Ine. 287 


; 8 ructural Slate Co................. 


WAINSCOTING—TILE 
Associated Tile Mfrs., Inc. „ 
Wright Rubber Products Co............294 
WALL GATES—See Gates 
‘ ALL ANCHORBS—See Anchors 
WALL BOARD-—8ee 
BOXE 


ines 
WALL ORNAMENTS—See Ornaments 
WALL PLASTER—See Plaster 

WALL PLATES—See Plates 
WALL PLUGS—See Plugs 
WALL 3 
L SAFES--See Saf 
WALL TIES—See Ties 
WALL 1 Tile, Fleor and Wall 
WALL TINTS—See Tinte 
WALL VENTILATORS See Venti- 
rs 


WALL WINDOWS—See Windows 
WARDROBE FIXTURES—See Fixtures 
WARM AIR FURNACES—See Heating 


Systems 
WASH-STANDS 
Hardin-Lavin Co. ............... "€ 
Мае Plumbing Mig. Co is de: шн 2 
anle umbing u меу 
ng Sanitary Mfg. . Е хк ние 149 


CLOSETS—See Closeta‏ ر 

WATER FILTERS—See Filters 

WATER HEATERS—See Heaters 

WATER MIXING VALVES—See Valves 

жатап REGULATORS—See Regula- 
rs 


WATER SOFTENERS—See Softeners 
WATER TANKS—See Tanks 


WATERPROOF COVERINGS—See 
Coverings 


— STU CCO—8ee 

D 
Anti-Hydro Waterproofing Co.. 113 
Asphalt Products Co....... bine San CER ts 22 


ewer seeeseeses 


y Plumbing & а ТЫ Оюм», 
WAX—FLOOR 
American Floor В Zurt. - Machine г ow: 
ch 
Sherwin iim 60. „ „„es 
WAXING MACHINES—See Machines 
Alimetal Wostbo mi C 261 
om an eeee Co. eee 
— sent sr x 


те Steel Со........... Vibo (aun Kun б 
Jons" paarile, Ine, Penis нра — 10 
оі Floor & Wall gt 
ble Asphalt Co..... vare ens £e» 2 
The Ruberold тыйу 86 2157 
he ams С» xU add dra 
The Solvay Sales - eanta چاو‎ agent E 
WATERPROOFING— 
ane Азра Co... ee ey ..107 
Mant d Co 66 ‚ 62 
Berwin Wilt QU . 28 
WATER SUPPLY TEMS 
Andrews Heating oo а ame 243 
Crane Company............... caer. 
Delco Light Co 2 2 „ „ „„ % ⁵e „„ 
The Duro Co............ red «dorsi va 
Flint & Walling Mf uw eX WE MEO 
Pt Wayne Eng. & Mfg Босоо бос В 
Hardin-Lavi PUTTS TT e ee 
ркц а Sons Co. F 
ч PM *e25952509*960€422202529 
Standard Sanitary Fo " 
295 
.199 
253 
23 


ооовооооёововооов о 


Metal Воін m» Go SOIN DAR: s... H6 


WEATHERSTRIP TOOLS—See Tools 
WHEELBARROWS—ALL KINDS 
A. 8. Aloe Сошрапу................ ^». . 210 
Kewanee Ма Manufacturing Company...... 238 
Lansing. Сон Company ........ Wen v eii cn s ИИИ, 
GUARDS—See Guards 
Б ент, 


Chain Belt Company 8 
Elite Мали НАК Company. boa A 
O. K. Cluteh & Machinery Company.. 
Sasgen Derrick Comp ann 
Sidney Elevator И. Company... 
Silent Hoist. Winch & C Ам 
St — Winch & Machine Works.. ys 


NCHES—ELECTRIC 
silent Hoist. Winch & — QUU roi 


8-—GASOLI 
Silent pr» Winch & crane EN ace 
WINCHES—TRUCK 
Silent Hoist, Winch & Crane Co....... 


WINDLASSES 
Silent Hoist. Winch & Crane Co........ 
Sti "€ а & Machine Works...... 
LASSES—GASOLINE 
Silent Hoist, Wi Winch & Crane Co 


Flint à ах Walliog Alltag Mfg. Company....... y» 
Walper) oo (Nickel 
er 
Kawneer Company . 
WINDOWS—CASEMENT (Steel) 
Wm. Bayley Company. r 
Crittall Casement Window Company.. 


3 B 58 3 d | 


Detroit Steel Products Company....140-141 
Rewards * көкчө «= аә n 291 
Genfire Steel Сошрапу.................. . 52 
Tatemationat Steel АУ iron CG ⁊ 240 
Kawneer Company ..................... 47 
David Lupton's ns Company SWAT 39 
Macomber сон Company.............- 236 
Geo. L. ker & Company.. УА — „348 
Richards- Wilcox р Ж рЫ E vo 6-7 
Truscon 8 nS iis dors s cc 44-251-297 
WINDOWS—CASEMENT ма 
Be c pem Cd Window Hdwe. "ма 
Willian’ Bayley — 11 
Curtis Companles ج‎ 
Wheeler, Osgood ‘Company. ка шел E 


WINDOW8—CELLAR—Seo — 
Cellar Sash 
. (Steel) 


Wm. Bayley Company 11 
Duena teel Р — , Company. .1401- -141 
rittall Casement Window Co......... = 
Genre Steel Сошрапу.................. 52 


International 8 & Iron Company .240 
David Lupton’s Sons Company......... 


2 ен ee re ead = 
Geo esker ошрару.......,....,, 
Truscon Steel Со.......... ЭЛӘ 44-251-207 
Vento Steel Sash Company........... * 


WINDOWS-—COTTAGE (Wood) 
Curtis Companies nor 
WINDOWS8—DOUBLE-ACTING 
Curt Mane E "i 
wneer Company .............. эе 
Truscon Steel Co.............. . . 444-251-207 
pe Ents EET کہ س‎ ag 
David Lupton’s == 3 ee Ш 
The Marschke Com — 
wa ENDOWS FACTORY (Steel) am 
m e m „ 
Detroit Steel Hroduels Company.. . 140-141 
erm e ene Steel Pà ron Co...........240 
David Lupton’s Sons Company......... 89 
мосом Steel ч р LEE E EEE 
L. Mesker & Сошрапу.........:,. 
Milwaukee Co Corrugating Company.: 2 ic 
222 


esteeeesesesoces 


Vento Steel Sash Seer ИМДЕ 


9 cen 

Wm. Bayley Compan r. "P 171 
Detroit teei Pro — "Сол pan „ 140-141 
Gen fire Steel Com man ssir tetes 52 
Ideal Steel Раа. Aqu f 
International Steel * ron Co. Q . 240 
Kawneer ораду . eee T7 
рати. Lupton's Sons Company......... 39 
Maco Comp ang 

Geo. j^ Mesker & Company......... e243 
Truscon Steel Co. seoce 44-81-07 


y. se... eeseeses 


Curt m .185 
E oo Steel & Iro 2s 240 
WIN DOWS—HOGHOUSE (Steel) 
International Steel & Iro фал еа. 
Macomber Steel .. aeaa ...236 
Gee. L. BE а & Company - - TOM 
rrugating mpany...... 
Co.. 209902 „» =» в» 6044-251-207 
Vento Steel Sash Company..... — —— 222 
Willis — — Company.......-.288 
WINDOWS—HO W METAL 
Internationa] Steel & Iron Co..........240 
Kawneer Com mpan os 55255) deis Pod «ъ Vc E 
David Lupton's 


**2425994$256929* 9 


Truscon Steel Pr NE -$ 251-297 
Willis Manufacturing Company.........286 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 
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WINDOWS—PUTTYLESS 
Manufacturing Company......238 
Marschke Compan pn PR ie T s eee ба 
Vento Steel Bash € шрапу.............. 
K. ra (Metal) 
Wm. Bayley Company.............. EKA a 
Crittali t Window Company... 
Detroit Steel Products Company... 140-141 
орна Steel & Iron hoi vi» о-и sae 
Ma Be Sons Company.......... 39 
х. за 8 Corrugating Company... M3 
еи kel rece ^ 251-297 
. . immet dr a: y (Wood) 
rican Casement Wind. Hdwe. Co....241 
„ (Steel) 
y... opa xd 
Detroit вае 83 Pats. - Company... - 40-141 
Genfire Steel Company........ apad epe 
David Heg e — Company 1.89 
Macomber Steel Company............... 236 
бер. ил. т & Company. . 9 2 243 
waukee Corrugating Co.............. 
wu Steel UD AGMEN Ж 
illis Manufacturing Сотрапу.........236 
WINDOWS—STORE 
Brasco Manufacturing Company...... » 295 


Kalman Steel Co pany کو ی‎ iA 
David | Lupton's Bona ompany...... E d 
Macomber Steel Company............... 
Geo. L. Mesker-& Company............. 243 
Truscon Steel Co.............. . .. 44-251-717 
ue мих — Company . 232 
WIRE GLA 
Detroit eee!“ Products Company. 140-141 
Miles چ ا‎ — — Company 802 
waukee Corrugating Company...... 
Truscon Steel oon. — n 44281207 
WINDOW yy ay E — 
WINDOW CATCHES—Ses 


WI Frames, Sash 
WIN GLAS Glass. 
VIEN — — Guards 


NDO NS— See Screens 
— SCREEN FASTENERS—Seco 
WINDOW W SHAD HMADES—See Shades 
WINDOW VENTILATORS—See Venti- 


WIRE—INSULATED 
Chane Metal 


N 
Wo rks ""»99?"».999929?929 900007290 42 
General Blectrie Compan g 130 
National Steel Fabric Company.........105 
Vina Caution бырай. 20 
n rru g Company........ 
WIRK DOORS oe Doors 


WIRE GRATINGS—See Gratings 
aa NETTING--See Netting 

WIRE ROPE--See Rope 
WIRE ROPE CLIPS—See Clips 
WIRE SCREENING—Seo Cloth, Screen, 


Cloth, 
NG—TELEPH 
ph Co. . 298 


American. Auro & Tele 
GS—See Ceilings 
woop COLUMNS-—See Columns 
WOOD FILLE 


WOOD PLANE Planers 
WOOD PRESERVATIVES—Seec Pre- 


woo OR 
Curtis Cony: b 135 
ders Company pereo 
Machine 


2 mpany . 
American Sawm — chy. Co...... -. 116-171 
Company. oa. 240 


. H. 
Combination Woodworking Meh. Co.. 
Crescent Machine Com 


chín Inne 229 
iu bag ond Machine ‘Co T wan Mom 

— M. Ken nedy seseore (EE TEEI ETE 
Knickerbocker Company ... 292 
Kornau — 2 MPANY y 41 
Leach Company ...... ............ ms 
Master Woodworker Mte. 2 234 
D. W. Onan & Sons.............. ans id 


**5090929999€$ 


Safe Too зооаоооовоо о ee | 
Le Bansbac | Machinery COO. Q | 
D. Wallace & E 


Com 
а. Machine | 3 ine 
WOODWORKING JOINTERS--8eo 


Jointers 
WOODWORKING MACHINERY—See 
WOOL—MINERAL 

U. 8. Mineral Wool Co.......... — 

WEECKING BARS—See Bars 

WREN 129 
Hart & Hegeman Mfg Company........ 2 
“eas nitary . ...... 8 
NAILS—See Reofing 


Nails, 
ZING PAINT PASTE—See Paste 
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TRADE 


INDEX OF 


American Builder's Quick Reference List of Leading Trade Names and Special 
Brands of Manufacturers of Building Material, Contractors’ Equipment | 
and Machinery, Home Conveniences, Tools, etc., Represented 
in This Annual Reference Number 


See Advertisers’ Index, Pages 299 and 301, for Advertisements of These Concerns in This Issue 


* Felt Roofing, H. W. Johns-Manville Co., New York, 


D 
— єс Tiss Solution, Anti-Hydro Waterproofing Co., New- 
rk, N. J. 
ACCO Sash Chain, American Chain Co., Inc., Bridgeport, Conn. 
9 Expansion Screw Anchors, Ackerman-John- 
" cago. 
ACME Clothes Lines, Samson Cordage Works, Boston, Mass. 
ADAMSTON Fiat Glass Adamston Flat Glass Co., Clarksburg, 


. V&. 
ADMIRALTY Tubing, Chase Companies, Inc, Waterbury, Conn. 
ADVANCE Concrete Machines, Lansing Co., Lansing, Mich. 
ADVANCE Pumps, F. E. Myers & Bro. Co., The, Ashland, Ohio. 
AERO Radiators, National Radiator Co., Johnstown, Pa. 

AETNA Sash Cord, Samson Cordage Works, Boston, Mass. 

AGATEX Chemical Cement Floor Hardener, The Truscon Labor- 
atories, Detroit, Mich. 

AGILIS Quick Compression Faucets, Crane Co., Chicago, Ill. 

AGILIS JR. Quick Compression Faucets Crane Co., Chicago, Ill. 

AIKEN Saw Sets Sargent & Co., New Haven, Conn. 

AIR-WAY Casement Window Hardware, Richards-Wilcox Mfg. Co., 


Aurora, III. 
AJAX Sheathing and Roofing Brackets, Ajax Building Bracket Co., 
Cleveland Heights, O, 
AJAX High Grade Coil Log and Dredge Chains, American Chain 
Co, Inc., Bridgeport, Conn. 
AJAX Insulating Compounds, Sherwin-Williams Co., Cleveland., Ohio. 
A e Dogs, American Saw Mill Machinery Co., Hacketts- 
AJAX Spring Hinges, Chicago Spring Hinge Co., Chicago, Ill. 
uox Bronze Powder, Aluminum Co. of America, 
ALCOA Aluminum, Aluminum Co. of America, Pittsburgh, Pa. 
ALCOVE Drinking Fountains, Crane Co., Chicago, Ill. 
ALEXANDRIA Baths, Crane Co., Chicago, Ill. 
жык x © - щргын Primer, Truscon Laboratories, The, De- 
e 
* Transformers, General Electric Co., Schenectady, 


„ X. 
ALL-STEEL Locks and Sash, National Mfg. Co., Sterling, Ill. 
ALL-STEEL Portable Garages, Edwards Mfg. Co., Cincinnati, Ohio. 
ALLEGAN Road Scrapers, Lansing Company, Lansing, Mich. 
ALOE Levels, A. 8. Aloe & Co., St. Louis, Mo. 
ALOXITE Cloth Grinding Wheels, Discs, Tool Sharpening Stones, 
ete, Carborundum Company, Niagara Falls N. Y. 
ALPHA a Pipe, Condenser Tubes, Chase Companies, Inc., Water- 
> nn. 
ALPHA Cement, Alpha Portland Cement Co, Easton, Pa. 
ALPINA Syphon Revolving Ventilators, Milwaukee Corrugating Co., 
Milwaukee, Wis. 
ALTRURIA Drinking Fountains, Crane Co., Chicago, Ill. 
ALUMINA Screen Cloth, Reynolds Wire Co., Dixon, Ill. 
ALVA Lavatories, Standard Sanitary Mfg. Co., Pittsburgh, Pa. 
AMBLER Asbestos Building Products, Asbestos Shingle, Slate & 
Sheathing Co. Ambler, Pa. 
AMBROTEX Varnish, Truscon Laboratories, The, Detroit, Mich. 
AMERICAN Base and Wail Polisher, American Floor Surfacing 
Machine Co., Toledo, Ohio. 
AMERICAN Chains, American Chain Co., Bridgeport, Conn. 
AMERICAN Cuckoo Clocks, Alarm and Hail Clocks, American 
Chime Clock Co., Philadelphia, Pa. 

CAN Metal Tile Milwaukee Corrugating Co., Milwaukee, Wis, 
AMERICAN Radiators, American Radiator Co., New York, N. Y. 
AMERICAN Saw Mil Machinery, American Saw Mill Machine 

Co., Hackettstown, N. J. 
CAN Handy Grinder American Floor Surfacing Machine 
Co. Toledo, Ohio. 
AMERICAN RAPID GRINDER Tile, Marble and Terrace Floor Sur- 
face, American Floor Surfacing Machine Co., Toledo, Ohio. 
AMERICAN SPECIAL Plaster Board Nail American Steel & Wire 


Co., Chi III. 
(САМ AL Wood Floor Surfacing Machine, Amer- 
ican Floor Surfacing Machine Co., Toledo, Ohio. 
ANCHOR BRAND Dry Colors and Fillers, C. K. Williams & Co., 


— 2 
— ~ White Pine Frames, Andersen Frame Co. Bayport, 


ANDREWS Heaters, Furnaces, Water Supply Systems, etc., Andrews 
Heating Co., go сүзгү — 

ANGO Lavatories, Standard nitary Mfg. Co., Pittsburgh, Pa. 

ANSBOR Lavatories, Standard Sanitary Mfg. Co., ИШАНГА, Pa. 

ANTHONY Wire Fence (Zinc Insulated), American Steel Wire 


Co., Chicago, III. 


FOR ADVERTISERS’ INDEX SEE NEXT TO LAST PAGE 


ANTI-HYDRO Waterproofing, Anti-Hydro Waterproofing Co, New- 


ar „ J. 
APARTO Lavatory, Crane Co, Chicago, Ill. 

AQUA SILK Waterproof Shower Curtains, Crane Co., Chi „ III. 
ARCO Thermostats and Regulators, American Radiator „ New 


York, N. Y. 

ARCOLA Hot Water Radiator Outfit and Boller, American Radiator 
Co., New York, N. Y. 

ARCUO Drinking Fountains, Crane Co., Chicago, Ill. 

ARCUS Lavatories, Crane Co., Chicago, Ill. 

ARDMORE Lavatories, Crane Co., Chicago, Ill. 

6 Strip Shingles, Beckman-Dawson Roofing Co., Chicago, 


п 
ARKONA Baths, Standard Sanitary Mfg. Co., Pittsburgh, Pa. 
— ons Floor Hardener, Anti-Hydro Waterproofing 
o., New T дф. 
— Cooler Door Closers, Chicago Spring Hinge Co., Chicago, 


II. 

ART ROC Coloring and Hardener for Cement, The Truscon Labor- 
atories, Detroit, Mich, 

ASBESTONE Composition Flooring, Franklyn R. Muller Co., Wau: 


kegan, III. 
ASEPTICOTE Flat Wall Paint, The Truscon Laboratories, Detroit, 
©. 


ASFALSLATE Shingles, Philip Carey Mfg. Co., Lockland, Ohio, 

ASHLAND Penes Jacks and Swings, Е. E. Myers & Bro. Co, 
Ashland, Ohio. 

ASYLUM Bath Tubs, Crane Co., Chicago, Ill. 

ATHA Tools, Stanley Rule & Level Co., New Britain, Conn. : 

шу: > у. Pad Fasteners, Garden City Plating & Mfg. Co, 

cago, 

ATLAS Lavatories, Standard Sanitary Mfg. Co., Pittsburgh, Pa 

ATLAS Waterelosets, Crane Co., Chicago, III. 

ATLO Water Closets, Crane Co., Chicago, Ill. 

AUT-O-DOR Electric Operator, Richards-Wilcox Mfg. Co., Aurora, 


ш. 

AUTOMATIC Floor Surfacing Machine, Wayvell Chappell & Co, 
N 9 ces 

aie ик Heaters, Automatic Electric Heater Co., Phil- 
adelp 

AVOLYN Drinking Fountains, Crane Co., Chicago, Ill. i 

mid: a o. Porcelain, Wheeling Sanitary Mfg. Co., Wheel- 
ng, W. Va. : 


BABY Bath Tubs and Closets, Crane Co., Chicago, Ill. 
BAILEY Planes, Stanley Rule and Level Co., New Britain, Conn. 
BAKELITE Products, Bakelite Corp, New York, N. Y. Ў 
BALSAM-WOOL Insulating and Sound Deadener, Wood Conversion 
Co., Cloquet, Minn. 
BAN Measuring Tapes, The Lufkin Rule Company, Saginaw, 
ic ы 


м ; 

BANTAM JUNIOR Concrete Mixers, Ransome Concrete Machinery 
Co., Dunellen, N. J. 

BARACIDE Acid and Alkali Proof Coating, The Truscon Labors- 
tories, Detroit, Mich, 

BARNERT Washup Sink, Crane Co., Chicago, Ill. 

BARRACKS Lavatories Crane Co, Chicago, Ill. A 

BATES Steel Poles, Bates Expanded Steel Truss Co., East Chicago 


Ind. А: 
BATES MULTI-WALL Paper Bags, Bates Valve Bag Corp., Chicago 
BAYLEY-SPRINGFIELD Steel Windows and Doors, Wm. Bayly І 
Co., Springfield, Ohio. Y. 
BAYONNE Duck and Waterproof Cloth and Roof and Deck Cloth, 
John Boyle & Co., Inc, New York City. p 
BEARCAT Mortiser and Borer, The Paxson Co., Dowagiac, Mich. 
BEAVER Saws, Henry Disston & Sons, Philadelphia, Pa. SA 
BEAVER Woodworking Machinery, Hutchinson Mfg. Co., Norm 
town, Pa. xk 
BED-ROCK Planes, Stanley Rule and Level Co., New Britain, Cons, 
BEE Clothes Lines, Samson Cordage Works, Boston 9, Mas 
BBE HIVE Pitch and Roofing Felt, Samuel Cabot, Inc, = 
Mass. 
BESSLER Disappearing Stairways, Bessler Disappearing 8 
Co., Akron, Ohio, ; 
BEVERLY Lavatories, Standard Sanitary Mfg. Co., Pitteburgh, 
BIG AMERICAN Wood Floor Surfacers, American Floor Surf 
Machine Co., Toledo, Ohio, 
BIG BILL Padlocks, Sargent & Co, New Haven, Conn. 
BIG FOUR Door Hangers and Track, National Mfg. Co., Ster 
BITUBAR Pitch Proof Coating, Truscon Laboratories, Detroit, 


И 


hicago, 


o, Co, 


BITUMET Asphalt Coatings for Metals, The Asphalt Products Co., 


, Syracuse, N. Y. 
Ine, J DECKER Portable Electric Tools, Black & Decker Mfg. 


BLACK & D 
Co., Towson, Md. 
BLACKFORD Lavatories, Standard Sanitary Mfg. Co., Pittsburgh, 


Pa. 
-CRANE Jointers, Woodsawing, Woodworking Machy., etc. 

воїС® B. & J. E. Boice, Toledo, Ohio. s 5 : 

BOMMER Spring Hinges, Floor Surface Spring Hinges, Door Pivots, 
Lavatory Stall Hardware, Screen Door Hinges and Door Springs, 
Bommer Spring Hinge Co., Brooklyn, N. Y. 

Boss Mixing Machinery for Concrete and Hoists, American Cement 
Machine Co. Inc. Keokuk, Iowa. 

BOSTON Faucets, Crane Co., соед IH. 

BOYLSTON Lavatories, Crane Co., Chicago, III. 

BRADLBY MILLER White Pine Frames, Bradley-Miller Co, Bay 

t ch. 
BRASCO Metal Store Fronts, Brasco Mfg. Co., Chicago, Ill. 
MENT (ue Brick and Stone Masonry), Loutsville Cement Co., 

Loui e, KY. 

BRONCHO Concrete Mixers, Lansing Co., Lansing, Mich. 

BROOKS Ready Roofing, Johns-Manville, Inc., New York, N. Y. 

BRUCETON Lavatories, Standard Sanitary Mfg. Co., Pittsburgh, På. 

BRUSHING сао a Coating, The Asphalt Products Co., 
Inc, Syracuse N. 

BUCKEYE Pumps, Hydrants, etc, Mast, Foos & Co., Springfield, О. 

BUENA Lavatories, Standard Sanitary Mfg. Co. Pittsburgh, Pa. 

BULL DOG Adjusters, Casement Hardware Co., Chicago, Ill 

BULL DOG Chains, Chain Products Co., Cleveland, Ohio. 

BULL DOG Lock Stove Pipe, Wheeling Corrugating Co., Wheeling, 


W. Va. 
BULL NOSE Corner Bead, Milwaukee Corrugating Co. Milwaukee, 


BULLDOZER Power Pumps and Working Heads, F. E. Myers & Bro, 
Co. The, Ashland, Ohio. 

BULLY BOY Saw Sets, Henry Disston & Sons, Philadelphia, Pa. 

BURNHAM Heating Boilers, Burnham Boiler Co., Irvington, N. Y. 

BUTLER Self-Adjusting Window Ventilators, Butler Laboratories, 
Inc., Brooklyn, N. Y. 

BUTTON LOCKS Door Locks, Schlage Lock Co., San Francisco, 
Calif. 


CABOT Paints, Paper, Wood Preservatives, Shingle Stains, etc., 
Samuel Cabot, Inc., Boston, Mass, 

CAPITAL Barrows, Lansing Co., Lansing, Mich. 

CAPITOL Boilers, U. 8. Radiator Corp., Detroit, Mich. 

CAPITOL a Diamond Metal Weather Strip Co., 

olumbus, O. 

CARBORUNDUM Grinding Wheels, Tool Sharpening Stones, Scythes, 
Razor Strops and Hones and Oil Stones, Discs, etc., Carborun- 
dum Co. Niagara Falls, N. Y. 

N Toggery Racks, Chas, Fischer Spring Co.. Brooklyn, 


CARTER Power Plane, The R. L. Carter Co., Phoenix, N. Y. 
CARTER Woodworking Machy., R. L. Carter Co. Inc., Phoenix, 


N. Y. 

CECO Column Forms, Reinforcing Bars, etc., Concrete Engineering 
Co., Omaha, Neb. 

CBCO Weatherstrips, Ceco Weatherstrip and Screen Co., Division of 
Concrete Engineering Co., Chicago, III. 

CENTURY Air and Hand Pumps, Paint and Whitewash Spraying 
Machines, The F. E. Myers & Bro, Co., Ashland, Ohio. 

co Chains, Chain Products Co., Cleveland, Ohio. 

CHABELCO Chains, Chain Belt Co. Milwaukee, Wis. 

С. H. & E. Hoists, Pumps and Portable Saw Rigs, C. H. & E. Mfg. 
Co, Inc, Milwaukee, Wis. 

EDS, Рано and Gauging Plasters, U. 8. Gypsum Co., 

cago, ПІ, 

CHALLENGE Measuring Tapes, Lufkin Rule Co., Saginaw, Mich. 

CHAMET Bronze, Chase Companies, Inc, Waterbury, Conn. 

CHAMPION Door Lock Mortiser, Colgan Machy. and Supply Co., 
Columbus, Ohio. 

CHAMPION Door Springs, Sargent & Co. New Haven, Conn. 

CHAMPION Drag Saws and Saw Mill Drags, American Saw Mill 
Machinery Co., Hackettstown, N. J. 

ЕСОН Finishing and Gauging Plasters, U. 8. Gypsum Co., Chi- 


cago, Ill. 
CHAMPION Saw Sets, Henry Disston & Sons, Philadelphia, Pa. 
CHAMPION Pipe and Boiler Covering, Johns-Manville, Inc, New 


York, N. Y. 
LORAIN Roofing, Wheeling Corrugating Co., Wheeling, 
а. 


CHASE Brass, Chase Companies, Inc., Waterbury, Conn. 
ons i À Automobiles and Trucks, Chevrolet Motor Co., Detroit, 


Mich. 
КАО дамы Spring Hinges, Chicago Spring Hinge Co., Chi- 


0, Ill. 
CHICAGO Door Springs, Chicago Spring Butt Co., Chicago, Ill. 
CHICAGO Expansion Nail, Chicago Expansion Bolt Co., Chicago, Ill. 
CHICAGO Stevedore Truck, Lansing Co., Lansing, Mich. 
CHROMITE Tile, Chromite Со. Chicago, III. 

CHICAGO Unions, Crane Co., Chicago, i. 

CHROMOL Hack Saws, Henry Disston & Sons, Philadelphia, Pa. 
pup 1 UNIVERSAL Portable Saw, Clarke Sanding Machine Co., 
Терка VAC-ALL Cleaner, Clarke Sanding Machine Co., Chicago, 


sug VACUUM Portable Sander, Clarke Sanding Machine Co., 
CLARK JEWEL Gas Range, American Stove Co., St. Louis, Mo. 
CLEAR WAY Valves, Crane Co., Chicago, Ili. 
CLERMONT Lavatories, Crane Co., Chicago, III. 

EVEL Chains, Chain Products Co., Cleveland, Ohio. 
8 N Lavatories, Crane Co., Chicago, Ill. 
СИМАХ Barrows, Lansing Co., Lansing, Mich. 

MAX Wire Netting, Gilbert & Bennett Mfg. Co. Chicago, Ill 
CLINTON Face Brick, Finzer Bros, Clay Co. Sugar Creek, Ohio. 
CLINTON Metallic Paint, Mortar Colors and Cement Colors, Clin- 

ten Metallic Paint Co., Clinton, N. Y. 

Wood and Pole Saws, American 8aw Mill Machinery Co., 
к Lavatories, Crane Co., Chicago, Ill. 

TER LDAP Hay Carriers, The F. E. Myers & Bro. Co., Ash- 
COG GEAR Well House, Tank Spray and Cistern Pump, The F. E. 
co yers & Bro. Co. Ashland, Ohio. 

en Colloidal Paints and Stains, Samuel Cabot, Inc., 


со п, asa, 
COLON Barrows, Lansing Company, Lansing, Mich. 
COLONIAL Dampers, Colonial Fireplace Co., Chicago, Ill. 
AL Lavatories, Crane Co., Chicago, Ill. 
GOLUMBIA Baths, Crane Co., Chicago, Ill. 
UMBUS Leather Cloth and Table Covers, Columbus Union Oli 
oth Co, Columbus, Ohio. 
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ори Hay Unioaders, F. E. Myers & Bro. Co., Ashland, 


o. 
CONRED Baths, Standard Sanitary Mfg. Co. Pittsburgh, Pa. 
CONSERVO Wood Preservatives, Samuel Cabot, Inc., Boston, Mass. 
9 1 Shingles, National Sheet Metal Roofing Co., 
ersey y, N. J. 
COPLEY Lavatories, Standard Sanitary Mfg. Co., Pittsburgh, Pa. 
COPPERED Metal Milwaukee Corrugating Co. Milwauk Wis. 
COP-R-LOY Sheet Steel, Wheeling Corrugating Co., eeling, 


W. Va. 
COPTIC Lavatories, Crane Co., Chicago, III. 
CORBIN Locks and Hardware, P. & F. Corbin, New Britain, Conn. 
Bo ox Steel Bathroom Cabinets, Corcoran Mfg. Co., Cincin- 
na o. 
CORINTH Baths, Crane Co., Chicago, III. 
Mr n in Cornerite, North Western Expanded Metal Co., 
CORNELL Rolling Doors, Cornell Iron Works Co. Inc. Long Island 


City. 
or ID Garage Door Hardware, Richards-Wilcox Mfg. Co., 
urora, 3 
CORNET Baths, Crane Co., Chicago, III. 
CORRECTO URINALS, Crane Co., Chicago, I11. 
CORRUGATED KNO-BURN Self-Furring Metal Lath, North West- 
ern a c4. Metal Co., Chicago, ІН. 
CORSYN ater Closets and Tanks, Crane Co., Chicago, Il. 
CORTO Radiators American Radiator Co., New York, М, Y. 
CORWITH Baths, Crane Co., Chicago, 111. 
COTTAGE Fencing, Gilbert & Bennett Mfg. Co., Chicago, III. 
COUGAR Saws, Henry Disston & Sons, Philadelphia, Pa. 
CRACO Closet Tanks, Crane Co., Chicago, Ill. 
CRANE Steam Specialties and Plumbing Supplies, Crane Co., Chi- 


cago, Ill. 

CRANÉ „ RENATA Valves and Valve Trimmings, Crane Co., 

сако 

CRANE LAP Flanged Pipe Joints, Crane Co., Chicago, In. 

CRANETILT Steam Traps, Crane Co., Chicago, Ill. 

CREOLEUM Dampproofing for Woo Truscon Laboratories, The, 
Detroit, Mich. 

CRESCENT Band Saws and Woodworking Machinery and Swing 
Saws, Crescent Machine Co., Leetonia, Ohio. 

CRESCENT lavatories, Crane Co., Chicago, III. 

CRESCENT Woodworking Machinery Co., The Crescent Machine Co., 
Leetonia, Ohio. 

CRETA Drinking Fountains, Crane Co., Chicago, Ill. 

n Eave Troughs, Milwaukee Corrugating Co., Milwau- 
ee, 8. 

e Windows, Crittall Casement Window Co., De- 

oit, e 

CROFOOT Tackers and Staples, J. B. Crofoot Co., Chicago, III. 

CROMAR Finished Oak Flooring, Cremar Со., Williamsport, Pa. 

скив er Saw Electric Hand Saw, Crowe Mfg. Co., Cincin- 
nati, o. 

— n Machine, American Saw Mill Machy. Co., Hacketts- 
own, N. J. 

CURTIS Woodwork, Curtis Cos., Clinton, Iowa. 


DANDIE Concrete Mixers, Koehring Co., Milwaukee, Wis. 

DANDY Bag Truck, Lansing Co., Lansing, Mich. 

DANGLER Gas Range, American Stove Co., St. Louis, Mo. 

BATT Hog House Window, Milwaukee Corrugating Co., Mil- 
waukeo, 

DECO-LIN Wall Coverings, Decorative Co., Saratoga Springa N. Y. 

DEFIANCE Pumps, Stands and Spray Pumps and Working Heads, 
The F. E. Myers & Bro. Co., Ashland, Ohio. 

DELCO-LIGHT Incandescent Lighting Plants, Water Systems and 
Acoessories for Same and Electric Washing Machines, Delco- 
Light Co., Dayton, Ohio. 

DENTAL Lavatories, Crane Co., Chicago, III. 

DENTUS Lavatories, Crane Co., Chicago, Ill. 

DETROIT FENESTRA Steel Factory Windows, Detroit Steel Prod- 

cts Co. Detroit, Mich. 

DE lone ons Portable Painting Equipment, The DeVilbiss Co., To- 

o, o. 
DB аиа Spray-Painting Systems, The DeVilbiss Co., Toledo, 
o. 


DEVORO Closet, Standard Sanitary Mfg. Co. Pittsburgh, Pa. 
DE WALT Woodworker, Dewalt Mfg. Co., Leola, Pa. 
DIAMOND Caulking and Glazing Compound, Diamond Metal 
Weather Strip Co., Columbus, Ohio, 
DIAMOND Metal Lath, Truscon Steel Co., Youngstown, Ohio. 
DIAMOND Metal Weatherstrips, Diamond Metal Weather Strip 
Co., Columbus, Ohio. 
DIAMOND Mills, Fairbanks, Morse & Co., Chicago, Ill. 
DIAMOND POINT Saws, Henry Disston & Sons, Philadelphia, Pa. 
DIAMOND WAY Metal Weather Strips, Diamond Metal Weather 
Strip Co., Columbus, Ohio. 
DIAMOND Zinc Screen Slides, Diamond Metal Weather Strip Co., 
Columbus, O. 
DIRECT ACTION Gas Range, American Stove Co., St. Louis, Mo. 
DISSTON Crucible Steel Saws, Files, Rasps, Gummers and Premier, 
Henry Disston & Sons, Inc., Philadelphia, Pa. 
DIXIE Ae Shingles, Wheeling Corrugating Co. Wheeling, 
Va. 
DONLEY Fireplace Equipment, Donley Bros. Co., Cleveland, Ohio. 
a ae Herringbone Metal Lath, Genfire Steel Co., Youngs- 
own, o. 
DORIS Bath Tubs, Crane Co., Chicago, Ш. - 
DOUBLE-DIPPED Shingles, С. А. Mauk Lumber Co., Toledo, Ohio, 
DOUBLE I Wire Stretchers, American Steel & Wire Co., Chi- 
cago, 
DOUBLE-WHITE Paints, Samuel Cabot, Inc., Boston, Mass. 
eS Sand Screens, Gilbert & Bennett Mfg. Co., Georgetown, 
onn. 
DRYVIN Expansion Shields, Star Expansion Bolt Co. New York. 
DUFLEX Door Hangers, Richards-Wilcox, Auraro, Ill. 
DUL-VAR-TEX Varnish, Truscon Laboratories, The, Detroit, Mich. 
DUMPY Saws, Henry Disston & Sons, Philadelpnia, Pa. 
ear cos Concrete Roofing Tile, W. E. Dunn Mfg. Co., Holland, 
с 
"S ow Concrete Building Units, W. E. Dunn Mfg. Co., Holland, 
с 
DUNTILE Machinery, W. E. Dunn Mfg. Co., Holland, Mich, 
DUO & DUO JR., Lavatory Faucets, Crane Co., Chicago, Ill. 
DUPLEX Fiush Valve, Standard Sanitary Mfg. Co., Pittsburgh, Pa. 
DUPLEX Pumps, F E. Myers & Bro. Ashland, Ohio. 
DUPLEX Spray Pumps, The F. E. Myers & Bro. Co., Ashland, Ohio. 
DUPLEX Steel Bridging, Genfire Steel Co. Youngstown, Ohio. 
du PONT TONTINE Window Shade Material, E. I. du Pont de 
Nemours & Co., Inc, Fabrikoid Div., Newburgh, N. Y. 
wba Ат" Cloth, Paper, eto, Behr-Manning Co, Inc, 
y, N. X. 
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DURO Household Water Supply Systems, Pumps, etc., The Duro Co., 


Ohio. 
DUROBAR Chains, Chain Belt Co., Milwaukee, Wis. 
DUROPLATE Blackboards, E. W. A, Rowles, Chicago, 111. 
DURUNDUM Abrasive Cloth, Paper, etc., Manning Abrasive Co., 


Inc., aroy, N. Y. 

DURUS Dri Fountains, Crane Co., Chicago, III. 

DUTCH mig A ^» Kitchen Cabinets, Coppes Bros, & Zook, Nap- 
panee, In 


GLE Crimping and Fiuting Machines, North Bros. Mfg. Co. 
Philadelphia, Pa. 
GLE Sash Pulley, Grand Rapids Hardware Co. Grand Rapids, 


Mi 
BAST LAKB Metallic Shingle, Crane Co., Chicago, III. 
EASTERN Garden Wheelbarrows, ^ Co. Lansing, Mich. 
EATON Lavatories Crane Co., Chicago, III. 
EBUR Combination Drinking Fountains and Lavatories, Crane Co., 


Chicago, П 
ECCENTRIC Swages Henry Disston & Sons, Philadelphia, Pa. 
n age 96 re Stretchers, American Steel & Wire 
. cago, 
ECLIPSE Door Springs and Door Checks, Sargent 4 Co., New 


Haven, Conn. 

ECLIPSE Windmills, Fairbanks, Morse & Co., Chicago, Ill. 
ECONO Expanded Metai for Concrete Reinforcement and Machine 
Guards, North Western Expanded Metal Co., Chicago, III. 
ECONOMY Incinerators, Economy Incinerator Co. Milwaukee, Wis. 
ECONOMY Pumps, Stands and т Hangers, The F. E. Myers & 

Bro. Co., Ashiand, Ohio. 
EDDYSTONE Sash Cord, Silver Lake Co., Newtonville, Mass. 
wee gg aoe Enamel (Exterior), Truscon Laboratories, De- 
z е 
EDGELY Lavatories, Standard Sanitary Mfg. Co., Pittsburgh, Pa. 
EDMANCO Metal Ceilings, Shingles, Rolling Doors, Shutters, etc, 
Edwards Mfg. Co., Cincinnati, Ohio. 
EDWARDS Ceilings and Shingles, Edwards Mfg. Co., Cincinnati, O. 
EDWARDS Portable Garages, Roofing Tiles, Rolling Doors, Shutters, 
etc., Edwards Mfg. Co., Cincinnati, Ohio. 
EG-SHELL Mill White, Sherwin-Williams Co., Cleveland, Ohio. 
EJECTO Closet, Standard Sanitary Mfg. Co., Pittsburgh, Pa. 
ELASTIC Glazing Composition, Н. B. Fred Kuhis, Brooklyn N. Y. 
ELASTITE Expansion Joints, Philip Carey Co., Chicago, Til. 
"E EET ЮР Insulating Material, Inc., Johns-Manville, Inc., 
ew Yo o 9 
ELEGIA Lavatories, Crane Co., Chicago, III. 
ELITE Enamel Jacketed Boiler, Thatcher Co, Newark, N. J. 
EMPIRE Bolting Machines, American Saw Mill Machinery Co., 
Hackettstown, N. J. 
ENDURAROC Blackboards, E. W. A. Rowles, Chicago, Ш. 
ESSEX Baths, Standard Sanitary Mfg. Co., Pittsburgh, Pa. 
ETERNIT Asbestos Shingles, Lumber, Corrugated Sheets, Eternit, 
Inc., St. Louis, Mo. 
EKA Barrows, Lansing Co., Lansing, Mich. 
EUREKA Chains, American Chain Co., Bridgeport, Conn. 
EUREKA Expanded Metal Lath, North Western Expanded Metal 
Co., Chicago, III. 
A RAFT Chimney Caps, Milwaukee Corrugating Co., Milwau- 
ee, s. 
EVERETT Lavatories, Standard Sanitary Mfg. Co., 2 Pa. 
SVERHOT Branding Irons, The Everhot Mfg. Co., Маут „> ЖЬ 
EVERLASTING Chisels, Stanley Rule and Level Co, New Britain, 


Conn. 
EVERLITE KOATING Wall Paint, Toch Bros., Inc., New York, N. Y. 
EXPANSION Meta! Trim and Corner Bead, Milwaukee Corrugating 
Co. Milwaukee, Wis. 
EXPEDIO Water Closets, Urinals and Slop Sinks, Crane Co., Chi- 


cago, III. 
EXPULSO Closets, Standard Sanitary Mfg. Co., Pittsburgh, Pa. 
E. Z. Garage Fixtures, Frantz Mfg. Co., Sterling, III. 
E. Z. Shingle Bunchers, American Saw Mill Machinery Co, Hack- 
ettstown, N. J. 


F Ded Dumbwalters, Sedgwick Machine Works, New York, N. Y. 

FAIRBANKS Scales, Fairbanks, Morse & Co., Chicago, III. 

FAIRBANKS-MORSE Gasoline, Kerosene and Diesel Engines, Air 
Compressors, Centrifugal, Circulating, Deep Well, Power, Rail- 
road ard Steam Pumps, Motors and Generators, Motor Cars, 
Motor Generator Sets, Central Station Power Plants, Railway 
Appliances, Farm Machinery, Lighting Plants and Water Sys- 
tems, Fairbanks, Morse & Co., Chicago, III. 

FAIRDAY Washing Machines, Fairbanks, Morse & Co., Chicago, III. 

FAIRFAX Lavatories Crane Co., Chicago, Til. 

FALCON Saws, Henry Disston & Sons, Philadelphia, Pa. 

FAULTLESS Spray Pumps, Carriers, Hay Fork Pulleys, Door Hang- 
ж. and Pumping Jacks, The Р. E. Myers & Bro. Co., Ashland, 

0. 

FAYS Saws, Henry Disston & Sons, Philadelphia, Pa. 

FEDERAL Motor Trucks, Federal Motor Truck Co., Detroit, Mich. 

FENESTRA Steel Casements and Windows, Detroit Steel Products 
Co., Detroit, Mich. 

FENWICK Levatories, Standard Sanitary Mfg. Co., Pittsburgh, Pa. 

FERRITEX Roof Cement, Truscon Laboratories, Detroit, Mich. 

FERRO, 1 X34 ре Steel Filler, Cement, Johns-Manvilie, Inc., New 
o ; 

FIAT Shower Bath Compartments, Fiat Metal Mfg. Co., Chicago, Ill. 

es С ud Insulating Paper, Philip Carey Mfg. Co., Lockland, 

o. 
FIBROTEX Roof Cement, Truscon Laboratories, Detroit, Mich. 
io чз - TOPPING Roof Paint, Truscon Laboratories, Detroit, 
ch. 

FIFTH AVE. Closets and Lavatory, Crane Co., Chicago, IIL 

n PM a зу and Boiler Covering, Johns-Manville, Inc, New 
ork, N. Y. 

as & л Refractory Cement, Carborundum Co., Niagara Falls, 


FIREITE Furnace Cement, Johns-Manville, Inc, New York, N. Y. 

FISK Transportation Cord Tires for Motor Trucks and Automobiles, 
Fisk Tire Co, Chicopee Falis Mass. 

PT ТЕ Barn Door Hardware, Richards- Wilcox Mfg. Co., Aurora, 


FLAT TONE Fiat Wall Finish, Sherwin-Williams Co., Cleveland, O. 
FLEXIBLE Door Hangers, F. E. Myers & Bro. Co., Ashland, Ohio. 
FLEXSTONBE Asbestos Roofing, Johns-Manville, Inc, New York, 


N, Y. 
FLORIAN Drinking Fountains, Crane Co., Chicago, III. 
FLUTED-CATCH ckets and Receptacles, General Electric Co., 


Schenectady, N. Y. 
FLYING DUTCHMAN Wood Caving Machinery, Galimeyer & Liv- 
ingston Co., Grand Rapids, Mich. 


Index of Trade Names 
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FOLEY Automatic Saw Filer, Foley Saw Tool Co., Minneapolis, Mina 
1a Face Brick, Finger Bros, Clay Co, Sugar Gre 


Ohio. 
FOREST City Tools, Forest City Bit & Tool Co., Rockford, H 


FORMOCLOR QUALITY House Paint, Truscon Laboratories 4 
Detroit, Mic DI 


FORSTNER Auger Bits, The Progressive Mfg. Co., Torrington, С 

FOUNTAIN Spray Pumps, The F. E. Myers & Bro. Co., Ashi x e 

1 "ENS LUMBER, Weyerhaeuser Forest Products Co., St. Paw 
nn. 


FRANTZ Builders Hardware, Frantz Mfg. Co., Sterling, Il. С 
FREE-O-DUST Floor Sander, Electric Rotary Machine Co., Chica 


III. 
FRAZIER Self-Balanced Stairs, Frasier Stair Co., Pittsburgh, ра A 


FRIGIDAIRE Iceless Refrigerators and Ice Cream Cabinets, 

Light Co., Dayton, Ohio. п 
FUME-SAF WHITE Enamel, The Truscon Laboratories, Detroit, 1 
nest. 


Mich. 
FYER-WAL Fire Doors, Richards-Wilcox Mfg. Co., Aurora, III. 


G-F Metal Lath, Bridging, Steel Lumber, Sash, Tile Corner Beads 
Trussit Channels, Casements, Wire Mesh, Lintels, Doors, Bagg. | 
ment Windows etc., Genfire Steel Co. Youngstown, Ohio. 25 

G. & B. Levels, Geier & Bluhm, Ine, Troy, N. Y. 7 

3 & B Poultry Netting and Wire Cloth, Gilbert & Bennett Mfg. C, 


Chicaga, Til. AN 
xui ED eue Iron Primer, Truscon Laboratories De. 

roit, Mic | 
GARCY Clothes Closet Fixtures, Garden City Plating & Mfg, Co, 


Chicago, III. 
GAS-GARD Water Heater Control, Gas-Gard Co., Rochester, N. Y, 
GAST Spray Master Air Painters, Gast Mfg. Corp., Bridgman, Mich, | 
GENASCO Protective Products, The Barber Asphalt Co., Philadel- ~ 


phia, Pa. pe РА 
паго LATITE Shingles, The Barber Asphalt Co., Philadelphia, 

a. 
GENASCO SEALBAC Shingles, The Barber Asphalt Co., Philadel. 


phis, Pa. ‘ 

GENASCO STANDARD TRINIDAD Built Up Roofs, The Barber 
Asphalt Co., Philadelphia, Pa. xs 

GENESEE Wheelbarrows, Lansing Co., Lansing, Mich. 

GENFIRE Sheet Lath, Genflre Steel Co., Youngstown, Ohio, 

GENUINE FRANKLIN TUNNEL, Roofing Slate, Slatington Mate 
Co., Blatington, Pa. "V 

GEYSER Pumps, Е. E. Myers & Bro. Co., Ashland, Ohio. А 

GIANT Door Hangers, Tracks and Pumps, The Е. E. Myers & Bro. - 
Co., Ashland, Ohio. 

GIANT —- 2 Dogs, American Saw Mill Machy. Co., Hacketts- 
own, N. J. 

GLIDE Door Hangers and Tracks, Frantz Mfg. Co., Sterling, ІН. 

GLOBE Wheelbarrows, Lansing Company, Lansing, Mich. 

GLO-HOT Electric Fireplaces, Colonial Fireplace Co., Chicago, Ill. 

— 2 Electric Switches, Hart & Hegeman Mfg. Co., Hart- 
ord, Conn. 

E ER Electric Sockets, Hart & Hegeman Mfg Co., Hart- 
or onn. 

GOOD ROADS Paver, Ransome Concrete Machinery Co., Dunellen, 


N. J. 
GOODYEAR RUBBER TILING, Goodyear Tire & Rubber бо, 
Akron, Ohio. ; Y 
GOODYEAR Tires for Motor Trucks and Automobiles, Goodyear 
Tire & Rubber Co. Akron, Ohio. 4 
GOSSETT Fasteners, Hinges, F. D. Kees Mfg. Co., Beatrice, Neb. 
GOULDING Saws, Henry Disston & Sons, Philadelphia, Pa. А 
GRAHAM Motor Trucks, Graham Bros. Co., Detroit, Mich, 1 
GRAND Garage Door Holder, Sasgen Derrick Co., Chicago, III. 
GRAND RAPIDS Grinders, Gallmeyer & Livingston Co., Grand 
Rapids, Mich. - 
GRAND RAPIDS Sash Pulleys, Grand Rapids Hardware Co., Grand 
Rapids, Mich. ja 
GRANITEX Transparent Coating for Cement Floors (Non-Btaintüg 
and Dustless), Truscon Laboratories, Detroit, Mich. н 
GREAT SOUTHERN Saws, Henry Disston & Sons, Philadelphia, Pa 
— AMERICAN Saws, Henry Disston & Sons, P 
phia, Pa. fe 
GREYHOUND Slide Saw Power Woodworker, The Woodworking 
Machinery Co., Inc., Philadelphia, Pa. 
GRIPLOCK Chains, Chain Belt Co., Milwaukee, Wis. " 
GULF STREAM Duck and Roofing Canvas, John Boyle & Со:, Ine, 


New York City. 
UMMER CUTTER Grinding Machines, Henry Disston & Sons, 
GUSHER Pumps, The F. E. Myers & Bro. Co., Ashland, Ohio. К Y 


م 


Philadelphia, Pa. 


Н. & A. Portable Electric Bench Machines, Heston & Anderton — 


Fairfield, Iowa. 
H. & H. Electric Switches and Radio Products, Hart & Hegeman > 


Mfg. Co, Hartford, Conn. yes 
HAGSTROM Friction Clutches, Hagstrom Mfg. Co., Glen Cove, N. i 
d. 4, 


HAIRINSUL Hair Insulation, Johns-Manville, Inc., New York 
HANDY Spray Pumps, The F. E. Myers & Bro. Co., Ashland, 2-7 
HANDY HUTCH Woodworking Machine, Hutchinson Mfg. Co, NO 
ristown, Pa. 2 
HANDY MAN Hay Hoists, American Saw Mill Machinery Co., Hack- ` 
ettstown, N. J. whine 
HART Electric Switches, Hart & Hegeman Mfg. Co., Hartford, . 
HARTFORD Lavatories, Crane Co., Chicago, III. 1 
HARTMANN-S ANDERS Pergolas, Colonial Entrances, Co 
Rose — and Garden Equipment, Hartmann-Sanders, ! m 
cago, 111. \ 2 
HAYMAKER Carriers, The F. E. Myers & Bro. Co., Ashland, О №. 
HEACOCK Saw Mill Machinery, American Saw Mill Machinery . 
Hackettstown, N. J. PD 
HEATILATOR Fireplace Units, Heatilator Co. Syracuse, NY 
HEGEMITE Molded Electric Switch Plates, Hart & Hegeman S2 
Co., Hartford, Conn. і 
HERALD Carts, Lansing Co., Lansing, Mich. 
HERCULES Pumps, The F. E. Myers & Bro. Co., Ashland, © 
HERMITAGE Lavatories, Crane Co., Chicago, Ill. 5. 
HESS Steel Furnaces, Hess Warming & Ventilating Co., Chicago, 
HIBBEN Lavatories Standard Sanitary Mfg. Co., Pittsburgh, 
HIGGIN All Metal Screens, Higgin Mfg. Co., Newport, K). 4 
HEAT Fire Resisting Cement, Clinton Metallic Paint Co., CM 


N. Y. M. 
HI-LO Door Hangers and Track, Frants Mfg. Co., Sterling, I 
HI-LO Incandescent Lamp Dimmers, General Electric Co,, Sehe 


tady, N. Y. 
HITCHINGS Sash Operating Devices, Hitchings & Co., ЕШ 


. є 


ЕЕЕ 


OBART, „ЭВО ИШ Battery Chargers, Paint Spray, Electrical 
H гй пуро а Hobart Bros., Troy, Ohio. 
“che — Re in Products Co., Cleveland, Ohio. 
8, 


: 207 . 
Boiler — ne . o Chi III. 
= HOLLAND Furnaces, Holland Fu Co. | o, Holland, Mich. 


Pumps, er Systems, Jack 
г 04 Flint & P Walling Mfg. Co., oka Rame, Reg Ind. 
HORSESHOE Tools, Stanley Rule and Level Co., New Britain, Conn. 
H ITAL u^ pem and Baths, Standard "Sanitary Mfg. Co., 
tsbur 
HOSPITAL Water Closets, Crane Co., Chicago, Ill. 
ER Lg pepe American Sawmill Machinery Co., Hack- 
tow ^ 
HER Dado, Heads and Saws, Huther Bros, Saw Mfg. Co. 
hester, N. 
нү-РО-В1В Reinforcement Steel Lath, Truscon Steel Co., Youngs- 
HY-RIB Metal" Lath, Truscon Steel Co., Youngstown, Ohio. 


1. Н. С. Сот’! Autos а eo саа Co., Chicago, III. 
IDALIA L Lavatories, e Co., Chic мй, 7 
IDEAL Boilers, Brackets, Cements, ter estin Valves, Shields, 
Packless Valves, etc., American Radiator Co., New York, N. Y. 
IDBAL Elevator Door Hangers, Door Closet and Check and Locking 
Devices, Richards-Wilcoz Mfg. Co., Aurora, III. 
IDEAL Hoists, Universal Hoist & Mfg. o., Cedar Falls, Iowa. 
L * E^ Hot Water Heaters, American Radiator Co., 
па Belf-Cooléa М Motor Fans, mecs Shutters, etc., Ilg Electric 
Yeatilating Co Chicago, III. 
ILGAIR Air ashing Unit and Humidifier, Ilg Electric Ventilating 
Chicago, 
non Heating System (Unit), Ilg Electric Ventilating Co., Chi- 


ILLI ater Closets, Crane Company, Chicago, III. 

IMPERIAL Pumps and Carriers, F. E, Myers & Bro., Ashland, Ohio. 

IMPERIAL. Wall Plasters, U. Gypsum Co., Chicago, 1 

IMPROVED a ere Pipe Covering Sheets, ЗЕ МапушШе, 
Inc, New Yor 

INDUSTRIAL White Enamel (Mill White), Truscon Laboratories, 
The, Detroit, Mich. 

INGHAM DRAG Road Scrapers, Lansing Co., Lansing, Mich. 

INSULITE Plaster Base and Wall Board Insulite Co., Minneapolis, 
Minn. 

INTERLOCK Casement Window Adjuster, The Lyons Mfg. Co., New 
Haven, Conn. 

LOCK Conductor Pipe, Milwaukee Corrugating Co., Milwau- 


k Wis. 
INTERLOX Master Slide Rules, Master Rule Mfg. Co, New York, 
INTERNATIONAL Motor Trucks, International Harvester Co., Chi- 


cago, $ 
INVINCIBLE, Chisel Tooth Saw, Henry Disston & Sons, Inc., Phila- 
oip 
INVISIBLE ы Steel Ceilings, Milwaukee Corrugating Co., Mil- 
wau 
IROQUOIS Road Building Machinery, Barber Asphalt Paving Co., 
Philadelphia, Pa. 


JACK JUNIOR Engines, Fairbanks, Morse & Co., Chicago, III. 
JACKSON Auto Trailers, The Miles Co. Jackson, Mich. 

JACKSON Hay Forks, The F. E. Myers & Bro. Co., Ashland, Ohio. 
JACKSON Saws, Henry Diston & Sons, Philadelphia, Pa. 

JAEGER Concrete Mixers, Jaeger Machine Co. Columbus, Ohio. 
JERSEY Vises, Stanley Rule and Level Co., New Britain, Conn. 
LL Planer, American Saw Mil! Machinery Co., Hackettstown, 


JIFFY Saw Rig, A. 8. Aloe Со., 8t. Louis, Mo. 
— ا‎ PATTERN Gate Latches, Sargent & Co., New Haven, 


IOSEPH Barrows, Lansing Co. Lansing, Mich. 
deg Spray Pumps and Pumping Jacks, The F. E. Myers & 
го. Co, Ashland, Ohio. 


K-V A m Closet Fixtures, Knape & Vogt Mfg. Co., Grand Rapids, 


K. & M. Magnesia Boller and Pipe Coverings, Keasby & Mattison 
Co., — Pa. 
Trussed Bar, Truscon Steel Co., Youngstown, Ohio. 
KALMANLATH for Building, Kalman Steel Co., Chicago, III. 
KAWNEER Nickel Silver Windows, Kawneer Со., Niles, Mich. 
KAWNEER Store Front, Copper and Bronze Covered Windows, 
Kawneer Mfg. Co., Niles, Mich. 
KEES Building Corners, F. D. Kees Mfg. Co., Beatrice, Neb. 
KEES-GOSSETT Screen and Storm Sash Hangers, F. D. Kees Mfg. 
Co., AIT Neb. 
G MANN Incinerators, Kellogg Mann & Co., Inc., Buffalo, 


KENEBAGO Saws, Henry Disston & Sons, Philadelphia, Pa. 
KENNEDY Ball-Bearing Sawrigs, Ralph Kennedy, Philadelphia, Pa. 
KENT Lavatories and Sinks, Crane Co., Chicago, Ill. 
Incinerators, Kerner Incinerator Co., Milwaukee, Wis. 
KERNERATOR BUILT IN THB CHIMNEY Incinerators, Kerner 
—— Co., Milwaukee, Wis. 
"2 Steel Sash, Coal Chutes, Kewanee Mfg. Co., Kewanee, 


KEY Expanded Metal Lath, Genfire Steel Co., bban — d Ohio. 
KIT STO STONE Automatic Storage, Gas Water Heater, Crane Co., Chi- 


KEYSTONE Farm Trucks, International Harvester Co., Chicago, Ill. 
gy pu Files and Rasps, Saws, Henry Disston & Sons, Phila- 
NE Patr Felt, Johns-Manville Ino, New York, N. Y. 

KEYSTONE Hand-Barrel, etc, Carts, Lansing Co., Lansing ин 

KEYSTONE Screen Door Sets, McKinney Mfg" Co., Pittsburgh, Pa. 
Drinking Fountains Crane Co, Chicago, III. 
Elevators, Kimball Bros. Co., Council Bluffs; Iowa. 

KING Block Machines, The Miles Mfg. Co., Jackson, Mich. 

and Track, McKinney Mfg. Co., 


Wind d Skyligh Clas Аш — X 

ndow an t ean Tuscon borat 

The, eet Mich. "nm 4s 

KLONDYKE Barrows, Lansing Co, Lansing, Mich. 
RBOCKER Baths, Standard Sanitary Mfg. Co., Pittsburgh, 


KNICKERBOCKER Carts, Lansing Co., Lansing, Mich. 


Rams, Regulators, Towers, 
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CES. Mizers and Woodworkers, Knicker- 
O-BURN Буре tal M ath, North Western Expanded Metal 


Chienga D 
ron ff Heavy Duty Concrete Mixers Shovel and Crane Excava- 
oehring — * — 
KOLL U rs, Chicago, TH. 


CoL UMNS, Hartma 
K-M Incinerators, K logs: E & Co. Inc., Buffalo, N. T. 
we uz — eel Primer, Sherwin-Williams Co., Cleve- 
K-V ee Closet Fixtures, Knape & Vogt Mfg. Co., Grand Rapids, 


KWICKSAW Power Hand Saw, Porter-Cable Machine Co., Ino., 
Syracuse, Y. 


LABRUM Bath m. fene Co., Chicago, III. 
LAMELLA — Roofs, Lamella Roof nee reg =: Мет 


LANES Steel Bridging, Lanebro Mfg. Co., Inc., West Poughkeepsie, 
LANSING Mixers, Tracks, Scrapers and Carts, Lansing Co., Lansing, 
[d 


LANSING COLONIAL Hand Cart, Lansing Co. Lansing, Mich. 

LASTILE Composition Roofing, Philip ips. Co. Мапа, О. 

LEACH OSHKOBH Concrete Mixers, Leac Oshk Wis. 
LEADCLAD Sheets, Roofing, Wheeling Metal * "Mfg. Co., Wheeling, 


W. 
LECTROFLATER — Air Compressors, The Black & Decker 


Mfg. Co., Towson, 
LEVER BUCKET Spray Pumps, F. ©. Myers & Bro. Co., Ashland, О. 
LIGHTNING Sprayers, F. E. Myers & Bro. Co., Ashiand, Ohio. 
LINCOLN Twin Disc Waxing, Polishing and Scrubbing Machine, 

Lincoln-Schleuter Machinery Co., Inc., Chicago, III. 
LINCRUSTA Wall Paper, Lincrusta-Walton Co., Hackensack, N. J. 
LINOVA Bath Tubs, Cran 


LISPENARD Trucks, Lansing, Co., Lansing, Mich. 
LITERA Dental Lavatories, Crane Co., Chicago, Ш, 
тшу Concrete Floor Hardeners, Living-Stone Co., Baltimore, 


LES 14928 Spray Pumps, The F. E. Myers & Bro. Co, Ash- 
an о. 
WONDER Paver, Combined Concrete Mixer and Paver, 
Construction Machinery Corporation, Waterloo, Iowa. 
LIVING STONE Concrete Bond, Living-Stone Co., Baltimore, Md. 
LOADOMETER aa Е Machinery,. The Black & Decker 


к. Co., 
LONE STAR METAL SHINGLE, Edwards Mfg. Co., Cincinnati, О. 
Lo! A 2 Metal Lath, North Western Expanded Metal 
о 
LORAIN Oven Heat Regulator, American Stove Co., St. Louis, Mo. 
LOW DOWN Tank Pumps, Е. E. Myers & Bro. Co, Ashland, Ohio. 
LOXIN Expansion Shields Star Expansion Bolt Co., New York. 
LUCERNE Lavatories, Standerd Sanitary Mfg. Co., Pittsburgh, Pa. 
LUFKIN Rules and Tapes, Lufkin Rule Co., Saginaw, Mich. 
Бы — ааыа Aluminum Paint, Truscon Laboratories, 
etro ch. 
LUPTON Window Sash, Elbows, — Pipes, eto, David Lup- 
ton's Sons Co., Philadelphia, P 
LUXTON Drinking Fountains, Crane Co., Chicago, Ill. 
LUXURIA Baths, Standard Sanitary Mfg. Co., Pittsburgh, Pa. 
LYDON Lavatories Standard Sanitary Mfg. Co., Pittsburgh, Pa. 
LYMCO Casement Adjusters, The Lyons Mfg. Co., New Haven, Conn. 
LYNDEN Lavatories, Standard Sanitary Mfg. Go., Pittsburgh, Pa. 
LYONS—Casement Adjusters, Lyons Mfg. Co, New Haven, Conn. 


eer a Track Levels and Drills, Fairbanks, Morse & Co., Chi- 
e 
MAGIC Concrete Mixers, A. 8. Aloe Co., St. Louis, Мо. 

Ex cxx Bullt-in Mail Boxes, Penn-Greg Mfg. Co., St. Paul, 


nn. 

MAJESTIC Lavatories, Crane Co., Chicago, Ш, 

a aestu Shutter Workers, Mallory Mfg. Co, Fiom- 
ngton, N. 

MANCO Asphalt Cement, Philip Carey Mfg. Co. Lockland, Ohio. 

MANHATTAN Lavatories and Urinals, Crane Co., Chicago, III. 

MANNING SPEEDGRITS Abrasives on Разве, Cloth and Combina- 
tion Sand Paper, Behr-Manning Co., Inc., Troy, N. 

MARCO Lavatories, Standard Sanitary Mfg. Co., Pittsburgh, "Pa. 

MARCOSA Lavatories, Btandard Sanitary Mfg. Co., Pittsburgh, > 

MARINERO Cotton Duck, John Boyle & Co., Ino, New York, N. Y 

MARMOR Lavatories Crane Co. Chicago III. 

MAR-NOT Varnish for Floors Sherwin-Williams Co., Cleveland, O. 

MARVEL Gas Water Heater, Crane Co., Chicago, Ill 

MARVEL Terraszo Grinding Machine, Lincoln-Schleuter Machinery 
Co. Ine, Chicago, III. 

Ewa cow сора Joint Compound, Truscon cepe The, 


MASCOT Ship Range, The Thatcher Co, Newark, N. 
MASSILLON Steel Building Products The Macomber y Co., 

Canton, Ohio. 

MASTER Pumping Jacks, The F. E. Myers & Bro. Co., Ashiand, О. 

MASTER Slide and Folding Rules 2 Stucco Machines, Master 
Rule Mfg. Co, Inc., New York, N. 

MASTER SPRAY Air Painting P eR BN Gast Mfg. Corp. 
Bridgman, Mich. 

MASTER — me, Master Metal Strip Service, Inc, Chi. 


cago, 

MASTER پان ا‎ ۷ Machinery, The Master Woodworker Mfg. 
Co., Detroit, Mich. 

MATCHER Bits, Henry Disston & Sons, Philadelphia, Pa. 

MATOT Dumbwaiter, D. A. Matot Co., Chicago, III. 

МАСК Stained Shingles, C. A. Mauk Lumber Co. Toledo, Ohio. 

MAURETANIA Water Closets Crane Co. Chicago, II. 

MEDIA Drinking Fountain, Crane Co, Chicago, III. 

MEDICUS Lavatory, Crane Co., Chicago, Ill. 

MEDIO Bath Tubs Crane Co, Chicago, III. 

MERCHANT Lavatories, Stahdard Sanitary Mfg. Co., Pittsburgh, Pa. 

MERITUS Fuller Faucets, Crane Co., cago, III. 

MERUS Drinking Fountains, Crane Co., Chicago, III. 
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RA Concrete Forms and Molds Metal Forms Corp., Milwau- 


kee, 
METALISTIC Paints and Colors, Sherwin-Williams Co., Cleveland, O. 
METALITE Abrasive Cloth, Manning Abrasive Co., Inc, Troy, N. Y. 
METALLIC Measuring Ta The Lufkin Rule Co., Saginaw, Mich. 
METRIC Closet Valves, Standard Sanitary Mfg. Co., ey AY ا‎ Pa. 
MEYER Removable Steel Forms, Concrete Engineering Co., Omaha, 


Neb. 
MIAMI Pure White Steel Bathroom Cabinets, Miami Cabinet Co., 


Middletown, Ohio. 
MIAMI Cement and Asbestos Wall Tile, Miami Cabinet Co., Middle- 


а, ЖЬ 
oM E Composition Rooffing, Philip Carey Mfg. Co., Lockland, 


o. 
MICRO Un x m Boring Heads, Porter Cable Machine Co., Syra- 
cuse, N. Y. 
MIDGET Punches, Henry Disston & Sons, Philadelphia, Pa. 
MILCOR Cupolas, Metal Corner Beads, Stock Tanks, Hog Troughs 
and Ventilating Systems Milwaukee Corrugating Co., Milwaukee, 


Wis. 

MILES Cement Block Machines, Concrete Mixing Machines, Miles. 
Mfg. Co., Jackson, Mich. 

MILLER DRIP EDGE Edging for Prepared Roofing, Miller & Glea- 
son, Olean, N. Y. А 

MINIER Lavatories, Standard Sanitary Mfg. Co., Pittsburgh, Pa. 

MODESTO Lavatories, Crane Co., Chicago, Ill. 

MONARCH Planer, Matcher and Moulder, American Sawmill Ma- 
chinery Co., Hackettstown, N. J. 

MONARCH Radiators, National Radiator Co., Johnstown, Pa. 

MONARCH Saw Sets, Henry Disston & Sons, Philadelphia, Pa. 

MONARCH BRONZE Sash and Transom Chains, Bridgeport Chain 
Co., Bridgeport, Conn. 

MONITOR Wire Rope, Woven Wire Fence, American Steel & Wire 

Co., Chicago, Ill. 

MONROE Lavatories, Crane Co., Chicago, Ill. 

MORSE Dust Collectors, Knickerbocker Co., Jackson, Mich. 

MULTI-CATCH Sockets, General Electric Co., Schenectady, N. Y. 

MYERS CENTURY Pumps, The F. E. Myers & Bro. Co., Ashiand, о. 

MYERS DUPLEX Painting and Spraying Machines, The Е. Е. Myers 
& Bro. Co., Ashiand, Ohio. 

MYERS IMPROVED Spray Pumps, The F. E. Myers & Bro. Co., 
Ashland, Ohio. 

MYERS O. K. Spray Pumps, Pulleys, Door Hangers, Tracks, The 
F. E. Myers & Bro. Co., Ashland, Ohio. 

MYERS PERFECT Spray Pumps, The F. E. Myers & Bro. Co., 
Ashland, Ohio. 

MYERS SURE LOCK Sling Unloaders and Door Hangers, The F. E. 
Myers & Bro. Co. Ashland, Ohio. 

MYERS UNIVERSAL Hay Fork Pulley, The F. E. Myers & Bro. Co., 
Ashland, Ohio. 


NATIONAL AERO Radiators, National Radiator Corp., Johnstown, 


NATIONAL ELECTRIC Floor Surfacing Machine, National Sand- 
ing Machine Co., Chicago, 111. 

NATIONAL NOVUS Boilers, National Radiator Corp., Johnstown, Pa. 

NATIONAL SMOKELESS Water and Steam Boilers, National Radia- 
tor Corp., Johnstown, Pa. : 

NEAPOL Water Closets, Crane Co., Chicago, Ill. 

NEDUS Drinking Fountains, Crane Co., Chicago, Ill. 

NERWALL Water Closets, Crane Co., Chicago, 111. 

NETMESH Expanded Diamond Metal Lath, Milwaukee Corrugating 
Co., Milwaukee, Wis. 

NEUMAR Lavatories, Crane Co., Chicago, III. 

NEVADA Lavatories, Crane Co., Chicago, 111. 

NEVADA Saws, Henry Disston & Sons, Philadelphia, Pa. 

NEVER BREAK Corner Beads, Milwaukee Corrugating Co., Milwau- 


kee, Wis. 

—— * Power Pumps, The F. E. Myers & Bro. Co., Ash- 
and, 0. 

NEW CRESCENT Wheelbarrows, Lansing Co., Lansing, Mich. 

NEW CYCLONE Dust Collectors, Knickerbocker Co., Jackson, Mich. 

W eiaa Force Pumps, The F. E. Myers & Bro. Co., Ashland, 

0. > 

NEW PROCESS Gas Range, American Stove Co., St. Louis, Mo. 

NEW WAY Door Hangers and Tracks, The F. E. Myers & Bro. Co., 
Ashland, Ohio. 

NEW YORK Brick Trowels, Henry Disston & Sons, Philadelphia, Ра, 

NIAGARA Ingulatins Materials, Inc., Johns-Manville, Inc., New 
or Xd 

Б. а Pattern Chains, American Chain Со., Inc., Bridgeport, 

nn. 

NICALLOY Valve Trimmings, Crane Co., Chicago, Ш. 

NOAHS PITCH Roof Repair Cement, Philip Carey Mfg. Co., Lock- 
land, Oh:o. 

NORFOLK Lavatories, Crane Co., Chicago, 111. 

9 Lath, North Western Expanded Metal Co., Chi- 
cago, III. 

NO-SLAM Screen Door Checks, Sargent & Co., New Haven, Conn. 

NOVA Lavatories, Crane Co., Chicago, Ill. 

NOWELD Chins, Chain Products Co., Cleveland, Ohio. 

NU AIR Ventilators, Milwaukee Corrugating Co., Milwaukee, Wis. 

NUTMEG Switches, Hart & Hegeman Mfg. Co., Hartford, Conn. 


О, D. P. White Lead, Sherwin-Williams Co., Cleveland, Ohio. 

O. K. Carriers, Door Hangers and Tracks, The F. E. Myers & Bro. 
Co., Ashland, Ohio. 

OKOLONA Water Closets, Crane Co., Chicago, III. ^ 

OLD ENGLISH Paint Oil E. I. du Pont de Nemours & Co., Inc., 
Paint and Varnish Division, Wilmington, Del. 

OLD VIRGINIA WHITE Paints, Samuel Cabot, Inc., Boston, Mass. 

OLIVER Lavatories and Water Closets, Crane Co., Chicago, Ill. 

OLYMPIC Baths, Crane Co., Chicago, Ill. 

ONAN Power Saws, D. W. Onan & Sons, Minneapolis, Minn. 

ОРЕХ Lacquers, Sherwin-Williams Co., Cleveland, Ohio. 

OPHIR Lavatories, Standard Sanitary Mfg. Co., Pittsburgh, Pa. 

OPINE Lavatories, Standard Sanitary Mfg. Co., Pittsburgh, Pa. 

ORBIS Fountains, Crane Co., Chicago, ПП. 

OREGON Saws, Henry Disston & Sons, Philadelphia, Pa. 

ORIOLE Saws, Henry Disston & Sons, Philadelphia, Pa. 

ORNATUS Lavatories, Crane Co., Chicago, Ili. 

Mx up Closet Valves, Standard Sanítary Mfg. Co., Pittsburgh, 


OTHELLO Lavatories, Standard Sanitary Mfg. Co., Pittsburgh, Pa. 
OVATUS Lavatories and Tables, Crane Co., Chicago, III. 
OVERHEAD Doors, Overhead Door Corp., Hartford City, Ind. 
* Conveying Systems, Richards- Wilcox Mfg. Co, Au- 
OXFORD Drinking Fountains, Crane Co., Chicago, III. 
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P. CE. Acid Resleting Paint, Rubem Gol Nom Terz, №. Т, 

>, à stin &int, Rubero o., 

PAISTE Electric Prodi Site C8. Ha 
onn. 

PANAMA Spray Pumps, The F. B. Myers & Bro. Co., Ashlan 

PARERE, Strip Shingles, Beckman-Dawson Roofing Co, C cago, 


11. 
PARKS Woodworking Machine Parks Woodwork 2 
Cincinnati, Ohio" we ine нос Co, 


PARSONS Pureaire Cabinet Gas Range Enclosure, 3 
troit, Mich. MA sure, Penne DE 
PAUL Pumps and Water Systems, Fort Wayne Engineering & Mfg. 


ucts, Hart & Hegeman Mfg. Co., Harttora, 
me 


PARKWAY Drinking Fountains, Crane Co., Chicago, Il. ^ . © 


» 


Ft. Wayne, Ind. te 


Co., 
PEARL Wire Cloth for Doors and Windows, Gilbert & B { 

Co., Chicago, III. " nett Mag 
PECOPROOF Waterproofing, Philip Carey Mfg. Co., Lockland, Ohio, 
Fang, d “aa Furnishings and Ranges, Peerless Mfg. Co, 

e, Ky. ' 

PEERLESSS Radiators, American Radiator Co., Chicago, IIL 
PEERLESS Roofing, Edwards Mfg. Co., Cincinnati, Ohio, 
PEERLESS Spray Pumps, The F. E. Myers & Bro. Co., Ashland, 0, 
PEERLESS HEARTHFYRE Heater, Peerless Mfg. Co., Louisville, 


Ky. 
PELHAM Sash Cord, Silver Lake Co., Newtonville, Mass. | 
PENBERTHY Automatic Cellar Drainer Pumps, Penberthy Injector 
Co., Detroit, Mich. 
PERFECT Pumps, The F. E. Myers & Bro. Co., Ashland, Ohio. 
PERFECT PATTERN Door Springs, National Mfg. Co.. Sterling, Il, 
PERFECTION Brand Oak Flooring, Arkansas Oak Flooring Co, 
PERFECTION Door Spri d Gate Spri 
oor Springs an ate Springs, American 8 
Wire Co., Chicago, Ill. piri 
PERFECTION Glass Boards, Lufkin Rule Co., Saginaw, Mich. 
_— te Radiators, American Radiator Co., New 


York, N. Y. 
PERFECTION Sanitary Closet, Chemical Toilet Mfg. Co., Syracuse, 


N. Y. 

PERFECTION Saw Tables, American Saw Mill Machinery Co., Hack- 
ettstown, N. J. 

PERMAROC Blackboard, E. W. A. Rowles, Chicago, Ill. 

PHILADELPHIA Carts, Lansing Co., Lansing, Mich. 

PHILCO Composition Roofing, Philip Carey Mfg. Co., Lockland, О, 

32 Sash Cord Awning Line, Samson Cordage Works, 2 
on, Mass. 

PIERSON Baths, Standard Sanitary Mfg. Co., Pittsburgh, Pa, 

PITMAN Power and Spray Pumps, The F. E. Myers & Bro. Co, 
Ashland, Ohio. у 

PLASTA-SAVER Expanded Metal Lath, North Western. Expanded 
Metal Co., Chicago, Ill. 

POND Continuous Steel Sash and Sash Operators, David Lupton's 
Sons Co., Philadelphia, Pa 

PORTER CABLE Machinery and Tools, Porter-Cable Machine Co., 
Inc., Syracuse, N. Y. 

— 5 Storage Gas Water Heater, Crane Co., Chi- 
cago, 5 

PREMIER Saws, Henry Disston & Sons, Philadelphia, Pa. 

PREMIER Spring Hinges, Chicago Spring Hinge Co., Chicago, Ill. 

PREMO Lavatories, Crane Co., Chicago, III. 

iaa Lavatories, Standard Sanitary Mfg. Co., Pittsburgh,‏ ا 
a.‏ 

PROGRESS House Boiler, The Thatcher Co., Newark, N. J. 

PULLMAN Sash Balances, etc., Pullman Mfg. Co., Rochester, N. Y. 

тар Cabinet Gas Range Enclosure, Parsons Co., Detroit, 


M 
PURIMO Closets, Standard Sanitary Mfg. Co., Pittsburgh, Ра. 
PURUS Water Closets, Crane Co., Chicago, Ill. 
PURUS JR. Water Closets, Crane Co., Chicago, Ill. 
PYLAC Colored Lacquer, Truscon Laboratories, Detroit, Mich. x 
PYRAMID BRAND Structural Slate, The Structural Slate Co., Bast 
Pen Argyl, Pa. 
PYRAMID Weatherstrips, Pyramid Metals Co., Chicago, Ill. 
* Fireproof Paint, Truscon Laboratories, The, Detrolt, 
ch. 


QUICK MEAL Gas Range, American Stove Co., St. Louis, Mo. 
QUILT Sheathing and Insulating, Samuel Cabot, Inc., Boston, Mass 


RANDALL Lavatories, Standard Sanitary Mfg. Co., Pittsburgh, Pa. 
RANSOME STANDARD Building Mixer, Ransome Concrete Ma- 
chinery Co., Dunellen, N. J. "n 
RAPID Wood and Stone Surfacing Machines, Lincoln-Schleuter 

Machinery Co., Inc., Chicago, Ill. tur 
READING Wrought Iron Pipe and Cut Nails, Reading Iron Co, 
Reading, Pa. s. 
RECESS Lavatories, Standard Sanitary Mfg. Co., Pittsburgh, Pa. 
RECONA Baths, Standard Sanitary Mfg. Co., Pittsburgh, Pa, 
RED HOOP GALVANIZED Shingle Naile, American Steel & Wire 
Co., Chicago, III. 
RED SEAL Tires, Goodyear Tire & Rubber Co., Akron, Ohio. 
REED Hay Forks, Pullers, The F. E. Myers & Bro, Co., Ashland, 0. 
REGAL Roofing, Johns-Manville, Inc., New York, N. Y. А 
REICHERT Metal Moulds for Concrete Construction, Metal] Forms 
Corp., Milwaukee, Wis. pe 
RBID-WAY Convertible Sander, Reid-Way Co., Cedar Rapids, Ia. 
RELAX PE Hinges, Chicago Spring Hinge Co., Chicago, III. 
RELIAB Gas Range, American Stove Co, St. Louis, Mo. 
RELIABLE Measuring Tapes, Lufkin Rule Co, Saginaw, Mich, 
RELIABLE Scaffold Brackets, Elite Mfg. Co., Ashland, Ohio. s 
RELIANCE Door Springs, Chicago Spring Hinge Co., Chicago, IL 
REMINDO Combined Switch and Buzzer, General Electric Co, 
Schenectady, N. Y. 
RENO-BESTOS Packing, Keasbey & Mattison Co., Ambler, Pe. 
RE-PEL-LO Waterproof Duck, John Boyle & Co., New York, N. T. 
REVERD Lavatories, Crane Co., Chicago, Ill. 
REX Chains, Chain Belt Co., Milwaukee, Wis. р 
REX Concrete Mixers and Pavers, Chain Belt Co, Milwaukee, Wi 
REX CHAB Chains, Chain Belt Co., Milwaukee, Wis. 1 
REX LUROBAR Chains, Chain Belt Co. Milwaukee, Wis. 
REX GRIPLOCK Chains, Chain Belt Co. Milwaukee, Wis. 
REX UNICAST Chains, Chain Belt Co., Milwaukee, Wis. 
REXPAR Varnishes, Sherwin-Williams Co., Cleveland, Ohio. 


RIGO Drinking Fountains, Crane саз Chicago, Ill. n Р: 


RIXSON Builders’ Hardware, Oscar Rixson Co., Chicago, м 
RIXSON Door Checks and Springs, Oscar С, Rixon Co., Chi 21 
eee Door Hangers and Track, Frantz Mfg. Co., Sterling: | 


ROLSCREENS, Rolscreen Co., Pella, Iowa. ch. © 
ROOF SEAL Roof Paints, The Truscon Laboratories, Detroit, Mien. 
ROSELLE Fountains, Crane Co., Chicago д 
ROYAL BLUE Water Heaters, Ruud Mf 
ROYAL Lavatories, Crane Co., Chicago, 


SEE NEXT TO LAST PAGE 
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ROYAL Shingle Machines, American Saw Mill Machy. Co., Hacketts- 

ROYAL. Wood Working Mahinery, American Saw Mill Machy. Co., 
kettstown, N. J. 

RUBEROID Roofing and Shingles, Ruberoid Co., New York, N. Y. 

RUUD Royal Blue Gas Water Heater, Ruud Mig. Co., Pittsburgh, 


RUGBY Lavatories, Crane Co., Chicago, Ш. 
RUNWEL Door Hangers and Track, Frantz Mfg. Co., Sterling, Ill. 
RYBOLT FURNACES, Rybolt Heater Co., Ashland, Ohio. 


SACHEM Sash Cord, Samson Cordage Works, Boston 9, Mass. 
KOTE Roofing and Building Paper, Asphalt Shingle, Safepack 
Mills, Millis, Mass. 
PACK Waterproof, Wrapping and Case Lining Safepack Mills, 
Millis, Masa. 
BAGLESS ча, Spring, Pivot Hinges, Chicago Spring Hinge Co., 
hicago, . 
SAMBON Chains, Chain Products Co., Cleveland, Ohio. 
SAMSON Diggers, Saw Sets, Henry Disston & Sons, Inc., Philadel- 


hia, Pa. 

SAMBON Sash Cord, Shade Cord, Masons’ Lines, Solid Braided Rope, 
Signal 8 and Register Cord, Samson Cordage Works, 
Boston, Mas 

SANA-BESTOS Floor Tiles, Franklyn R. Muller Co., Waukegan, III. 

SANDER PLANE Hand Sander, American Floor Surfacing Machine 


Co., Toledo, Ohio. 
eBQUIP Septic Tan Chemical Toilet Corp., Syracuse, N. Y. 
BANETO Water Closets, Crane Co., Chicago, Ill. 
SANFORD Loggings, Tools, Leach Co., Oshkosh, Wis. 
BANITARY, Benool Indirect Radiators, American Radiator Co, New 
York, N. Y. 
SANITAS Wall Covering, Standard Textile Products Co., New York, 


N, Y. 

BANITEX Sanitary Closet Seat Spring Hinges, Chicago Spring Hinge 
Co., Chicago, Ill. 

SANTO Urinals, Crane Co., Chicago, Ill. 

SANWALL Water Closets, Crane Co., Chicago, III. 

SARGENT Steel Squares, Latches, Padlocks, Door Checks, etc., Sar- 
gent & Co., New Haven, Conn. 

SASGEN Derricks, Sasgen Derrick Co., Chicago, Ill, 

SAWYER’S FAVORITE Mill Board, American Saw Mill Machinery 
Co, Hackettstown, N. J. 

SCAR-NOT Varnish, Sherwin-Williams Co., Cleveland, Ohio. 

SCHLAGH BUTTON LOCKS Door Locks, Schlage Lock Co., San 
Francisco, Calif. 

SCHLUETER Rapid Floor Surfacers, Lincoln-Schlueter Machy. Co., 
Inc, Chicago, Ill. 

NPEQUER Eaves Trough Hanger, F. D. Kees Mfg. Co,, Beatrice, 

eb. 

SCRUIN Anchors, Star Expansion Bolt Co., New York. 

SCOVILLE’S Pulleys, 8. Cheney & Son, Manlius, N. Y. 

SEATCO Water Closets, Crane Co., Chicago, Ill. 

BEBCO Fasteners and Anchors, Star Expansion Bolt Co, New York. 

SEDGWICK Elevators, Sedgwick Machine Works, New York, N. Y. 

SELF-SENTERING Metal Lath, Genfire Steel Co, Youngstown, О. 

mao 1 Hangers, Milwaukee Corugating Co., Mil- 
waukee, 

SELLERS Kitchen Cabinets, G. I. Sellers & Sons Co. Elwood, Ind. 

SEMCO Elevators, Sidney Elevator Mfg. Co., Sidney, Ohio. 

SEHMI Milling Saws, Huther Bros. Saw Mfg. Co., Rochester, N. Y. 

SENIOR Spray Pumps and Pumping Jacks, The F. E. Myers & Bro, 
Co., Ashland, Ohio. 

ВЕРСО Flameless Water Heater, 
Philadelphia, Pa. 

SERENO Drinking Fountains, Crane Co., Chicago. Ill. 

SEVILLE Lavatories, Crane Co., Chicago, III. 

woe WAS Roller Awnings, Shanklin Mfg. Co., Inc., Springfield, 

SHANKLIN Awnings, Shanklin Mfg. Co. Inc., Springfield, Ill, 

SHELBAS Lavatories, Crane Co., Chicago, Ill 

SHEELAV Lavatories, Crane Co., Chicago, III. 

SIDNEY Elevato Sidney Elevator Mfg. Co., Sidney, Ohio. 

r Woodworking Machinery, Sidney Machine Tool Co., Sidney, 


Ohio, 
SILVER Lake Awning, Dumbwaiter, Sash, Shade, Ball, Trolley and 
Ventilator Cords, Silver Lake, Newtonville, Mass. 
TAVER 3 — — Paints, The Asphalt Products 
„ Inc., Syracuse, N. Y. 
SILVER STAR Electric Switches, Hart & Hegeman Mfg. Co., Hart- 
nn. 
SIMPLEX Concrete Mixer, The Miles Mfg. Co., Jackson, Mich. 
SIMPLEX Door Hange Richards-Wilcox Mfg. Co., Aurora, IIl. 
BIMPLEX Levels, Chas. Bruning Co., Chicago, Ill. 
SIMPLEX Single and Double Acting Spring Hinges, Chicago Spring 
PLEX Pun RA — 2 Pu Jacks and Door H Th 
mps, ndar mps, Jacks an r Ha e 
F. E. Myers & Bro. Co., Ashland, Ohio. чу 
SIMPLEX Saw Mill Dogs, American Saw Mill Machinery Co., Hack- 


ettstown, N. J. 
Combination Woodworking Machine Co., 


MPLEX Woodworker, 
Chicago, Ill. 

SINGER Block Machines, The Miles Mfg. Co., Jackson, Mich. 
TON Baths, Crane Co., Chicago, Ill. 

yoy ed (now known as Steeltex), National Steel Fabric Co., 

‚ Ра. 

BITZ Baths, Standard Sanitary Mfg. Co., Pittsburgh, Pa. 

SIX-LEVER Padlocks, Sargent & Co, New Haven, Conn. 

SKILSAW Electric Saws, Skilsaw, Inc., Chicago, Ill. 

SLATILE Roofing, Beckman-Dawson Roofing Co., Chicago, Ill. 

SLOANE Linoleums, W. & J. Sloane Mfg. Co., Trenton, N. J. 

BLYPHON 9g. Air Brakes, Radiator Valves, American Ra- 
diator Co, New York, N. Y. 

пати Concrete Mixers Т. L. Smith Co., Milwaukee, Wis. 
Mine А Non-Tilting Concrete Mixers, T, L. Smith & Co., 

1 Rebuilt Typewriters, Smith Typewriter Sales Co., Chi- 


SNAPCATCH Porcelain Sockets and Receptacles, General Elec, Co., 
Schenectady, N. Y. 
SNO WITE Enamel, The Truscon Laboratories, Detroit, Mich. 
COMFORT Farm Trucks, International Harvester Co., Chi- 


80 cago, Ill. 
LVAY Calcium Chloride, Solvay Sales Corp, New York, N. Y. 
SPECIAL N Barrows, Lansing Co, Lansing, Mich. 
SP Shovels and Scoops, Fairba Morse & Co., Chicago, Ili. 
EED MAREM Wood Working Mach., Hutchinson Mfg. Co., Nor- 
BPEEDGRITS A apti Cloth and Combination, Behr-Man- 
id] y, . . 
XY TIC Floor Sander, Porter-Cable Machine Co., Syracuse, 


SPIRO Water Closets, Crane Co., Chicago, III. 


Automatic Electric Heater Co., 


AMERICAN BUILDER (Covers the Entire Building Field) 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


„ General Electric Co., Schenectady, N. Y. 
SPRINGIN Toggle ta, Star Expansion Bolt Co., New York. 
ms Bath Room Fixtures, Standard Sanitary Mfg. Co., 


ARD 
Pa. 
STANDARD Roofings, Beckman-Dawson ЖАШ Co. Chicago, Ш. 
STANDARD Trowels, He Disston & Sons, Philadelphia, Pa. 
STANLEY Tools, Stanley Rule and Level Co., New Britain, Conn. 
STANLEY FOUR-SQUARE HOUSEHOLD Tools, Stanley Rule and 
Level Co, New Britain, Conn. 

STANVAR Wax Like Finish, Standard Varnish Co, New York, N. Y, 
STAR Cement, Louisville Cement Co., Louisville Ky. 

STAR Lock Stove Pipe, Wheeling Corrugating Co., Wheeling, W. Va. 
STAR Metal Shingles, E CE Co. Wheeling, W. Va. 
STAR D v and Windmills, Flint & Walling Co., Kendall- 


ville, I j 
STAY-RÍB Metal Lath, Milwaukee Corrugating Co., Milwaukee, Wis. 
ттл, eg! De i and Tracks, The F. E Myers & Bro. Co., 
n о. 
STEELCOTE Portable Garages, Edwards Mfg. Co., Cincinnati, Ohio, 
7 rapta Metal, Consolidated Expanded Metal Cos., 
eeling, „ Va. 
STEELGRIP Clamp Nails or Splines, Clamp Nail Co., Chicago, III. 
a ее” Base, North Western Expanded Metal Co., 
cago, 
STEELTEX Reinforcing and Plaster Base, National Steel Fabric 
Co., Pittsburgh, Pa. 
STERLING Surveying and Engineering Instruments, Warren-Knight 
Co., Philadelphia, Pa. 
„ n Radiators, American Radiator Co., 
or’ „ 
STONETEX Exterior Dampproof Coating for Concrete and Masonry, 
Truscon Laboratories, Detroit, Mich, : 
STORM PROOF Hangers, National Mfg. Co., Sterling, III. 
STRONACH Non-Splitting Nails, Stronach Nail Co., Pittsburgh, Pa, 
STUCCO Waterproof Cement Paint, The Truscon Laboratories, De- 


troit, Mich. 
hi7 end Hydraulic Paint, Truscon Laboratories, The, Detroit, 
e 


SUBSIDO Closets, Crane Co., Chicago, Ш. 
SUCCESS Chemical Fire Extinguisher, Johns-Manville Inc, New 


ork, a 2 

SUN-RED EDGE Screen Cloth, Reynolds Wire Co., Dixon, III. 

SUPER-POR SEAL Transparent Dampproofing for Concrete and 
Masonry, Truscon Laboratories, The, Detroit, Mich, 

M m ox TANT Gas Heaters, Wheeling Corrugating Co., Wheel- 
ng, W. Va. 

eS kw Corner Bead, Milwaukee Corrugating Co., Mil- 


waukee, W 
SUPERIOR Woodworking Machy., Jones Superior Machine Co., Chi- 


cago, Ill. 
SUPREME Roofings, Beckman-Dawson Roofing Co., Chicago, III. 
SURBAS Lavatories, Crane Co., Chicago, Ill. 
SURBOL Lavatories, Crane Co., Chicago, Ill. 
SURE GRIP Carriers, Door Hangers and Tracks, Hay Forks, Pul- 
leys, The Е. E, Myers & Bro, Co., Ashland, Ohio. 
SURE LOCK Саггіегв, Unloaders, The Е. E. Myers & Bro, Со., 
Ashland, Ohio. 
SURETY Composition Roofing, Philip Carey Mfg. Co., Lockland, O. 
SURLAV Lavatories, Crane Co., Chicago, Ill. 
SUWANEE Saws, Henry Disston & Sons, Inc., Philadelphia, Pa. 
SYMMETRIC Stone Crushers, The T. L. Smith Co., Milwaukee, Wis. 
SYRACUSE Sanders, Porter-Cable Machine Co., — N. Y. 
S. W. P. Prepared Paint, Sherwin-Williams Co., Cleveland, Ohio. 


SPRAGUE Fizti 


New 


TAA Machines, Porter-Cable Machine Co., Inc., 

yracuse, N. Y. 

ТАКЕ DOWN Hay Rack Brackets The F. E. Myers & Bro. Co., 
Ashland, Ohio. 

TAMPIN Expansion Shields, Star Expansion Bolt Co, New York. 

TANDEM Sash Balances, Pullman Mfg. Co. Rochester, N. Y. 

TARINA Baths, Crane Co., Chicago, Ill. 

TASGON Penetrating Oil Rust Solvent and Spring Lubricant, Sam- 
uel Cabot, Inc., Boston, Mass. 

TASITE Paint and Varnish Remover, Sherwin-Williams Co., Cleve- 


land, Ohio. 

TAXITE Paint and Varnish Removers, Sherwin-Williams Co., 
Cleveland, Ohio. 

TAYLOR Clamps and Clamp Carriers, James L. Taylor Mfg. Co., 
Poughkeepsie, N. Y. 

TELENDURON Moulded Products, Asbestos Shingle, Slate and 


Sheathing Co., Ambler, Pa. 
TELEPHONE Self Closing Cocks and Bibbs, Crane Co., Chicago, 


IH. 
TELSA Compression Cocks, Crane Co., Chicago, Ill. 
TELSA JR., Compression Faucets, Crane Co., Chicago, Ill. 
TEMPERITE Quick Set and Anti-Freeze for Concrete, The Trus- 
con Laboratories, Detroit, Mich, 
TENSO Pattern Chains, American Chain Со.. Bridgeport, 


Conn. 
THATCHER Boilers and Furnaces, The Thatcher Co, Newark, 


N. J. 

THE YANKEE Jaw Pipe Wrenches, Richards-Wilcox Mfg. Co., 
Aurora, Ill. 

THESPIAN Drinking Fountains, Crane Co., Chicago, Ill. 

THRU-CORD Switches, General Electric Co., Schenectady, N. Y. 

THRUSH Hot-Water Heating Systems, H. A. Thrush & Co., Peru, 


Ind. 
THATCHER Boilers, Thatcher Co., Newark, N. J. 
dier ^ Steel Bridging, Lanebro Mfg. Co. Inc., West Poughkeepsie, 


„ me 
TILE-TEX  Resiliant Floor Tiles, The  Tile-Tex Co. Chicago 
Heights, Ill. 
TITELOCK American and Spanish Metal Tiles and Shingles, Mil- 
waukee Corrugating Co., Milwaukee, Wis. 
TOLEDO Saws, Henry Disston & Sons, Philadelphia, Pa. 
TOLVA Lavatories, Standard Sanitary Mfg. Co, Pittsburgh, Pa. 
TOP NOTCH Sash Pulleys, Grand Rapids Hardware Co. Grand 
Rapids, Mich. 
TORPEDO Ventilating Skylights, Milwuakee Corrugating Co., Mil- 
waukee, Wis. 
TORREY Spring Door, Sargent & Co, New Haven, Conn. 
TOURAINE Fountains, Crane Co, Chicago, III. 
TRI-COAT Insulated Cable, General Electric Co, Schenectady, 


N. Y. 

TRIANGLE Wire Mesh for Concrete Reinforcement, American 
Steel & Wire Co., Chicago, Ill. 

TRIMPAK ‘Interior Trim, Trimpak Corp, New York, N. Y. 

TRIPLEX Single and Double Acting Spring Hinges, Chicago 
Spring Hinge Co., Chicago, lil. 

TRIUMPH Extension Garment Carriers, Garden City Plating & Mfg. 
Co., Chicago, Ill. 

TRIUMPH Jacks, The F. E. Myers & Bro. Co., Ashland, Ohio. 


Inc., 


EL T т дыз 


rr 
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тагига Planer, Matcher and Moulder, American Sawmill Machy. 


Hack: N. J. 
TRIUMPH Saw 8e enry Disston & Philadel Pa. 
ry aues. phis, 


Self Faucets, Crane Co сыр» Chi RE de 
TRIUMPH Self-Closing Fauce ee cago, Ill. 
Brackets, Jacks, — Masons Trestles, etc., 


TRUBCON Damp Ja E cy Waterproo 


Truscon Laboratories, Detroit, Mic 

TRUBSIT Menden Metal Reinforcement, Genfire Steel Co., Youngs- 

wn, O 
TUBULAR — Tha 9 Thatcher Co., Newark, N. J. 
TUXEDO 1 e Co., Chicago, III. 
TYPE A * ые — nes, ر‎ A Radiator Co, New York, N. Y. 
TYPHOON Fairbanks Morse & Co. Chicago, Ш. 
TYRONE Drinking Fountains, Crane Co. Chicago, Ill. 


UNION ри ae Mensis Machy., Gallmeyer 4 Livingston Co. Grand 
UNION LO LOCK Poultry Fenees, American Steel & Wire Co., Chicago, 


III. 
UE Sash Balances, Pullman Mf Rochester, N. KR 
NITED Fences, American Steel Wire c vChieago, Ii 
UNITED STATES Fences, American Steel Chicago, Ili. 
U. 8. Mineral Wool, U. 8. Mineral Wool oon New York, N. Y. 
U. 8. Woven Wire Fence (Zinc Insulated), American Steel & Wire 
Co., Chicago, Ш, 


L Hay Slings and Pumping Jacks, The F. E. Myers & 
UNIVERSAL Measuring e Try and Mi Sq The Lufki 
an tre uare, е n 
Rule Co., Saginaw. Mi Mich.” 
UPRIGHT Scrapers, National Mfg. Co., Sterling, III. 
UP-TO-DATE — т Machines, American Saw Mill Machinery Co., 
Hackettstown, 
U-PUT-ON Metal Weather Strips, Diamond Metal Weather Strip 
Co., Columbus, Ohio. 
UTAH Hay Slings, The F, E. Myers & Bro. Co., Ashland, Ohio. 


V. P. M. Tools, Sargent & Co., New Haven, Conn. 
VALLEY CITY Disc Emery Surface and Tool Grinders, — 
Metal Grinding Machinery, Galimeyer & Livingston Co., Grand 


Rapida, 
VALLEY CITY —— Machinery, Gallmeyer & Livingston 
Co., Grand Rapids, M 
VECTO Heaters, — "Radiator Co, New York, N. Y. 
VENETIAN Bathroom Cabinets Morton Mfg. Co., Chicago, Ш. 
VENTO Radiators and Heaters American Radiator Co., New York, 


VENTO Puttyless Steel Sash, Vento Stee] Sash Co., meen Mich, 
VERNA Bath Tubs, Crane Co., Chicago, Iil. 

VERNON Lávatories Crane Co. Chicago, Ill 

VICTOR Door Springs, Sargent & Co., New Haven, Conn. 

VICTOR Gummers, Henry Disston & ‘Bons, Philadelphia, Pa. 
VICTOR Pumps, The F. E. Myers & Bro. Co, Ashland, Ohio. 
VICTORY Hand Saws, Henry Disston & Sons, Inc., Philadelphia, Pa. 
VIM CHAMPION Saws, Henry Disston & Sons., Philadelphia, Pa. 
VINCENT Sinks, Crane Co., Chicago, III. 

VIRGINIAN Saws, Heary Disston & Sons, Inc.. Philadelphia, Pa. 


This Annual Reference and Directory Number of 
American Builder Should Be Kept on File Permanently 


dr 


The“CLASSIFIED DIRECTORY AND BUYERS’ GUIDE", 
together with the Advertising Pages in this issue, 
afford a means of ready reference for infor- 
mation on Building Materials, 

Building Specialties and 
Contractors' Equipment. 


FOR ADVERTISERS’ INDEX SEE NEXT TO LAST PAGE 
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VITRIBESTOS Pipe and Boiler Covering, Johns-Manvilie, Inc., N 


VORCY bibel Crane Co. Chicago, III. 
VORTO Urinals, Crane Co. Chicago, III. 


WALL-TÉX ‘Waterpenes Wall The Columbus-Unien ОП Cloth Co, 

um hio, $ 

талде CE Woodworking Machinery, J. D. Wallace & Co., cb, 

WA Mm One Coat Industria] White, Truscon араг Bil 
ALL- 


LSYCLO Watér ene Crane Co., Chicago, III. x 2157 
rane Co., Chicago, Ill. 
Sliding г Locks and Latches, National Mfg, Co, 


WATCHMAN Wall Safes, The Wehrle Co., Newark, Ohio, 5 
КК ууз ж e SPERO GRITS, Behr-Manning Co., ane Troy, N.Y. 
WAUKEGAN Bar Wire, American Steel & Wire Co., Chicago, ИК 
WBARPROOF Roof Beckman-Dawson Roofing Co., Chicane 2 
WEATHERBEST Stained = le, Weatherbest Stained Shi hingle Qe; 7 
Ine, No. Tonawanda, N. 
WHEELING Hand Dipped Cop pper т Steel Conductor Pipe, Stove 
Dam eee and Wire Nails, heeling Corrugating Co., W 


ж 


WEHRLE Watchman Wall Safes, The Wehrle Co, Newark, Ohio. 
* Lumber, Weyerhaeuser Forest Products Co, 8t- 


WHEELING В Sheet Steel, Wheeling Corrugating Co, Wheeling - 


W. 
WHITE ROCK — Wall Board, American Gypsum Co, Port 
nto - 
WHITES IMPROVED Instruments, David White Co., Milwaukee, 


Wi 
WILTON Lavatories, Crane Co., Chicago, III. 
WINDOW Coal Chutes, Holland Furnace Co., Holland, Mich. 
WIN-DOR Casement Hardware, Casement Hardware Co., Chicago, 


III. 
n Asphalt Shingles, Beckman-Dawson Roofing Co., 
qu Dawe, н enry Disston & Sons, Philadelphia, Pa. 
woc ash. 


eeler, Quen a Co., a 
WODACK Hand Power Saws, F. Co., Chicago, Ill. 
iste, Lansing Co, 


WOLVERINE Barrows, Contractors гого Но 


Lansing, Mich. 
чорани жү Mixers and Hois Backfillers and Trench, 
Construction Machinery Co., Waterloo, Iowa. 
WOODMERE Bath Tubs, Standard Sanitary Mfg. Co., Pittsburgh; 


panded Metal Lath, Northwestern Expanded 


Metal Co. “chicago, Т! ll. 

e 

th CENTURY tal Lath, North Western Expanded Metal Oo, 
Chicago, III. 


YANKEE Tools, North Bros. Mfg. Co., Philadelphia, Pa. 
YORK Drinking Fountains, Crane Co., Chicago, Ill. 


ZAGELMEYER System of Concrete Block Molds, Zagelmeyer са: 
Stone Block Machinery Co., A Ci 
Z Gasoline Engines, Fairba Morse & Co., Chicago, III. Lu m 
ZIG-ZAG ‘Rules, ae Rule & Level Co, New Britain, Sonn 
ZIMMERMAN P * 8. Cheney & Son, — * ] 
ZIP Saws, Henry "Disston & Sons, Philadelphia, P ages 


AMERICAN BUILDER (Covers the Entire Building Field) 


1 1 Taea Make money bottling heat! 
h | 


a ihe cold 
ре Keep . With Side 
these scientific 


Like throwin 
£x Weath lerstrip S 
eediess fuel waste. 
"i Let us show you 
how to save money 
and make money. 


"я + ^ ‘= z 
FEE. Fo BP SP. 


Enthusiastic custom- 
ers are a constant 


ASE p< y EEE KEG Sales poser Won 
Impr ovements ыз! 1 d Pyramids step wines derful opportunity to 
rating een est wid ke 
just added to our Model 501 کےا‎ ul sleep. 
Woodworker 2 oe? A "i 
user to enjoy better w tisk Don’t forget that 
working and greater profits Price Without Motor Sa action- а this was а heavy 
than ever before. SAVES cold weather and the usual story—pienty 


the labor costs of three men. of cold comes right through the loose, open 

VES ume Er 8213 CECI E UT. сы: 
Two Important the Scientific Weatherstrips. 

Buying Factors Combined Write for further But—Do it Now! 


in this One Machine information on this 


LOW IN COST— HIGH IN WOOD. practical money making 
WORKING EFFICIENCY woodworker. 


В 


9$ РЕР а 


8 


18" Band Saw—10” Rip Saw— 10” Cross-Cut Saw and 
6” Jointer are combined in this one machine to give build- 


ers the best machinery value at the lowest possible cost. 2016 Wabansia Ave. - - - CHICAGO, ILL. 


KORNAU MACHINE COMPANY — Dacca 


Gulow and Vandalia Sts. Cincinnati, Ohio H ! ADDRE 


Ир, Profits for Yo 
00% to 300% _ 


RERO 


"^ a 
= 


= DERI T Tr 
: 3 ~ - 
——̃ ́ 2 M س‎ 


Profit Profit 

Profit —it's nearly all 

profit this big money 
making business of supply - 

ing to your territory beau- 
tiful porch and garden pot- 
tery. They sell onsight. Big 
demand everywhere. Mr. Stanley 
cleared $2,165 with $100 invested in 
Utility molds. Get started now. 
Send for Utility book which shows 


how men are doubl their in- 
comes in spare ‘mee We show OR homes old or new. these 


you how — tart on investment Send cabinets add beauty and con- 
Write today. the D LN 
Coupon Colors to harmonize with tile walls 
Concrete for and plumbing. 
Equipment Co., Catalog Particularly important if you are 
500 Ottawa Ave. No.7 planning to modernize homes or 
Holland, Mich. apartments. 


THE MIAMI CABINET CO., Middletown, Ohio 


toe i 8 THE MIAMI GARINST co. 
be Write Your Own Pay Check! 2 I'd like CE d about your new line of cabinets. 
d full particulars. 


— 
um s 


y 


In a manufacturing bus- 
е of your own -E V 
g brick, block and tile. 


TA 
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Lamella Roof on Sport Arena, Clinton, Mass. 


Products Help Sell the 
Homes You Build! 


Homes beyond the water mains 


can be modernized inexpensively with a depend- 
able Paul Private Water System. City homes 
sell easier when equipped with Paul Water 
Softeners [Dual flow or Automatic}. A Paul 
Electric Hot Water Heater adds the final 
touch of comfort that clinches the sale. 

DEALERS: Contractors and dealers will be intere 


ested sn our sales proposition. Write while 
your territory is still open. 


The Fort Wayne Engineering & Mfg. Co. 
1713 North Fort Wayne 
Harrison St. Indiana 


. ONE QUALITY 


THE 5: 
L. BECKMANN CO. 


ESTABLISHED “1974 
500 JACKSON ST. 
TOLEDO.O. 


Магог 


Full —Ü Lift Wheel—Hobbed 
Gear Automatic Brake 


DUMB WAITER 


Matot machines are roller-bearing through- 
out, and guaranteed for five years 


PROMPT SHIPMENTS 
Catalog on Request 


D. A. MATOT CO., 1545 Montana St., Chicago 


Manufacturers of Hand Power Dumb Watters and Elevators 


“LAMELLA” 


(PATENTED) 


Trussless ARCH Roors 


Quickly and Economically Erected 
Thoroughly Safe—Very Attractive 
Good distribution of light, excellent acoustical conditions. 
Adopted for auditoriums, dance halls, garages, warehouses, 
factories, etc., in all parts of the country. Spans up to 150. 
Write nearest ofice for descriptive folder 


Lamella Roof Syndicate, Inc. Lamelia Trussless Roof Ce. 
45 W. 48th St., New York City 801 Kirby Bldg., Houston, Texas 


Lamella Constructions, Inc. Man] Lamelle Roof Co. 
801 Norris Bldg., Atlanta, Ga. nhe эбе Bldg. Шы. 


The Trussless Roof Co., 1007 S. Harvard Bivd., Los Angeles, Calif. 


TAYLOR COLLAPSIBLE HORSES 


Quickly assem- 


Easil T 
job to job. Hold 
8600 Ibs. without 
a creak. No nails 


or 
Write for Complete 
Information 


EVERHOT 
MANUFACTURING 


COMPANY 


620 S. 10th Ave., 
MAYWOOD ILLINOIS 


7 PLUMBING-HEATING 


= Install Your Own —- 
> New Easy Method 


q, УРУ Pur — um pim Handy М сими s Qual 

e 

his own Plumbin r^ E ng BY OUR NEM 

EASY METHOD. Get the best and pay only 
ttle each month. 


а little 

“We Show You How” BOOK 
Sil New bargain catalog just Issued, FREE 
—— кі ЕРЕ high к * E years 
s economical Lov = 1 ide 12 к ита н 
the whole 1 a Write fer Sir omy today. 
Million Dollar Bonded Guarantee 
IE Protects You 


3i HARDIN-LAVIN € | 


YEARS 142-50А West Pershing Road, Chicago, 10. 
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Wonderfully 
Improved 


MONEY PROMPTLY REFUNDED 
IF YOU ARE NOT SATISFIED 


Crofoot Perf-O-Matic 
A New Era in Screen Tacking 


Thousands were enthusiastic over the former Crofoot Screen 
Tacker, but the new Perf-O-Matic is 100% more efficient. 
100% easier to use—absolutely no clogging or jamming. No 
wasted staples—no damaged screen cloth. ully guaranteed. 

4 times faster in — ирене, its cost in . — 
Send us your order toda oney you're not ectly 
satisfied, BUT YOU WILL BE. 


J. B. CROFOOT CO. 
Dept. A P. O. Box 783 Chicago, Illinois 


Copyrighted, 1999, by J. B. Crofoot Co. 


Charm of Home 
Depends on Color! 


NY investment builder 
knows that homes of 
pleasing color combinations 
have the charm of attracting 
buyers. So much depends on 
the right colors that he must 
give them special attention. 


When mortar is used there is 
available a wide variety of color 
shadesinClinton Mortar Colors. 
In them, the builder is assured 
not only the right color com- 
bination with brick, but also 
uniform and color-fast quali- 
ties. 


Complete information regard- 
ing Clinton Mortar and Ce- 
ment Colors and their use 
gladly sent upon request. 


CLINTON METALLIC PAINT CO. 
549 Clinton Road, Clinton, N. Y. 


* Which is the 
most complete 


line of Weather 
Strips? 
? 


"DIAMOND" 


—of course! 


ERE are the "black and white" fig- 
ures that prove the above answer: 
We offer 110 separate and distinct kinds 
of weather strips. 
Realizing one type of weather strip can't 
possibly fill the requirements of every 
job, we have provided a weather strip for 
every purpose. 
Among these 110 kinds of weather strips, 
you are certain to find exactly the one 
for the particular job you have in mind. 


have Diamond Weather 
Weather 


B i $ Pr ofit 0 Weather 


gann Compound, Diamon 
p 20FITS average Gun Calk and Zine Screen 
331/8 to 50%. Slides. 


with the Diamond 
Line. No invest- PRACT THE METAL 
went in mater DIAMOND 
un contract's Wear WAY PPING 
— ures home 

and bu g owner 

a prospect. Investi- The Diamond Metal 
= Weather Strip Co. 

COLUMBUS, OHIO 


TEE Wholesale 


Builders, Til е 
Sold direct 1o 12 — 


Why use other materials when you can buy 
Genuine Tile from us just as cheap? No other 
material in the building field can take the 
place of real tile satisfactorily. 


BATHROOM ONLY $25.00 


SEND US YOUR SKETCHES 


We will estimate the cost free of ch - 

Fe e , Bine ore. Res 
a re nts, Bu d 

Tile work you are planning. Sg ar apes 


Prompt Shipments 


te 
to match our various colors of Wall Tile. 


We Offer Two Valuable Beoks Free 


How to Set Tile and Tile Catalog. Our 
Tile Catalog illustrates our — Une 
in full colors. Use coupon below. 


1 Box 5064-AB, Kansas City, Mo. 
Please send your Tile Catalog. 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


290 AMERICAN BUILDER (Covers the Entire Building Field) 


KENNEDY 


Install Wehrle Watchman Wall Safes 


for extra profit and protection. Strong, 

durable, attractive. Finished in Green 

Lacquer or Mahogany Crystalline as 
specified, with interior of blue 
velvet. Polished steel, com- 
bination lock, dial and handle 
nickle plated. 


Clip this ad and attach to 
letterhead. Complete in- 
formation will be sent 
concerning these profit 
makers. 


THE WEHRLE CO., NEWARK, OHIO 


adds a 
STORY 
to your 


HOME 


+2 
WRITE FOR 
FREE BOOKLET “A” 
ow 


better 
use of your attic 


THE MARSCHKE CO., 
551 University Ave. -i- St. Paul, Minn. 


THE ; 
MASTER 
SLIDE RULE 


For aii inside and outside measurements the Master Slide Rule is pre 
— Its accuracy is never questioned, and it eliminates all guess 
work. 


Order one from your dealer today. If he does not carry them write us’ 


MASTER RULE COMPANY 


815 EAST 156th ST. NEW YORK 


WE SEND DERRICKS ON TRIAL TO RELIABLE CONTRACTORS 
OUR MOTTO IS SATISFACTION OR DERRICK RETURNED 
Write for Circular No. 2 with illustrations, descriptions and best prices on 
our complete line. Sasgen Builders’ Derricks are built of the best Crucible 
a4 pla p 4 yo iyi 
themselves on the first job. Get one on trial. 

SASGEN DERRICK CO., 2191-2115 9, GRAND АУЕ. 

.9 CHICAGO, ILL. 

NEW YORK OFFICE—130 West 42nd St. 


UTILITY SAW 
New — Modern — Better 


The table tilts and raises at both ends. An 
exclusive Kennedy feature. You can 

more, but you cannot buy a better or more 
efficient rig. With this rig and attachments 
you can rip, cross cut, sand, grind, plane, 
groove, tongue, plough, miter, bevel, 

rabbet, mortise, joint. make mouldings, etc, 


Don't fail to get our prices and free 
literature before you buy. Write today. 


RALPH KENNEDY 


111 No. 7th St. Philadelphia, Pa, 


Attracts Home Buyers 
B of its bea and venience, 
the Mailo-Box Lor ' with ө "m 
saves teps an 
Costs little. Easily and quickly installed, 
Adjustable to any wall thi . Laste 
as g as the house. Price $4.75 to 
$12.00. Beautifully finished. 


Write for circular and our propos. 


Penn-Greg Mfg. Co. 
809 Uuiversity Ave. St. Paul, Mina. 


buying. Our priced cave you 
money and our MONEY BACK 
JARANTEE gives you 30 DAYS TRIAL. 


YOU DO NOT FIND 
WHAT YOU WANT 


in the AMERICAN BUILDER, 
write us and we will try to 
get it for you. 


FOR ADVERTISERS’ INDEX SEE NEXT TO LAST PAGE 
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MYERS JAR, | SES 
ROOF/NG 


of M Self-Oiling Power Pumps 
and Water Systems. New styles, 
new features, new standards of water 

"Mm Sas aroga Фен 
all to you at lower prices. 


— gt?) SHINGLE 


Everlasting Security 


You should have it: Then Choose an Edwards Metal Shingle Roof 
—Temco and many other styles. 
Edwards Metal Roofings made to have the appearance of wood 
tile, elate, or any other p arl and none of these 
roof. 


fine artistic effects cost any more than a 


THE EDWARDS MANUFACTURING CO. 


401-417 Eggleston Avenue, 2 ыа 
The La: M. ‘act Meal Roofing, Met ngles et. 
Cerro fetal Garante. Portable Buildings. Rolling Seat Doors, Partitions, ec. 


One Sure Way to Make Mone S ov | CRESCEN T 


wv 
On Any Construction Jo SG Cut Off Saw 


SAFE, SAVING, STURDY - M Adds 
Capacity but Not Expense 


,OU surely need this handy machine to make real money, 
especially on closely estimated jobs where fast work 
so essential. The Crescent Universal Cut Off Saw will do 

many times more work than сап be done by hand—and 

it easier—without fatigue to the operator. And it is port- 
able, easily carried about right on the job, attaches to any 
light socket. Universal in adjustment, accurately gradu- 


adjusted to cutting ony angles, right 

dadoing, routing, 
straight ripping. Will do bevel ripping. 
undercut bevels, tenoning, stair routing. 
Sawdust is carried away through a 
spout, and the saw itself is com- 
pletely guarded. This wonderful 
all-around machine 
more than doubles your 
capacity and will pay 
for itself in a short 
time. 


Send coupon today 
for pictures and 
full details. 


d D * $ ae 
No holes to plug after they are removed 


Stronger and cheaper 
than costly wooden 
scaffolding — quickly 
erected and quickly 
taken down, they are 
time and money sav- 
ersonany job— 
wood, brick, stucco. 


Thousands of other 
wise builders are 
using them—have 
used them for years. 
What they will save 
you will surprise you. 


Figure on using them 
on that next job. 
Send for our catalog 
showing the various 
typesandstyles. Glad 
to ship C.O.D. with 
rivilege of inspection, before you pay a penny. 

e wouldn't make this offer if we didn't know 
they are good. 


ELITE MANUFACTURING CO., - Ashland, Ohie 
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Electric Capstan Winch— C Safety Worm Geared Winches 

for all purposes. а WIN HES sae on — — 100 to 

Manufacturers of winches for all purposes. — =з Electric and Hand Winches. 

For Motor Trucks, Tractors and general purposes. Also Lifting Jacks, and Rollers 
for Lumber Trucks. 


Write for Bulletins and I State for what purpose winch із to be used, 
weight of load to be lifted. 


Manufactured by 


. Stimmel Winch & Machine Works 
Works and Offices: 562-66 W. 22nd St. New York City 


“You Can Chalk upthe | 
Profits on any Slate 


Une 
7 By this Mark 
i i el 


Genuine Franklin Tunn 


Make Blocks, Brick & Tile 


388 


Brick and Tile N 
for less money | To Give LASTING ROOFS and PROFITS - | 


mer n Worth لوس‎ About 


blocks, brick and tile with 
AG MEYER MULTIPLE HOLDS in your own AH lity Reus > Good І fits 
You, too, can grow to manufacturing independence rst Quality, Кее ON QU ICED, C Good rofits 

] Write ) ә informatic 
^ SLATINGTON SLATE CO. SLATINGTON, "PENN. 


— a moderate start, the same as many others have 
4 


done. Get started now. Send today for free booklet. 


Zagelmeyer Cast Stone Block Machinery Co. 
3000 So. Henry St., Bay City, Michigan 


Beautiful Brick Effects 


deserve 


Anchor Brand 
Mortar Colors 


RASS 


Saw Rigs 
Concrete Mixers 
Mortar and Plaster Mixers 


KNICKERBOCKER 


BUILT TO LAST AND LAST 
Write for special circular on 
the machine that interests you. 


The Knickerbocker Co. 
Jackson, Michigan 


A C 
! MORTAR — 


CE CEMENT $2/2/ * 
e LORS sA C. K. Williams & Co. 


OSV AE 
Nro 634 North 13th St. 


EASTON, PA. 


THE SHEBEL FILER Gp 


PRICE 52 


— —— —— l —— — — 


Pilaster Standards 
D A R EY and Adjustable 
BRAND BRACKETS 


Easiest, quickest, most economical to install for 
supporting 


Tp БЫ Ты rs Seles ie e meie aie ue 
ti ectly is a simple 
easy 2 adjust and easy р. use. sed in connection 2 our — ie artes ане 
ing it produces a faster, smoother easier cu saw in China closets utler pantries 
C Linen closets. Also Library shelving— 
set with a nail, but only a pl would do 12 Free } hand Fruit shelving and other built-in shelves. Per- 
ing is beco just as much out te. odern or 
€ is — 0 a یا‎ са юг forated standards allow for V inch adjustment 


and perfect alignment of shelving. 
WRITE FOR FREE SAMPLES 


GARDEN CITY PLATING & MFG. CO. 
1430 So. Talman Ave. Chicago, lll. 
SEBRBESESERREERRERESEREREREREES 


ULLMANIZE YOUR WINDOWS! 


Mills & Sons, 5558 W. North Ave., Chicago, Ill, are erecting and fer de Pulimanizing 1678 
bungalows at Westwood, within 28 minutes of the Chicago Loop. ready used and ordered 


20,331 sets of Pullman UNIT Sash Balances 


and expect to install ever 30,000 sets. Mr. Mills write us Pullman is more economical even in speculative 
building than weights and cords and believes we have the best window control available. 


Write for New Folder Today 


PULLMAN MFG. CO., INC. ROCHESTER, N. V., U.S.A. 


FOR ADVERTISERS' INDEX SEE NEXT TO LAST PAGE 


f 
Ё 
g 


Write for full particulars or send in your order at once to, 
ANTHONY P. SHEBEL, iir wa: 


The Shebel Filer Is used in every State ef the Union and every Province of Canada 
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Power Operated Stripper 


HE large capaci = teray Multiplex Machine, ranging 
from 300 to оске а — coupled with the low 
initial cost and EN о ting cost mean just one 

2^ аспен fn his pia for t man who has Multiplex 
lant. Write for complete details and 


I aii Strippar, Power Tile Machines, 
Dou and S npe Hand Strippers, 
Hand Tile Machines, Hand 
Chim Block Machines 
entilated or 
d Block for 

Flue Liners 


The MULTIPLEX CONCRETE MACHINERY CO. 


ELMORE, OHIO 


Style-S Hess Stee! Cabinet. 
IN COLORS 

TO MATCH MODERN BATHROOMS 

Modern bathrooms are colorful. Hess 
offers steel cabinets to match the gener- 
al decorative scheme of the room. 
Something really beautiful. Also a com- 
plete line of all-mirrored-front steel 
cabinets, either plain or etched, white 
or in colors. Write for full particulars 
and illustrated catalog. 
HESS WARMING & VENTILATING CO. 
1220 S. Western Avenue, Chicago, Ill. 


for complete information and 
samples of ol! strips — 


MASTER METAL STRIP SERVICE 


— INCORPORATED 


MFRS METAL WEATHERSTRIPS -CHLKING- 
- 1720 N. KILBOURN AV. -. 


CRAGIN STATION CHICAGO, ILL. 


This is a combined cut off and saw equipped with 
arbor and tilting table, powered wi рр 


engine. 
The S ter will orm all woodworking operations and do 
ic ie rM eei ^ 
Built of tee throughout the Speeder is pane 
— Ж, portable sturdy -— 2 yd 


Investigate this new machine before purchasing any saw ر‎ €P 92 
able. Ses 
Jones Superior Machine Co. . . É 
1260 West North Avenue, Chicago, = go aC sf 
Send Coupon Today for New Bulletin EX (Oa: ee 
Giving Complete Information. "SP PY 5 
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FOREST CITY BIT & TOOL COMPANY 
MANUFACTURING 
High Quality Hollow Mortising and Wood Boring 
Tools that give service and satisfaction. Write for 
new catalog No. 25 illustrating and describing our 


Improved Hollow Mortising Chisel No. 28 
Registered Trade Mark “FOREST CITY" 


FOREST CITY BIT & TOOL CO., 


MAKE A BIGGER PROFIT On The Roof 
Wise, thrifty builders will appreciate the saving in putting en 
Walters and Coopers Metal Shingles, The Waits and Coopers 
Metal Shingles weigh less than wood, or slate and take lighter 
frame work to support it. Moreover, it is permanent. This roof- 
ing does not require skilled labor to put it on, carries a low rate 
of insurance i d and fn . We manufacture a 
in Peinted Tin, Galvanized Tight Coat, 


Write for full siss samples and prices 


National Sheet Metal Roofing Co. 
339-345 Grand St., - Jersey City, N. J. 


MITERED CASINGS | CLAMP 
ARE THE BEST CASINGS | Te 


азе — —— 


MAKE THEM 80 
[2] 

The Best, Fastest 
and most 
Economical 
METHOD 


6 


Write из for informa- 
tion and samples. 
+2 


CLAMP NAIL CO. ‘êgin station CHICAGO, ILL. 


Lives as Long as 
the Equipment 


Advertise your Business 
Protect your Property 
from Being Stolen 
or Lost 


Brand your name with an 
EVERHOT Branding Outfit 
on every tool or piece of scaf- 
fold lumber. Saves its cost 
many, many times a year. 


Write today for full details on 
special outfit for builders. 


The Most Economical Sash Holder 
It Is 
Automatic 


No Sash weights, 
cords, pulleys or bale 


Write 


for ances necessary. 
2 Send For Trial Set 
Prices $1.25 Prepaid 


HARDWARE SALES CO., 30 Church St, Room 446E, NEW YORK CITY 


complete line of FOREST CITY tools, 
Incorporated 1890 


ROCKFORD, ILL., U. S. A. 


Router Bit No. 400 


An indispensable convenience for Homes, Apart. 
ments and Hotels. You do not have to plan a space 
for the ironing board. Redybord can be installed 
in a few minutes on the back of any closet or bath- 
room door or on the springs of a disappearing bed, 
The money-saving and space-saving of Redybord 
make it a most popular seller for 
both old and new buildings. 
DISTRIBUTORS 
Get into this profitable business, 
We will gladly send you infor- 
mation on our proposition and 
territory open. 


REDYBORD, INC. 
General Offices and Display Rooms 
Builders" Building — 228 М. LaBelle Si. 
CHICAGO, ILLINOIS 


DE LUXE EDITION. The most wonderful book 
of home plans ever published. 224 pages, 
nearly 600 illustrations of floor plans, 

and approximate cost to build—of medium cost 
Colonial homes, cottages, bungalows and two- 
family dwellings, an ideal reference book show. 
|. ing size o“ rooms, buildings and a description 
С 1 of each postpaid for $3. New book of 60 nifty 
plans of medium-cost English and American 
Colonial homes $1, or both books for $8.50. 
Complete plans and specifications as low as $10. 
You cannot afford to build until you have seen 
this book. It may save you hundreds of dollars. 

FREDERICK H. GOWING, Architect 
10! Tremont Street Boston, Mass, 


PROFIT With IDEAL 
HOISTS 
Save money wherever there is a rope or cable to 
pull. Маде in two sizes, 1,200 to 2,000 Ibs 
capacity. Reversible and non-reversibi 


and double drum, with or without — Wile 
y for complete information. 


UNIVERSAL HOIST & MFG. CO. 
196 East 14th St. Cedar Falls, lowa 


IU LIEU‏ اا UL‏ ااا اا ااانا اا ا و ی 


The Perfect Bond 


Ж LIVING-STONB for Concrete 
Contains no acid. Therefore cannot 
injure concrete or steel. Forms a 


bond stronger than the concrete itself. 
Catalog on request 
LIVING-STONE Co. 


OUR TRADE M ARK SINCE 1908 1E. Lee Street, Baltimore, Md. 


0e — "—Á— TILL 


A Real Home Comfort 


Mallory Shutter Workers 
MALLORY MFG. CO. 


700 BROAD STREET FLEMINGTON, N. J. 


AMERICAN BUILDER 


The Open Door to a Great Market 
COVERS THE ENTIRE BUILDING INDUSTRY 


FOR ADVERTISERS’ INDEX SEE NEXT TO LAST PAGE 
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| Pioneer Mfrs. of 
Worm Drive 
Hoisting 
Machinery 


lete Line 
A ome line & 
Electric 


CAPSTANS 
WINCHES 
& HOISTS 


to 50 H-P. 
2 needs 


SILENT tetescoric HOISTS 
The Modern Ash Hoists 


with the many 
exclusive features 


Simple, Safe & Rapid Automatic 
Brake Gravity Lowering 
Hand & Electric Models 


Suitable for Installation in all Types of 
Public and Private Buildings 


WRITE TODAY 


rorcataLocs || SILENT HOIST Winch & Crane Co. 


State 772 HENRY ST. 
Requicaments || BROOKLYN NEW YORK 


*[YMCO ADJUSTERS 
cant get out of order! 


The friction elutch does not deteriorate, 
clog or jam. With the strength and re- 
silience of steel it combines the smoothness 
of operation so necessary to a friction 
adjuster. 
; A turn ог two of the knurled nut gives 
Write for the Lymco a grip that will hold а gale. 
The finish tops them all, the price is no 
Literature higher. 
and Prices Guaranteed to give long, 
service, 


The Lyons Mfg. Co., Mt. Carmel, New Haven, Conn. 


dependable 


| —For 
specify 


ermanence 
the famous 


Hedell No. 75 Apartment Sash 
Chain offers the most modest home 
er apartment building al! the ad- 
vantages of noiseless, permanent, 
— oe sash chain at ao 
greater oest than for cord, Formed 
from X arta ribbon of pol- 
ened steel, NOT STAMPED FROM 
zm every link Is — 

k for A. A. 


Sweet's. As 
Speciation tide Class 25. Al, 
and Ne. 75 fel 


To some open on an es- 
H — 


several builders sp 
Addr ess 


THE CHAIN ees pin co. 
Established 1 
CLEVELAND, OHIO 


BANKS (Patented) REMOVABLE GREEN ENAMELED 
ao CLOTHES POST AND FLAG POLES 


anya money back guarantee of satisfaction., 
te [^n Men t inferior imitations be sure to 
look for the “Ace of Clubs Top” which has the name 
and mte of (Patent). None original without same. 
The *Ace of Clubs ор,” that holds the clothes line, 
rom now on will be Parkerized, makin т а 
lutely Rust-Proof. No advanced price L зате, 


IY dealer or Jobber can't supply, writs for descriptice folder. 
BANKS STEEL POST COMPANY 
128 Wakeman Ave., Newark, New Jersey 


on plumbing, heating, hard- 
ware, paint, roofing. Large 
quantity buying enables us 
to offer Grade '"A" mer- 
chandise at great savings. 
Send today for fres catalog—over 120 pages of enormous bargains 


Stanley Plumbing Supply Co., Inc., $12 Neh 12th se. 


WALNOOK 
NEL) EM 


SAVES ALL THE SPACE 


The Walnook folds inte a — 
pact unit less than four inches of 


demand of 
home .owners and builders alike. 
It makes an ideal dining-nook in 
the home and a wonderful space 
saving in the small apartment. 


WILHELM FURNITURE co., 
109 Jean Ave., Sturgis, Mioh. 


Please send complete information 
&bout the WALNOOK. 


WILHELM FURNITURE co. 
ALNOOK DIVISIO 
STURCIS MICHIGAN 


GREATEST VALUE 
EVER OFFERED 


Imperial Weatherstrips 
AT WHOLESALE PRICES 


Never before have you been able to buy 
. Weatherstripping at such low prices. 

ur tremendous production allows us to 
offer you this opportunity. 


Strips 
. They are 
easy to i and give the utmost satis- 
faction. 
It will pay you to investigate our liberal 


proposition now. 
Write today 


IMPERIAL WEATHERSTRIP CO. 
2810 S. Cuyler Ave., Berwyn, III. 


AV SAL sss 
SHEATHING 
w? ROOFING 


BRACKETS 


Comfort is not a luxury 
but a necessity for effi- 
cient roofing work. Ajax 
Brackets are worth 
many times their cost. 


Send for descriptive literature 


Ajax Building Bracket Co. 
1551 Rydal-Mount Rd., Cleveland Heights, Ohio 


Let the ‘‘Sterling’’ Prove Itself 
NO Deposit Required 


Right on your own job—without cost— 
without obligation—try out a “Sterling” 
Convertible Wye Level for 10 
days! Easy terms if you decide 
to keep it. 
Pin this coupon to 


Model No. 40 


(PATENTED) 


Gold Medal 
Sesqui- 
Centennial 
Exposition, 
1926 
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with our 


Plans Parts 
and Help 


Ec 


America Clos ‘Chock mis 
1643-р nth - Philadelphia, Pa. 


Stop “Guesstimating”—avoid Errors and Omissions 
Our BUILDERS" ESTIMATE SHEETS 


Will SAVE Time and MONEY — \ 1 Book, nae 


— 


100 leaves in a book, 4х9 }4 inches. < 3 Books, $2. 
via Ins. Parccd Pest same day we get order. ( 5 Books, $4.50 


7 Louis FINK &SONSCO.,Printers 


Time Sheets, Job Tickets, Letter Heade, etc. 
In Business Tits Te Elm Ave., Laurel Springs, N. J. 


PATENTS 


Time counts in applying for patents. Don't risk delay in protecting 
your ideas. Send sketch or model for instruction or write for FREN 
“How to Obtain a Patent’ and Record of Invention” form. 
proceed. Communications strictly 

. Prompt, careful, efficient service. Clarence A. O’Brien, 
stered Patent Attorney, 189-K, Security Savings & Comm'] Bank 
ding (directly across street from Patent Office), Washington, D. C. 


e ‘You Buy See 
the NEW 


Specdmatic : 


speed saves paper, ини — do 
tion — fine finish. on the — 
See our Advertisement on Page 195 


PORTER-CABLE MACHINE CO., 1721 Nerth Selina Si., Syracuse, N. Y. 


ELEVATORS 


DUMBWAITERS and HOISTS 
(Electric and Hand Power) 
Electric Attachments for hand power elevators. Our product 


— Have been elevator builders for nearly fifty years. 
inquiring for estimate, of elevator — 
— hateh. 


Combines ш ng best features 
heavy y a 


| size, platform travel and height ef 
Sidney Elevater Mfg. Werks (Miami St. Plant), Sidney, Ohio 


THE SLATINGTON-BANGOR SLATE SYNDICATE, Ine. 


SLATINGTON, PENNA. 


Miners and Shippers of 
Natural Blackboard 
Electrical Slate 


y Enjoy 
MILLER DRIP EDGE 


It easily re-inforces, ts, supports and 
finishes prepared roofing or shingles at the 
roof edges. Millions of feet sold, from East- 
port, Maine. to Honolulu, Hawaii, 


Free sample and folder 


MILLER & GLEASON, Div. D, OLEAN, N. Y. 


Build Your 
Own Jointer 
Frame 


Buy your Jointer head or saw mandrel from us, Build your own frame and 
you ean make a big saving. NL ES U NO PM 
satisfaction. Ctrculars and Prices on Request. 


WHISLER MFG. CO. =- = Ottumwa, Iowa 
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Classified Advertising 


B 
2 lettere die ore per — dera стри rtunities 
pital letters per word. 
Minimum twenty words, |Help and Situations Wanted 


To Insure Insertion Remittance Must Accompany Orde 


USED TRANSITS ana LEVELS. BUFF, Hudson Terming 


Building, New York City. 


CARPENTERS, CONTRACTORS, BUILDERS, ETC.—Send for 
our Free Booklet, *How to Read Blue Prints." Tells how 
make most money in the building trades. Every builder gho 
have this information. Write toda WD. а ае Dept. 
CHICAGO TECH., 118 East 26th st” icago, I 

Best 


PATENTS—Booklet — Highest references. 


res 
Promptness assured. WA wr. E. COLEMAN, Patent i 
124 Ninth St., Washington, D. C. 

PATENTS PROCURED, Prompt service. PERSONAL CARE. 
FUL AND EFFICIENT SERVICE. Highest references, Modern- 
ate fee. Send sketch and model for actual search and advice 
GEORGE P. KIMMEL, Master of Patent Law, 94-D, Legal Bldg, 
Washington, D. C. 
س‎ 

ONE THOUSAND DOLLARS CASH will buy completa Pad 
cial Duntile Cement block outfit. Used three months, Real 

ain. Going out of business. Cost five thousand. SARG 

UT STONE COMPANY, Topeka, Kansas. 


ATTENTION—Home Mechanics. We sell unusual — 
ware, chest trimmings, tea wagon wheels and casters 
smali hinges, locks, etc. Upho Meta rr a 
ware, knocked down cedar chests 

for 18/2106; THURSTON MANUAL ^ TRAINING. SUPPLY 


PA Jobbers and Manufacturers, Anoka, Minnesota. 
CONCRETE BUILDING BLOCK MACHINES AND Wn 

Eo molds for burial mele and Hain gt. . A 0 "a 
Main i 


ETE MACHINERY CO., 


3” REPAIRING 
TRANSITS & LEVELS 


NOW is the time to have your instruments repaired. 
Fully equipped repair plant at both Chicago and 
New York. All work guaranteed. 
Manufacturers 
ARCHITECTS & ENGINEERS SUPPLIES, INSTRUMENTS 
& EQUIPMENT, SENSITIZED PAPERS 


Ask for list of used transits and levels. 
Large stock of all makes at low prices. 


Branches 
New York, Chicago, Los Angeles, Newark, Beaton, Detroit, Pittsburg, Miami 


Charles Bruning Co., Inc. 1$ N- 


cents 


102 Reade Street, New York 


INDESTRUCTO TOOL CASES 

d light, and ud strong separate 

for saws, le planes, square 

miter box, chisels, bits, etc. Every tool 

easy to get at and carried like a suit case, 
Write for catalog and prices 


WEDELL & BOERS 
128 W. Jefferson Ave., Detroit, 


Carpenters Notice 
The New Automatic Chalk-line Holder. 
ready to use, Your tool kit is not 
without one. Don't fool with your old 
chalk andline. Strike your lines the q 
easy way. Lasts a lifetime. — ur 
ware dealer or send direct. 1.00 
paid. Manufactured by 


J. C. MYERS, 359 Atlantic Ave, Yorks! 


R N E LL Motor, or Hand, Operate ' | 


ROLLING DOORS Underwriters Labeled | 


CORNELL IRON] WORKS, INC. 
LONG ISLAND CITY, N. Y. 


FOR ADVERTISERS’ INDEX SEE NEXT TO LAST PAGE 
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| -This NEW Sash Holder— 
NO WEIGHTS — NO CORDS —NO PULLEYS 


The Barnes Sash Holder allows narrow 
trims, saving labor and material. 

Solid brass thro 1 life and 

H es any up to 

The ideal sash holder for 


PLANING MILLS 
Specialize in the production of window sash and 
frames equipped with Barnes Hardware. You make 
more sales and new accounts, Exclusive rights can be 
arranged. Write for prices and complete information. 


Sample pair Sash Holders, $1.25 


TRUSCON 
STEELDECK ROOFS 


INSULATED AND WATERPROOFED 
Fireproof roofs — Light in weight — Economical in cost. 
Write for detail information and catalog. 
TRUSCON STEEL COMPANY, YOUNGSTOWN, 0. 
STEELDECK DIVISION 
Warehouses and Offices in all Principal Cities 


Bath Room Outfits 


Send for Dealers’ Catalog 


EA 
— | 01 — БШ 
җа COM NEQNE | 
— 
- — —-— | 
8 y 


f am 
CA — т =ч 
LA LI Tm ЕЕ а ل‎ 23 - = L] 
(7 amm A mm Y = 
Sr r 


Finest complete line of PLUMBING AND HEATING SUPPLIES AND FIXTURES 
in the country. Immense Y^ Immediate delivery. You can always save money 
at KAROL'8 and get best quality of goods, Our big catalog tells the story. It will 
you to figure ch 
CHICAGO 


eaper on jobs. 
В, KAROL & SONS CO. „„. So. Kedzie Ave. 


Something Finer! 


A Hidden Medicine Cabinet 
—A Fine Venetian Mirror 


Here you have the elegance of a 
decorative mirror. The medicine 
cabinet is hidden. No hinges visible. 
The back of the mirror is of steel 
finished in hand-rubbed walnut. 
The cabinet is of electrically welded 
steel, white enameled. Every builder 
should have the complete Bulletin 
of our comprehensive De Luxe line 
on hand. Write for it today. 


Majestic Steel Cabinet Co. 


Household Steel Cabinet Headquarters 
4211 Belle Plaine Ave. Chicago 


Ex sion Conorete Expansion 


Architects — Builders — Contractors! 


Amazing New Complete £ 


Transit at Surpris- 51 00" 
ing Low Price = 

Here is a real transit at th rice 
as a level. A new instrument ‘oat alain 
you to level and plumb from the same set-up 
without conversion or changing of telescope. 
Always ready for use either as transit or 
level. Simple, accurate, anyone can operate 
—control level guards against error. Fully 
guaranteed. 


Write for Folder No. 162 and 
10-Day Trial Offer. 


INSTRUMENT COMPANY 


617 North Broadway, St. Louis, Mo. 


are used in 
world's largest buildings. We 
are enit our line will fill 


ples on request. Write us 
| today 


Gz Chicago Expansion Bolt Co. 
Expansion 126)4 So. Clinton St. 


Nut and 


all Nall Belt Serew Ancher CHICAGO = ILLINOIS 


BLECK'S SASH and SCREEN LOCK 


Protected with patents in U. S. and Canada. 


This “LOCK” has further uses than 
named and shown If used on screen- 
doors, storm-doors, ventilators, blinds, 
shutters, screen-coolers, etc., place a 
washer in back of lock, turn prong of 
lock into the loop of a H- inch screw-eye. 
A handy useful device for every home. 
Retail price 5 cents. 


Dealers write today for sample and 
wholesale price. 


HERMAN BLECK 
Inventor - Manufacturer 
415 Eaton Street Hammond, Indiana 


FORSTNER BITS 
BRACE & MACHINE 


THE FINEST Tool Manufactured 
for important wood work. 


Specially adapted for Hardwood operations; 
indispensable to the High Class Carpenter 
and for Cabinet and Pattern Works. 


Manufactured by 


THE PROGRESSIVE MFG. CO. 


TORRINGTON, CONN. 
Special Offer 


A sample bit up to 1 inch in diameter will be 
mailed postage prepaid, upon receipt of 75c to 
any woodworker or carpenter. 
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Modern Throughout , T : 


clephone outlets in Every room’ 


Here is a new phrase that home buyers will soon HO 
be looking for: Modern throughout. Telephone out- Stc 
lets in every room." Cor 
Convenience. comfort . . . smartness . . , gratit 
these are the outstanding attributes of the Ameri- M" 
can home. They are the things that home buyers amazi 
appreciate. slight 
The modern conception of living comfort includes е 
telephone convenience . . . ease in placing and way. 
answering calls . . . telephones throughout the NM 1 
house, wherever they are needed . . . facilities for —— | 
wires and some of the apparatus built in, where open. 
possible, for permanence and better appearance. бы 
Builders have been quick to realize the oppor- Fits or 
: tunities offered by this new idea. Mail C 
At comparatively little expense, conduits and me 


other facilities can be laid so as to provide tele- 
phone outlets in every room. Service can then be 
fitted to the precise requirements of the household; 
the arrangements can be expanded or changed in 
the future without difficulty. 

Cleverly placed cabinets for holding some of the s 
instruments, directories, bell boxes, etc., make an 


attractive feature. Auxiliary equipment is avail- — 
able for special purposes. Some people, for instance, 

like portable telephones which can be plugged into 

jacks located at appropriate places. Or push but- 

tons and switches for inter-communication among 

house telephones. 

The Bell System has issued two booklets pre- Ackerma 
senting information on planning for telephone x Bu 
arrangements. Copies may be obtained from your al T 
local Bell company. To assist you further, your Almin 
local company will be glad to provide suitable American 
telephone equipment for exhibition in your sample America 
houses, to demonstrate how the built-in telephone American 
facilities you have provided will add to the conve- American 
nience and comfort of the home owner. American 

ires 

ч, ug 
g g . elt) 
Associate 

A Automatic 
e Bai f 


FOR ADVERTISERS' INDEX SEE NEXT TO LAST PAGE 


1 


0 0 ji ||! ШТ 
(u^ * um 


AMERICAN BUILDER (Covers the Entire Building Field) 


— 


n 


HOLDS DOORS RIGID-—— OPEN OR SHUT 
$tops Danger of Monoxide Poisoning 


Contractors win the . everlasting 
gratitude of home builders when they 
install this ingenious garage 
door control. Sta-Put is 
amazingly humanlike. By a 
slight pull on one door both 
doors open automatically. 
Both doors shut the same 
way. Sta-Put holds doors 
open or shut in highest wind. Pre- 
vents swinging or slamming. Elimi- 
nates propping doors to hold them 
open. Prevents damage to car or 
garage. Eliminates necessity for over- 
head and roll-away types of doors. 
Fits ordinary garage door. 


Sta-Put Door Control prevents dan- 
ger of monoxide poisoning through 
doors blowing shut while en- 
jas is running. Dr. A. H. 

egel, Chicago’s Health 
Commissioner, says: "Deaths 
from carbon monoxide have 
averaged one a week. The 
blue smoke from motor vehi- 

cle engines in closed garages 
takes a steady toll of lives and garage 
doors should always be open while 
motor is running.” Many of these 
deaths are due to the doors acci- 
— blowing shut. Sta-Put positively 
ends this danger. Sta-Put comes — 
assembled ready for installation and 
about 20 minutes to attach. Weight 21 2 


Mail Coupon for Special Offer to Builders and Dealers — 127901016 Scr Tut at once. 


bility of homes and adds to their value many times Sta-Put's cost. Mail coupon for offer. 
DOOR OPERATORS CORP., 1217-1219 W. Monroe St., Chicago, Illinois 


— t — ai | ез — — 9 — : 
а * „ 


ШЇ 


L 


OUTSTANDING 
FEATURES 


Slight pull of one hand operates beth 
2 کک‎ 


Holds doors open or shut in any: wind. 
Does a rpg for everhead 


caving — itself many times over im 
to car doors, time, temper and 


DOOR OPERATORS N 
1217-1219 W. каша л, 
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KNO:BURN, JR. 


د 


Я‏ کر 
LCS х \‏ 


E N NS Eblnger 

> UM, б, ae Ba SN се 
А с. SS A ectr: 

dd A we LN Elite М 
р NA . 7 У 1 9 

Ты, Excel М 

Ё ENS Fairban! 

hy Farrand 


EM Makes CEN 
Good Plastering WV | = 


Gallmeye 
Garden í 


Cost Less Е a | £5 


: EO Gilbert 4 
Hagstron 


KNO-BURN, JR., has 3,000 more : 

“locking keys" in each square yard. E>: S SANAD m 
And thousands more steel rein- 2 Bara 
forcing strands. Easier to erect SR Hes Wa 
and plaster. No mortar waste. B: To 


Internatic 
Internatic 
Internatic 


Ш A. 

SAMPLES OBTAINABLE flr Ma 
of KNO-BURN, JR., from your dealer. Or EL. 
and descriptive cir- write us for your near- |y | 
culars for the asking. est source of supply. Bm E 


NORTH WESTERN EXPANDED METAL Co.. 


1204 Old Colony Bidg., CHICAGO I ы 
ee repeat las 
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lf new copy is not received by the 10th of the month preceding date of publication the publishers reserve the right to 
гереа last advertisement on all unexpired contracts. 
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Чо other lath 
has the RIGIDITY 


of Stay-rib 
q*.Milcor Product 


ILCOR STAY-RIB Metal Lath has earned an 
unusual preference among builders due to its 
stiffness. No other lath has the same rigidity . . . for it 
is made possible only by an exclusive design expanded 
by a special patented Milcor Process. The longitudinal 
reinforcing ribs are exceptionally wide . . . they have 
unusual structural strength. 


The result is that STA - RIB is by far the easiest to 
handle and the most economical to apply. It goes in 
faster . . especially on the ceilings . . . because it does 
not flop or bend under its own weight. One man can 
hold and apply a sheet of STAY-RIB without any 
trouble. It means time and money saved. 


STAY-RIB is also free from sharp points. Every 
edge is straight and true . . . a perfect fit on the laps. 


On your next job use STAY-RIB. It is the ideal plaster 
base. Although STAY-RIB has an adequate surface 
of metal, it is achieved without excess weight through 
the patented expanding process. Try STAY-RIB and 
learn by actual experience how much better it really is. 


MILWAUKEE CORRUGATING COMPANY 
MILWAUKEE, WISCONSIN 
Branches: Chicago, Ш., Kansas City, Mo., La Crosse, Wis., 
Sales Offices: Boston, Mass., Detroit, Mich., Atlanta, Ga., 
Little Rock, Ark., Minneapolis, Minn. 
Eastern Plant: The Eller Manufacturing Co., Canton, Ohio. 


MILC 


Real economies are possible through the sim- 
licity of handling Milcor Expansion Corner 
ad. It can be wired, stapled, nailed, or 
stuck to any kind of wall construction, with- 
out the use of clips. It permits the saving 
of much time compared with old style corner 
bead erected under old style methods. Milcor 
Expansion Corner Bead No. 1 is used for 
outer or exposed angles. It is made from 
No. 26 gauge and No. 24 gauge Tight Coat 
Galvanized Steel also in Copper and Zinc or 
Armco Ingot Iron. Always specify Milcor Ex- 
pansion Corner Beads for fine interior finish. 
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AMERICAN BUILDER 


You Can Avoid Unnecessary Expense 
by Installing This Set SPECIALLY 
Designed for Light Doors 


Inside Installation of No. 40 “EZ” Fixtures 


When you build a frame garage with 
light, single thickness doors you naturally 
dislike having to buy hardware for the 
doors that is unnecessarily costly and 
heavy. You want light, inexpensive 
hardware that will operate as satisfact- 
orily as the heavier equipment. 


FrantZ No. 40 “EZ” Special Garage Fix- 


tures were designed SPECIALLY for 
light doors. With the use of them you 
are assured long, satisfactory service 
just as you would be in the purchase of 
any FrantZ Product. In addition, you 
will find considerable saving in the pur- 
chase of the No. 40 “EZ” SPECIAL Set. 
Write for details today! Dept. No. A-529 


FRANTZ MANUFACTURING COMPANY 
STERLING, ILLINOIS 


Parts of a No. 40 “EZ” Garage Door Set 
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QUALITY Without the Red Label 


